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stated  iiitciings,  September  /j  and  October  20,  iSgj. 

Mil  John  Birkinbinb,  President,  in  the  chair. 

The  smoke  NUISANCE  aiND  its  ivllGULATION,  with 
ESPECIAL  REFERENCE  to  the  CONDITION  PRE- 
VAILING IN  PHILADELPHIA— LMPROVED  FUR- 
NACES AND  MECHANICAL  STOKERS. 

TUE  COXE  AUTOMATIC  STOKER.* 

Mr.  Matthew  C.  Jenkins  [New  York] : — take  pleasure 
in  describing  to  you  to-night  the  automatic  stoker  invented 
by  the  late  Kckley  B.  Coxe,  of  Drift  on,  Pa. 

After  a  scries  of  carcftil  fxpcriiiicnts  rarrierl  on  at  Drifton, 
Mr.  Coxe  decided  that  for  the  proper,  and  at  the  same  time 
the  most  economical,  combustion  of  coal,  the  following  condi- 
tions were  necessary: 

*  Manufactured  by  the  Coxe  Iron  Mauufacturing  Couipauy,  Dnfton,  Pa., 
and  New  York. 
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(1)  To  ignite  the  coal  and  burn  it  without  mixing  it  with 
fresh  fuel;  that  is,  that  fresh  fuel  should  not  be  commingled 
with  the  already  partially  consumed  coal. 

(2)  To  have  the  furnace  so  arranged  that  the  combustion 
should  be  continuous  and  uniform;  that  is  to  say,  when  the 
furnace  was  in  use  the  condition  of  the  fire  would  be  practi- 
cally the  same  at  any  hour  of  any  day  of  any  week  of  the  year. 

(3)  To  make  the  work  of  firing  as  easy  as  possible,  so  that 
a  jninimum  number  of  firemen  would  be  employed,  and  that 
the  whole  operation  of  the  furnace  would  be  controlled  by  an 


Coxe  mechanical  stoking  furnace  applied  to  return  tubular  boiler. 

intelligent  man  who  would  have  more  use  for  his  brains  than 
for  his  muscles. 

The  Coxe  automatic  stoker  was  designed  to  comply  with 
these  conditions.  It  is  an  endless  travelling  grate,  as  shown 
in  accompanying  cuts,  which  receives  the  fuel  at  one  end, 
burns  it  as  it  moves  slowly  along,  and  deposits  the  ashes  at 
the  other  end.  It  was  designed  originally  to  burn  the  smallest 
sizes  of  anthracite  coal,  but  handles  bituminous  as  well  and 
with  an  entire  absence  of  smoke. 

To  insure  complete  combustion,  and  at  the  same  time 
Icnve  a  minimum  of  free  oxygen  in  the  chimney  gases,  the 
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fi.el,  in  passing  the  working  length  of  the  grate,  is  subjected 
to  varying  pressures  of  air.  In  other  words,  as  the  amount 
of  carbon  in  the  bed  of  fuel  diminishes,  the  amount  of  air  sup- 
plied is  proportionately  diminished  to  the  rear,  and  thus  an 
excess  of  air  is  excluded,  and  as  nearly  theoretical  combustion 
as  it  is  possible  to  obtain  by  any  known  means  is  reached. 

One  of  the  most  important  features  of  Mr.  Coxe's  inven- 
tion is  the  variable  air  supply,  which  I  will  now  explain,  with 
the  aid  of  accompanying  illustrations. 

All  the  air  that  enters  the  fire  is  conducted  into  the  largest 


Detail  of  chain,  showing  sprocket  and  reducing  mechanism  (Coxe  me- 
chanical stoking  furnace). 

chamber  at  the  center  of  the  frame,  and  the  only  air  that  can 
enter  the  adjacent  chambers  must  pass  through  dampers  in 
the  partitions  separating  these  chambers,  which  are  closed  at 
the  bottom  so  that  the  supply  can  be  regulated  to  suit  existing 
conditions.  In  practice,  the  maximum  amount  of  air  is  sup- 
plied at  the  center,  and  this  is  diminished  to  a  minimum  at 
each  end;  the  dampers  being  regulated  so  that  the  pressure  is 
diminished  in  each  succeeding  chamber. 

The  depth  of  the  bed  of  fuel  is  increased  or  diminished  by  a 
gate  in  the  hopper,  that  can  be  raised  or  lowered,  as  found 
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necessary.  This  fuel,  on  arriving  on  tlie  grate,  is  given  just 
sufficient  air  to  ignite  it  slowly;  and,  as  the  ignited  coal  passes 
over  the  succeeding  compartments  where  the  air  pressure  is 
at  the  maximum,  burns  briskly,  l^ut  when  it  has  lost  part  of 
lis  carbon,  it  pa.sses  over  the  compartments  where  the  air  pres- 
sure is  again  diminished  and  better  suited  to  the  thiimer  layer 
of  partly  consumed  coal.  The  bed  continues  to  diminish  in 
carbon  and  to  be  subjected  to  less  air,  until  finally  the  hot 
ashes  are  cooled  off  by  a  very  gentle  current  of  air,  and  are 
then  dumped  into  the  ash-pit  at  rear  end  of  furnace. 

The  furnace  proper  is  compo.sed  of  two  side  frames,  which 
support  the  hoj)per  and  also  the  brickwork  supporting  boiler. 


Details    showing  conslrucUoii    of  grate-bars   (Coxe   niechanical  stoking 

furuace ). 

They  also  carry  four  si)rocket  wheels,  two  front  and  two  rear, 
over  which  run  the  chains  to  which  the  bar  bearers  (shown  in 
next  view)  are  bolted.  The  rollers  shown  both  at  top  and 
bottom  of  frames  carry  the  upper  working  and  the  lower  re- 
turning runs  of  the  grate. 

The  grate  proper  is  formed  of  two  ])arts — the  ''grate  keys,'* 
shown  detached  and  in  place,  and  the  "bar  bearers."  These 
latter  are  T-shaped,  consisting  of  a  vertical  rib  and  a  horizon- 
tal i)late,  and  are  cast  the  width  of  the  grate.  The  horizontal 
plate  is  perforated  with  a  mnnber  of  cone-shaped  holes,  wider 
at  the  bottom  than  at  the  top,  to  admit  of  the  free  passage  of 
the  air.  and  have,  on  their  upper  surface,  a  dovetailed  rib.  At 
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each  end  is  a  lug,  wliicli  fits  in  between  the  hnks  of  the  chain, 
and  is  securely  fastened  to  it  by  bolts.  The  upper  part  of  the 
grate  bed  consists  of  the  sectional  bars,  called  "grate  keys," 
which  are  7)4  inches  long  l)y  of  an  inch  wide,  and  are  pro- 
vided with  projections  which  give  an  air  space  of  al)out  34 
an  inch  between  each  pair  of  these  keys.  At  each  end  of  the 
dovetailed  rib,  which  is  cast  on  the  bar  bearer,  is  a  slot,  dove- 
tailed at  the  bottom,  which  will  allow  the  lower  ])art  of  the 
keys  to  droj)  into  position  on  the  bar  bearer.  The  key  is  then 
moved  laterally  toward  the  center  of  the  bar  bearer  and  an- 
other is  droi)ped  into  the  slot  and  moved  along,  until  the 
whole  carrying  bar  is  filled,  with  the  exception  of  spaces  occu- 


Perspective  view  of  grate  (Coxe  niechauical  stoking  furnace): 

pied  by  the  slots  at  the  ends.  To  prevent  the  keys  from  drop- 
ping oft,  dovetailed  pieces,  made  of  cast  iron,  which  fill  up  the 
openings  so  as  to  make  the  dovetailed  rib  continuous,  are 
inserted,  and  the  keys  are  separated  so  as  to  be  distril)Uted 
uniformly  through  the  whole  length  of  the  bar  bearer,  which 
they  fill  loosely.  Then,  as  there  is  no  |)ush  toward  the  left 
hand  more  than  toward  the  right,  and  since  it  requires  consid- 
erable force  to  move  those  on  the  extreme  right  hand  over  to 
the  left,  or  vice  versa,  there  is  no  tendency  for  them  to  drop 
of?.  This  method  of  fastening  the  keys  is  very  simple  and  per- 
fectlv  effective. 
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To  remove  an  imperfect  key,  a  blow  with  a  hammer  on 
the  thin  part  will  allow  the  broken  piece  to  be  removed  and  a 
new  one  to  be  substituted  at  the  end,  the  one  left  being  moved 
up  to  fill  the  space  occupied  by  the  discarded  key.  The  re- 
placing of  grate  keys  does  not  interfere  in  any  way  with  the 
continuous  operation  of  a  power  plant. 

The  chains  which  carry  these  built-up  grate  bars  arc  made 
from  drop-forged  steel  links,  all  the  holes  in  which  are  drilled 
to  insure  accuracy;  and  the  pins  with  which  these  links  are 
riveted  are  made  from  cold-drawn  steel,  so  that  where  strength 
is  essential  it  is  secured  absolutely. 

It  will  be  obvious  that  l)y  the  slow  motion  of  the  traveling 


Detail  of  air  pans,  etc.  (Coxe  mechanical  stoking  furnace). 

grate,  from  3  to  6  feet  an  hour,  the  tendency  to  get  out  of 
order  is  reduced  to  a  minimum,  and  that  any  little  unexpected 
hitch  can  be  attended  to  and  rectified  without  the  slightest 
interruption  of  work.  The  time  of  exposure  of  each  section 
while  out  of  use  is  so  long,  that  needed  attention  can  be  given 
in  even  a  leisurely  manner. 

The  movement  of  grate  is  hardly  perceptible  to  the  eye,  to 
insure  which  we  use  a  reducing  mechanism,  shown  in  cut, 
which  is  a  series  of  differential  gears  inclosed  in  a  cast-iron 
case  and  constantly  running  in  oil,  the  details  of  which  need 
not  be  explained. 
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The  Coxe  Stoker  can  be  applied  to  any  of  the  modern 
types  of  boilers.    It  comes  in  widths  of  from  3  to  10  feet, 

according  to  the  outjnit  of  the  boiler.  Another  feature  is  that 
a  plant  equipped  with  tlie  stoker  is  not  necessarily  tied  down 
to  any  one  kind  of  fuel,  as  the  same  niachme  will  burn  both 
anthracite  and  bituminous  coal,  and  the  latter,  as  already 
stated,  without  smoke;  or  mixed  coal  can  be  used.  This  is,  of 
course,  a  point  worthy  of  consideration,  as  in  case  of  inability 
to  obtain  either  kind  of  coal,  through  a  strike  or  other  cause, 
a  change  can  be  readily  made  without  trouble. 

So  much  for  the  description;  now  for  the  reasons  why  the 
Coxe  automatic  mechanical  stoking  furnace  is  a  smokeless 
one.  We  all  know  that  with  the  ordinary  metliod  of  hand- 
firing  with  bituminous  coal,  the  smoke  is  produced  only  when 
fresh  fuel  is  added,'  and  not  at  all  after  the  same  is  burning 
briskly;  or,  in  other  words,  the  sudden  elimination  of  the  vola- 
tile matter  contained  in  the  bituminous  coal  carries  off  with  it 
a  buiali  quantity  of  solid  carbon  produced  in  the  incipient  dis- 
tillation of  the  fuel,  and  which  appears  at  the  top  of  the  chim- 
ney,  as  smoke. 

In  the  Coxe  furnace  the  fresh  fuel  is  ignited  very  slowly, 
.  owing  to  the  variable  air  supply,  and  yet,  after  it  is  thoroughly 
igfnited  and  travels  toward  center  of  furnace,  has  ample  air  to 
complete  combustion^  as  the  following  analyses  of  chimney  gases 
will  show. 

Average  of  five  samples  taken  during  test: 


Mr.  W.  F.  Tatnall: — 'The  llawley  Down- Draft  Fur- 
nace" consists  of  an  upper,  or  water  grate,  carrying  coking 
coal,  and  a  lower,  or  common  grate,  upon  which  the  coked  coal 
is  burned.  The  upper  grate  has  a  down  draft,  and  the  main 
part  of  the  air  supplied  for  combustion  is  passed  downward 

*  Mannfacturedbj  the  Hawley  Down-Draft  Furnace  Co.,  Fittabafigli,  Pa. 


Carbonic  acid  . 
Free  oxygen  . 
Carbonic  oxide 


Per  Cent. 
l6'22 

254 

Trace 


THE  HAWLEY  DOWN-DRAFT  FURKACE.* 
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through  the  fuel  upon  it.  No  coal  is  ever  fired  directly  upon 
the  lower  grate. 

The  coal  burning  on  the  upper  grate  is  incandescent  at  the 

bottom,  or  against  the  tubes,  forming  the  water  ^^i^,  and 
black  or  "green"  on  the  toj).  The  ii^nition  of  the  gases  takes 
place  in  the  l)ottom  of  the  fuel  on  the  ii])per  grate,  thus  pro- 
ducing a  high  initial  temperature,  which  is  needed  for  a  com- 
plete combustion. 

The  water  grate  consists  of  charcoal  iron  2-inch  pipes 
connected  to  lo-inch  headers.  The  tubes  are  set  on  an  incline, 
lengthwise  of  the  boiler,  sloping  towards  the  front,  while  the 
headers  are  set  trans\ersel\'.  The  fr(jnt  header  is  connected 
to  that  part  of  the  boiler  containinj^  the  coldest  water,  while 


Fig.  I.    The  Hawley  furnace  water-grate. 


the  back  header  is  connected  to  that  part  containing  the 
hottest  water,  at  or  below  the  water  line.  In  this  way,  through 
the  heat  given  by  the  fires,  a  strong  circulation  of  water  is 

iinliiccd  throiit^h  the  water  grate  bars,  which  protects  them 
from  burning.  The  furnace  adds  to  the  heating  surface  of  the 
boiler.  Each  square  foot  of  heating  surface  in  the  water  grate 
has  as  much  evaporating  capacity  as  5  square  feet  of  the  aver- 
age heating  surface  of  the  boiler.  The  result  qf  this  increase 
in  surface  is  felt  in  an  increase  in  capacity,  or  in  the  total 
amount  of  water  that  may  economically  be  evaporated  with  a 
given  draft  and  fuel. 

Brass  plugs  arc  provided  in  the  front  header,  oi)posite  each 
tube,  and  hand-holes  are  placed  in  each  header.  Through 
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these  openings  each  tube  and  header  may  be  examined  and 

cleaned  when  needed.  Blow-off  ])ij)cs  are  connected  to  the 
headers  for  removing  any  collection  of  mud. 

Principles  of  Combustion. — To  secure  the  good  combustion 
of  a  bituminous  coal,  it  is  necessary  to  have  the  following 
conditions: 

(1)  A  high  furnace  temperature. 

(2)  A  gradual  and  constant  distillation  of  the  volatile 
matter  in  the  coal,  and  its  thorough  admixture  with  air  under 
conditions  favorable  for  the  ignition  of  the  gases. 


Fig.  2.— The  Hawley  furoace  applied  to  horizontal  water-tube  boiler  with 

sectioual  headers. 

(3)  The  employment  of  no  more  air  than  is  needed  to 
thoroughly  burn  the  fuel. 

(4)  The  burning  of  the  fuel  in  the  furnace  away  from  the 
cooling  surface  of  the  boiler  or  other  user  of  heat. 

To  secure  economy  in  the  use  of  a  fuel,  it  is  necessary  to 
not  only  have  good  combustion,  as  just  noted,  but  also  to — 

(1)  Prevent  loss  of  heat  by  radiation,  as  far  as  is  possible. 

(2)  To  have  the  temperature  of  the  gases  discharsj^ed  to  the 
chimney  reduced  to  as  low  a  degree  as  is  c()n>istcnt  with  the 

.  draft  required  for  combustion.  This  can  only  be  done  by  hav- 
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ing  clean  absorbing  surfaces  of  ample  area,  and  a  high  initial 

temperature. 

To  keep  the  heat-absorbiiipr  surfaces  clean,  it  is  not  only 
necessary  that  they  should  be  free  from  scale  or  other  non- 
conducting deposits,  but  also  that  the  hot  side  of  the  surfaces 
should  be  free  from  accumulations  of  soot.  This  can  be  done 
by  so  burning  the  fuel  as  to  produce  smokelessness.  It  is, 
therefore,  evident  that  all  of  the  conditions  just  enumerated 
should  hold,  and  that  the  formation  of  smoke  should  be  pre- 
vented. 

The  Hawley  furnace  meets  all  of  these  requirements.  Its 
fire  is  at  an  intense  heat.  The  gases  distilled  from  its  upper 
grate  pass  away  at  a  high  heat,  thoroughly  mixed  with  the 
oxygen  needed  for  combustion,  and  are  burned  between  the 
two  grates,  over  the  bed  of  incandescent  coke  lying  on  the 
lower  grate,  and  away  from  the  cooling  surface  of  the  boiler. 
The  furnace  loses  less  heat  by  radiation  than  is  found  wiili 
common  furnaces,  as  has  been  shown  by  a  number  of  accurate 
tests.  By  burning  the  gases  in  the  furnace,  at  a  high  heat,  it 
follows  that  the  gases  passing  into  the  stack  are  at  a  lower 
temperature  than  is  obtained  with  a  common  furnace.  This 
was  shown  by  two  tests  made  recently  in  Philadelphia  burning 
the  same  fuel,  with  the  same  fireman,  the  boiler  being  run  at 
about  the  same  rate  of  evaporati(Mi  on  each  trial. 

Kind  f)f  furnace  Hawley.  Common. 

Heat  units  absorbed  in  steam-making  per  pound  of 

dry  coal  ii,M5  9,767 

TempemtiiFe  of  gsases  in  chimtiey,  degrees  F.  .  .  .       4^8  663 

Smokelessness. — The  smokelessness  of  the  Hawley  furnace 
is  well  estabhshed.  It  practically  makes  no  smoke  because  the 
combustion  conditions  are  so  nearly  perfect  that  smoke  is  not 
formed.  It  is  in  no  sense  a  smoke  consumer.  The  city  of 
Pittsburgh  has  had  a  salaried  official  observing  the  chimneys 
of  its  water-works  boilers,  equipped  with  Hawley  furnaces, 
during  the  daytime,  continuously  for  the  past  eighteen 
months.  He  finds  that  smoke  is  formed  not  to  exceed  2  per 
cent,  of  the  time,  notwithstanding  the  fact  that  the  fuel  used  is 
much  more  volatile  than  that  sold  in  this  market,  and  that  the 
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boilers  at  times  develop  as  much  as  100  per  cent,  excess  capac- 
ity. The  results  of  these  observations  are  public  property, 
and  may  be  seen  at  the  office  of  the  Director  of  Public  Works. 
Such  a  record  means  sniokele^sness. 

To  further  show  that  this  furnace  is  smokeless,  it  may  be 
stated  to  the  Institute  that  it  has  been  officially  adopted  by 
the  cities  of  Chicago,  Buffalo,  Milwaukee,  Toronto,  Knox^ 
ville,  Pittsburgh,  St.  Louis,  New  Orleans  and  Detroit  for  their 


Fig.  3. — The  Uawley  famace  applied  to  a  horizontal  water-tube  boiler  with 

open  headers. 


municipal  water  or  electric  plants  for  the  purpose  of  abating 

the  smoke  nuisance. 

It  may  further  be  stated  that  the  United  States  Govern- 
ment, which  has  heretofore  burned  high-priced  grades  of 
anthracite  coals  in  order  to  avoid  making  smoke,  has  been 
enabled  to  save,  in  many  instances,  as  much  as  50  per  cent, 
of  its  fuel  costs,  by  burning  bituminous  coal  in  Hawley  fur- 
naces, at  its  plants  in  a  number  of  important  public  buildings 
in  Washington,  Philadelphia,  Baltimore,  New  York,  Omaha 
and  elsewhere. 

The  loss  due  to  smoke  from  chimneys  is  not  in  itself  expen- 
sive, but  it  is  absolute  proof  of  bad  combustion,  showing  that 
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the  volatile  gases  have  not  been  ignited.  The  loss  due  to  the 
passing  away  of  distilled  gases,  rich  in  hydrogen,  sometimes 
amounts  to  as  much  as  20  per  cent.  It  may  be  said,  however, 
that  the  absence  of  smoke  is* not  a  positive  indication  oi 
economy.  It  is  to  be  particularly  noted  that  the  Hawley 
furnace  bums  the  rich  volatile  matter  distilled  from  the  coal, 
as  this  matter  is  liberated,  and  bums  these  gases  without 
smoking. 

The  furnace  is  economical  because — 

There  is  no  loss  in  fuel  or  capacity  during  the  cleaning 
of  hres.  The  coke  on  the  lower  grate  is  allowed  to  bum  out 
and  the  ashes  are  then  withdrawn.  The  grate  is  then  covered 
with  new  coke  rattled  down  from  the  upper  grate.  The  time 
of  cleaning  does  not  exceed  two  minutes  for  moderate-sized 
grates.  The  slicing  of  the  upper  grate  opens  its  fire  and  in- 
creases the  rale  r>f  combustion.  The  upper  grate  does  not 
require  cleaning  unless  a  badly  clinkering  coal  is  used,  in 
which  case  the  clinker  is  loosened  by  a  bar  and  pulled  out 
without  uncovering  the  grate.  In  this  way  the  loss  of  from 
3  to  5  per  cent,  in  economy  when  cleaning  fires,  by  cold  air 
rushing  into  the  furnace,  is  obviated,  and  the  capacity  devel- 
oped is  actually  increased. 

(2)  There  is  no  loss  in  the  ash-pit.  since  any  coal  not  com- 
pletely l)urne(l  on  the  uii])er  grate  is  caught  on  the  lower  grate 
aTul  consumed.  The  coke  tire  on  the  lower  grate  never 
clinkers  with  the  coals  obtained  in  this  market. 

(3)  No  cold  air  is  allowed  to  come  in  contact  with  the 
heating  surface  of  the  boiler.  The  furnace  temperature  re- 
mains constant,  and  there  is  no  change  in  the  temperature  of 
the  gases  in  the  tubes.  This  uniformity  of  expansion,  and  ab- 
sence of  sudden  contractions,  prolongs  the  life  of  the  entire 
boiler  setting  as  well  as  of  the  boiler. 

(4)  The  hydrogen  in  the  coal  is  worth  4  28  times  as  much 
as  tlie  carbon,  pound  for  pound.  The  burning  of  hydrogen 
and  other  gases  in  the  Hawley  furnace  is  the  chief  cause  of  its 
efficiency. 

(5)  The  circulation  of  water  in  the  boiler  is  increased  by 
iLe  Hawley  furnace.    Freedom  of  circulation  is  needed  not 
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only  for  life  and  durability,  but  is  also  important  from  an  eco- 
nomical view. 

(6)  The  practice  of  coaling  heavily  at  long  intervals,  so 
commonly  followed  by  ordinary  hrenien,  with  ordinary  fur- 
naces, is  wasteful  in  fuel.  With  the  Hawley  furnace,  on  the 
contrary,  it  is  of  no  disadvantage,  as  it  is  impossible  for  the 
gases  from  the  coal  to  reach  the  cooling  surface  of  the  boiler 
until  they  have  been  ignited  by  the  fires  of  the  furnace,  through 
which  they  nuist  pass,  as  they  have  no  other  exit.  No  coal  is 
wasted  or  burned  with  indifferent  economy  in  the  Hawley 
furnace  so  long  as  the  grates  are  kept  covered. 


Fig.  4. — Hawley  furnace  applied  to  a  vertical  water-tube  boiler. 

(7)  The  coal  used  in  banking  a  lire  over  night,  for  a  plant 
run  only  during  the  daytime,  is  twice  as  great  with  a  common 
as  with  a  Hawley  furnace.  The  time  required  for  getting  the 
fires  in  shape  and  for  getting  the  boiler  under  full  steam  after 
banking,  is  least  with  the  Hawley  furnace. 

(8)  In  the  best  modern  plants  equipped  with  common  fur- 
naces the  evajK)ration  per  pound  of  bituminous  coal  is  from 
10  to  20  per  cent,  less  than  is  readily  obtained  in  the  same 
installation  after  applying  the  Hawley  furnaces.  The  differ- 
ence between  what  is  commonly  obtained  with  such  plants  by 
the  two  kinds  of  furnaces,  is  shown  by  the  following  tests, 
made  at  a  plant  hi  this  city,  where  the  same  fuel  was  burned 
under  the  same  boiler,  the  fires  being  operated  by  skilful  men. 
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and  the  trials  made  under  the  supervision  of  experts  represent- 
ing both  the  furnace  company  and  the  owner  of  the  boiler: 


Kind  of  grate  ,  Common.  Hawley. 

Fer  Cent    Per  Cent. 


Efficiency  of  boiler  and  furnace  .... 

79*6 

Heat  lost  in  imperfect  combustion  •  • 

o*3 

2-8 

Ho«e-Power. 

Horse^Fower. 

lOO 

287 

Capacity  of  Boiler. — ^The  capacity  of  a  boiler 

has  been 

arbitrarily  assumed  by  different  builders  to  be  a  certain  num- 
ber of  square  feet  of  heating  surface  to  the  horse-power.  One 


Fig.  5. — Hawley  furnace  applied  to  horizontal  iire-tubular  boiler. 


builder  of  stationary  boilers  sells  his  product  on  5  square  feet 
to  the  horse-power,  while  another  sells  15  square  feet.  A 

marine  boiler  develops  a  horse-power  on  from  2  to  4  square 
feet.  Again,  one  builder  will  proportion  his  boiler  to  develop 
its  nominal  rating  by  burning  10  pounds  of  coal  an  hour  to  the 
square  foot  of  grate  area»  while  a  marine  boiler  often  burns 
from  40  to  50  pounds,  and  a  locomotive  boiler  bums  as  high 
as  120  pounds. 

Some  Philadelphia  manufacturers  and  steam  users  object 
to  what  they  term  forcing  their  boilers,  on  account  of  their 
inexperience  with  bituminous  coal.  They  are  familiar  with 
anthracite  coal,  which  cannot  be  burned  economically  at  high 
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rntrs  of  combustion.  If  the  rate  of  ninuiiig  a  boiler  to  produce 
maximum  economy  has  been  determined  for  a  particular  boiler 
equipped  with  a  common  grate,  the  application  of  a  Hawiey 
furnace  with  the  same  boiler  will  permit  30  per  cent,  more 
capacity  to  be  developed  at  the  point  of  maximum  fuel 
economy. 

The  Hawiey  furnace  permits  the  economic  capacity  of  a 
boiler  to  be  raised  without  impairiuj^  the  safety  or  life  of  the 
same,  or  its  setting,  about  as  follows,  with  proper  draft  con- 
ditions: 

Nominal  rating,  100  hone-power  .  .  .  Relative  efficiency  ...  80 
Developed  capaciQrp  125   "         ...  ...  85 

"  '*      150  ..."  ...  90 

"  "      175    '         ..."  •*       ...  100 

"  200  "        ..."  "       ...  90 

In  this  table«  it  is  shown  that  the  point  of  maximum 
economy  is  at  about  75  per  cent,  excess  capacity.  The  so- 
called  forcing  of  a  boiler  begins  when  the  evaporative  effi- 
ciency shows  a  decline.  A  stationary  boiler  thus  operated,  is 
not  forced  to  anywhere  near  the  capacity  of  a  locomotive  or 
marine  boiler,  and  its  safety  or  life  is  in  no  way  imperiled.  The 
Hawiey  furnace  obtains  this  showing  because  of  its  high  initial 
furnace  temperature,  perfect  combustion  of  the  fuel  (effected 
in  the  furnace  and  away  from  the  cooling  surface  of  the  boiler), 
and  low  temperature  of  gases  in  the  chimney. 

The  engraving^s  shown  herewith  exhibit  respectively: 
Fig.  I,  the  Hawiey  furnace  water  grate;  Fig,  2,  the  Hawiey 
furnace  as  applied  to  a  horizontal  water-tube  boiler  having 
sectional  headers;  Fig.  j,  the  Hawiey  furnace  as  applied  to  a 
horizontal  water-tube  boiler  with  open  headers;  Fig,  4,  the 
Hawiey  furnace  as  applied  to  a  vertical  water-tube  boiler; 
Fig.  5,  the  Hawiey  furnace  as  applied  to  a  common  horizontal 
fire-tubular  boiler. 

THE  MURPHY  AUTOMATIC  SMOKELESS  FURNACE.'*' 

Mr.  O.  D.  Cotton  [Detroit,  Mich.] : — need  not  tell  you 
that  the  representatives  of  the  *'Murphy  Automatic  Smoke- 

*Matittfactiired  by  the  Mnrphy  Iron  Works,  Detroit,  Mich. 
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less  Ftimace"  appreciate  the  kindly  courtesy  of  an  oppor- 
tunity to  present  before  this  body  the  principles,  construction 
and  operation  of  the  furnace. 

One  of  the  greatest  difficulties  in  the  way  of  the  general 
successful  introduction  of  this  invention  has  been  the  fact  that 
a  furnace,  although  the  basis  of  the  successful  operation  of  all 
steam  plants,  has  not  usually  received  the  attention  its  im- 
portance justifies,  I  might  properly  say,  demands.  I  find  it  a 
quite  common  practice  by  those  who  give  attention  to  the 


Fig.  I. — CroM-MCtion  showin^^  Murphy  automatic  smokeless  furnace  ap- 
plied to  horizontal  tubular  boilers. 

science  of  steam  production  and  power  to  exercise  much 
thought  and  care  in  the  choice  of  both  the  engine  and  the 

boiler,  l)ut  to  give  scarcely  any  atlenlion  to  the  furnace.  In 
other  words,  the  scientific  and  i)ractical  elements  in  the  appli- 
cation of  steam  have  overshadowed,  and  so  prevented  proper 
attention  being  given  to,  the  method  of  burning  the  fuel — the 
most  important  factor  in  the  cost  of  steam  production. 

The  Murphy  automatic  furnace  is  unlike  any  other  fur- 
nace, in  that  it  is  unique  in  nearly  every  feature  necessary  to 
its  successful  operation. 

I  will  not  here  detail  all  the  stages  in  the  perfection  of  this 
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invention.  It  will  suffice  to  say  the  most  important  stage  was 
reached  when  Mr.  Murphy  conceived  the  idea  of  the  mechani- 
cal feeding  of  the  coal,  coking  it  as  it  entered  the  fire-box.  and 
burning  the  volatile  combustible  instantly  and  completely,  thus 
doing  away  with  smoke. 

His  furnace  was  then  fed  and  cleaned  mechanically,  but  by 
hand-power  by  use  of  a  wrench.  He  soon  found  the  average 
fireman  could  not  be  depended  upon  to  stoke  the  coal,  or  to 
clean  the  fires  with  constant  regularity,  and  then  devised  the 
automatic  engine,  gears  and  connections,  substantially  as  now 
used,  and  the  furnace  then  became  a  decided  mechanical  suc- 
cess. Commercial  success,  however,  was  yet  to  be  attained. 
The  high  cost,  as  compared  with  the  usual  fronts  and  grates, 
was  a  serious,  almost  prohibitive  difficulty,  and  he  tried  to 
cheapen  cost  by  making  a  front  feed  on  the  same  general 
lines,  but  after  much  time  and  not  a  little  money  had  been 
expended,  found  there  was  not  snfficient  coking  capacity  to 
that  st^le.  nor  enough  economy  to  warrant  the  extra  outlay 
for  a  mechanical  furnace.  He  therefore  fell  back  on  the  origi- 
nal type,  and  practical  experience  has  shown  that  success 
required  increased  instead  of  decreased  cost,  because  it  was 
necessary  to  add  to  its  cost  in  several  details  to  make  it  capable 
of  meeting  all  the  requirements  of  the  various  and  varying 
conditions  of  steam-power  plants.  Within  the  past  tw'o  years 
a  valuable  improvement,  which  adds  fully  $50  per  furnace  to 
the  manufacturing  cost,  has  made  it  more  completely  auto- 
matic in  the  self-cleaning  feature,  has  added  to  the  capacity 
per  square  foot  of  grate,  and  also  to  the  durability  of  those 
parts  exposed  to  the  fire,  I  am  able  now  to  present  to  you 
a  mechanical  automatic  furnace  that  has  been  tried  by  every 
conceivable  test  of  utility,  and  that  has  been  perfected  by  the 
inventor  after  years  of  experience  and  suggestion  from  practi- 
cal use,  and  which,  we  claim,  is  the  best  known  smoke  pre- 
venter under  any  and  all  conditions  which  obtain  in  steam- 
power  plants.  It  is  the  only  furnace  which  is  automatically 
cleaned. 

There  are  many  forms  of  mechanical  stokers,  but  there 
is  but  one  automatic  furnace. 
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The  ])rinciple  of  its  operation  is  immediate,  rapid  combus- 
tion by  means  of  a  coking  and  a  coke-burning  furnace,  in 
v.'hich  the  volatile  gases  are  instantly  and  continuously  con- 
sumed in  connection  with  the  carbon  or  coke,  producing  com- 
plete combustion,  high  temperature  and  practical  smokeless- 
ness. 

By  reference  to  Fig.  i  the  ai)paratus  will  be  seen  to  con- 
sist of  two  boxes  or  coal  magazines  set  in  the  wall  on  either 
side  of  the  fire  box.  The  bottom  or  base  of  these  magazines 
is  a  heavy  plate,  made  to  serve  also  as  a  coking  plate,  over 


Pig.  a.— HmiaontAl  tubular  boiler  (front  view),  equipped  with  Murpby 

automatic  smokdeM  fnmace. 


which  the  coal  is  automatically  stoked  on  to  the  g^ate.  The 
inner  side  plate  of  this  magazine  has  a  foot  extending  inwardly 
toward  the  fire,  and  this  forms  the  base  on  which  a  fire-brick 
arch  rests.  This  foot  is  ribbed  so  as  to  leave  a  row  of  small 
openings  the  entire  length  of  the  arch.  On  top  of  this  portion 
of  the  arch  is  constructed  an  air  flue,  which  is  supplied  with  air 
through  flues  from  the  front.  The  air  passes  through  the  flue 
registers,  and  through  this  flue,  absorbing  heat  on  its  way, 
and  passing  down  into  the  fire-box,  through  these  openings 
at  the  base  of  the  arch,  insures  a  well-distributed  supply  of  hot 
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air  over  and  at  the  point  where  the  volatile  gas  is  being 
driven  off  the  coal  by  this  coking  process. 

Large  coking  capacity  is  essential  to  smokelessness,  espe- 
daily  when  strong  duty  is  required.  By  this  arrangement  of 
coking  surface  we  can  coke  thoroughly  and  bum  without 
smoke  all  the  coal  the  grate  surface  and  draft  will  burn,  the 
maximum  being  about  150  to  160  pounds  per  foot  length  of 
coking  plate.  Our  largest  size  furnace  will  coke  and  bum 
without  smoke  fully  a  ton  of  soft  coal  per  hour,  which,  we 
believe,  is  more  than  double  the  quantity  any  front  feed  or 
under  feed  mechanical  or  hand-fired  style  of  furnace  can  coke 
thoroughly  or  burn  without  smoke. 

'  This  passage  of  air  through  these  openings  also  serves  to 
protect  the  iron  from  destructive  heat.  The  operating  parts 
are  simple,  strong  mechanisms  and  are  skilfully  adapted  to 

perforni  the  required  duty.  The  stoker  boxes  are  simply 
inverted  open  iron  boxes,  with  a  rack  under  each  end.  The 
stoker  shaft  has  a  pinion  geared  to  each  rack,  whereby  the 
stoker  boxes  are  worked  back  and  forth  on  the  coking  plate, 
pushing  the  coal  forward  to  the  edge  of  the  coking  plate  and 
on  to  the  grates,  the  upper  ends  of  which  rest  against  the 
edge  of  the  coking  plate.  The  grates  are  in  pairs,  one  bar  of 
each  pair  being  stationary,  the  lower  end  resting  in  a  notch  in 
the  bearer  in  the  center  of  tiie  furnace  and  at  the  bottom  of  the 
V :  the  other  bar  of  the  pair,  being  free  at  the  lower  end  and 
hinged  to  the  upper  end  of  the  stationary  bar,  is  rocked  up  and 
down  by  means  of  a  rocker  bar  fitted  into  the  lower  end  of  the 
grate  and  which  runs  the  entire  length  of  the  fumace,  from 
front  to  rear^  on  a  level  with  and  near  each  side  of  the  bearer. 
This  constant  rocking  of  every  other  bar  keeps  the  fine  ash 
sifted  out  from  the  bottom  of  the  coals  on  the  grate,  thus 
maintaining  a  live,  clean  fire  over  the  entire  area  of  tlie  grate 
surface,  and  also,  by  free  draft  of  air,  thoroughly  protecting  . 
the  grates  from  destructive  heat.  The  clinker  and  other 
coarse  refuse  works  its  way  down  to  the  center  of  the  where 
it  glides  off  the  end  of  the  grates  on  to  the  clinker  bar,  which 
is  a  heavy,  round,  hollow  cast  iron  bar,  having  wickers  on  its 
surface  between  the  bearings,  and,  like  the  grates,  supported 
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by  the  bearer  and,  by  means  of  a  ratchet  gear,  kept  rotating", 
thus  grinding  up  and  depositing  the  clinker  and  coarse  refuse 
in  the  ash-pit,  in  suitable  condition  for  removal,  either  by  hand 
or  by  mechanical  conveyor.  The  stoker  shaft,  rocker  bar  and 
clinker  bar  are  all  operated  by  means  of  a  flat  bar  attached  to 
the  outside  of  the  front  by  lugs,  which  also  serve  as  bearing^. 
By  reference  to  Fig,  2^  it  will  be  seen  that  this  bar  runs 
across  the  entire  width  of  the  furnace  front,  and  connection 
with  it  is  made  by  means  of  arms  and  detachable  links.  The 


Fig.  3. — The  Murphy  automatic  smokeless  furnace,  applied  to  a  horizoxital 

tubular  boiler. 

whole  is  operated  by  means  of  a  small  upright  automatic 
engine,  located  on  the  corner  of  the  boiler  or  battery  setting, 
the  power  being  transmitted  to  the  automatic  bar  by  means  of 
worms  and  gears  and  a  connecting  bar.  as  shown.  The  auto- 
matic engine  is  either  single  or  double,  according  to  size  of  the 
battery,  or  number  of  furnaces  to  be  operated,  has  a  cylinder 
3  inches  in  diameter,  with  a  s-inch  stroke,  and  uses  but  ^ 
horse-power  of  steam  per  furnace  o])erated. 

The  fire-bo.\  door  afiords  ready  access  of  view  or  of  eii- 
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trance  to  the  interior  of  the  furnace,  while  the  detachable  * 
links  enable  the  operator  to  operate  any  or  all  parts  by  hand 
with  a  wrench.  Vou  will  note  that  each  revolution  of  the 
driving  gear  slides  the  automatic  bar  back  and  forth,  stokes  a 
given  quantity  of  coal  on  to  the  entire  length  of  the  grate  sur- 
face on  each  side  of  the  furnace,  moves  the  movable  grates  up 
and  down  once  and  rotates  the  clinker  bar.  Thus,  the  coal  is 
stoked  into  the  furnace,  the  ash  shaken  from  underneath  the 
fire  and  the  coarse  refuse  ground  into  the  ash-pit  with  every 
turn  of  the  driving  gear,  and  these  various  operations  so 


Fig.  4. — The  Murphy   automatic   smokeless  furnace,  applie<l  to  a  water 

tube  boiler. 

timed  and  adjusted  as  to  feed  the  required  amount  of  fuel 
and  preserve  a  clean  live  lire,  while  the  coal  is  slowly  and 
constantly  being  coked  as  it  enters  the  furnace,  the  resultant 
gas  instantly  and  completely  burned  to  carbonic  acid.  The 
coke,  passing  slowly  down  the  incline  of  the  grate  as  it  is  con- 
sumed, produces  a  clean  white  heat  without  smoke  or  soot, 
and,  if  the  boilers  have  a  proper  amount  of  heating  surface  of 
approved  form  and  are  properly  set  to  prevent  undue  radiation, 
the  conditions  of  the  highest  practicable  efficiency,  both  as  to 
cai)acity  and  economy,  should  be  realized. 
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Ill  the  earlier  stago  of  our  cxpenciice  there  was  some 
difficulty  in  connection  with  use  of  low-grade  "screenings," 
to  keep  the  clinker  from  massing  in  the  center  of  the  furnace 
over  the  clinker  bar,  and  thus  clogging  the  furnace,  and, 
in  cases  where  the  clinker  was  "runny"  and  strong  duty  re- 
quired, the  clinker  bar  became  overheated  and  frequent  re- 
newal was  required.  In  some  such  cases,  the  ratchet  motion 
had  to  be  al^andoned  and  the  clinker  removed  by  hand,  thus 
distur})ing  the  evenness  of  the  fire  and  admitting  cold  air  to 
such  an  extent  as  to  reduce  the  economy  and  cause  more  or 
less  smoke  at  each  recurring  cleaning. 

This  difficulty  has  been  satisfactorily  overcome  by  means 
of  our  late  improvements  in  the  bearer  and  clinker  bar,  which, 
though  retaining  the  original  general  form,  are  now  so  ar- 
ranged as  to  admit  of  a  current  of  cold  air  passing  through 
the  center  of  the  clinker  bar,  and  of  a  spray  of  exhaust  steam 
playing  on  the  outer  surface  of  the  clinker  and  grate  bars 
under  the  bottom  of  the  fire.  By  this  arrangement  of  air  and 
steam  the  bearer  is  protected  against  heating  and  consequent 
sagging,  the  clinker  prevented  from  sticking  to  the  grates,  the 
clinker  bar  kept  cool,  and  the  action  of  the  steam  on  the  hot 
clinker  cools  and  makes  it  brittle,  so  that  it  is  readily  ground 
through  into  the  ash-pit,  thus  preventing  the  former  difficulty 
of  clogging,  and  so  rendering  the  furnace  as  self-cleaning  as 
it  is  self-feeding,  relieving  all  the  ])arts  exposed  to  the  heat 
from  the  former  excessive  wear,  and  also  requiring  less  atten- 
tion and  less  labor  on  the  part  of  the  fireman. 

Another  improvement,  not  shown  on  the  views,  is  a  slight 
change  in  the  form  of  the  grate  bars,  which  prevents  the  sifting 
of  the  coal  through  the  grates,  which,  in  some  cases,  where 
slow  coking  or  semi-bituminous  coal  is  used,  has  been  objec- 
tionable. The  fire  arch  extends  over  the  entire  surface  of  the 
grate  area,  and  is  an  essential  factor  in  realizing  the  numerous 
advantages  set  forth  in  what  has  preceded. 

Fig*  J  shows  a  longitudinal  section  of  the  furnace  as  ap- 
plied to  the  ordinary  horizontal  fire-tube  boiler. 

Fig.  /  shows  its  application  to  the  most  usual  form  of 
water-tube  boiler.   These  forms  of  application  can  be  and  are 
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varied  indefinitely  to  suit  special  forms  of  boilers  or  special 
conditions  of  boiler-room  space  or  other  fixed  requirements. 

Fig.  5  shows  one  of  the  many  forms  of  applying  coal  con- 
veyor, bins,  chutes,  etc.  In  the  plant  shown  in  this  view,  the 
ash-pits  are  of  ''hopper"  form,  and  discharge  the  ash  in  the 
ash  conveyor  in  the  basement. 

Results. — The  exact  results  in  evaporation  depend  on  so 


Fic.  5.  —  BaUery  of  boilers  equipped  with  Murphy  automatic  smokeless 

boiler,  with  coal  conveyors,  etc. 

many  variable  conditions  in  the  various  plants — the  grade  of 
coal,  rate  and  regularity  of  duty  re(iuired  of  boiler,  condition 
of  boiler,  etc. — that  record  tests  under  the  most  favorable 
conditions  are  not  fair  comparisons.  Experience,  however, 
shows  that  from  10  to  13  pounds,  and,  in  some  specially  favor- 
able cases,  a  little  over  13  pounds  of  water  from  and  a"  212"  F. 
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per  pound  of  combustible  of  good  ''screenings"  or  slack  can  be 
realized. 

In  comparisons  with  hand-firing  we  find  a  much  greater 

saving;-  shown  in  everv-dav  work  than  is  shown  from  record 
tests,  because  liaml-rtring"  on  tests  is  visnally  by  experts,  or 
those  wlio.  l>y  skill  and  extra  care,  realize  from  lo  to  25  per 
cent,  better  results  than  are  obtained  in  regular  work.  Our 
experience^  where  we  have  displaced  good  hand-fired  furnaces, 
shows  savings  of  20  per  cent,  or  more  in  every  instance,  and  in 
some  cases  has  reached  as  high  as  45  i^er  cent.,  and  in  a  few 
cases,  where  anthracite  or  expensive  bituminous  lump  was 
used,  ibe  economx  lias  reached  50  lo  75  per  cent,  of  former 
cost.'  To  the  advantage  derixed  from  such  notal)le  economy 
should  be  added  those  which  are  derived  from  its  smokeless- 
ness,  capacit\-.  durability  and  general  satisfactory  service.  Tt 
will  meet  sudden  demands  for  increased  steam  with  admirable 
promptness,  becattse  its  unequaled  coking  capacity  keeps  the 
heating  surface  of  boiler  cleaner,  and  the  fire  can  be  *Vushed" 
without  opening  the  furnace  or  otherwise  admitting  cold  or 
unnecessary  excess  of  air.  and  without  smoke. 

[  To  be  coitciuded.l 

GEOGRAPHY  of  PRECIOUS  STONES.- 
By  George  F.  Kukz. 


In  speakini;  this  exenini^-  <>n  the  geographical  relations  of 
precious  stones,  we  may  consider  tlie  subject  in  several  aspects. 
Anionq;  these  will  be  the  geogra|)liy  of  jirecious  stones,  with 
a  l)rief  description  of  some  of  the  most  famous  gem  regions; 
the  influence  of  precious  stones,  both  the  search  for  them  and 
the  trade  in  them,  on  geographical  exploration  and  discovery; 
the  economic  results  of  gem  mining  and  gem  traffic  in  the 
opening  and  settlement  of  regions  otherwise  remote,  and  the 
building  up  of  cities  ami  towns  whose  industries  are  the  min- 
ing and  the  working  of  precious  stones. 

*A  lecture  delivered  before  the  Franklin  Institute,  April  9,  1897.  Copy* 
lighted  by  George  P.  Kuoz,  1897. 
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The  geographical  rclciuons  of  precious  stones  are  con- 
nected closely  with  the  general  topic  of  the  history  of  com- 
merce, I  shall  arrange  the  topics  of  this  lecture,  therefore, 
chiefly  in  their  historical  order,  beginning  with  the  earliest 
indications  of  commerce  in  gems,  and  passing  down  through 
classical  and  mediaeval  times  to  the  conditions  that  we  find 
to-day. 

(1)  Ancient  and  prehistoric  time:  in  which  all  that  we 
know  is  derived  from  the  occurrence  and  use  of  precious 
stones  in  locahties  remote  from  their  natural  sources,  or  from 
ver>'  ancient  traditions. 

(2)  Classical  and  mediaeval  time;  embracing  particularly 
the  period  of  the  Roman  Empire  and  the  centuries  that  follow, 
down  to  a  recent  date.  Here  our  guides  are  literature,  history 
proper,  and  the  objects  themselves  in  the  great  authentic 
collections  uf  Europe. 

(3)  The  modern  \\orld,  with  its  innneiise  developments  of 
commercial,  scientific  and  industrial  progress,  leading  to  new 
methods  and  new  conditions  in  the  procuring,  working  and 

>  transportation  of  precious  stones  and  gems. 

Beginning  with  a  period  before  the  existence  of  definite 
historical  records,  our  first  indications  of  the  use  of  precious 
stones  are  found  in  h^gypt  and  Ass\ria — iu  the  latter  at  a 
period  well  estahlished  at  ahout  4000  !>.  C. 

A  brief  note  on  the  forms  into  which  gems  have  been  cut 
iii  the  various  times  may  not  be  out  of  place  here. 

Precious  stones  in  their  natural  state  display  but  few  of  the 
beautiful  qualities  that  we  are  wont  to  associate  with  them. 
These  "crystallized  flowers,''  as  I  have  often  heard  our 
own  Henry  Ward  Beecher  call  them,  are  frequently  water- 
worn  pel)1)les,  roni^diened  l)\  attrition  during  years  of  wander- 
ing in  the  beds  of  streams  and  rivers  ,  or.  when  fonnd  intact  in 
their  rocky  homes,  are  often  obscured  by  tlaws  and  intruding 
matter  which  hide  their  beauty. 

The  earliest  known  gems  were  used  as  seals,  either  cylin- 
drical, conoid,  hemispherical  or  scarabseoid  in  form.  The  cylin- 
der is  believed  to  have  been  suggested  by  the  joint  of  the 
bamboo,  or  the  central  whorl  of  a  conch  shell  from  which  they 
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were  first  made.  The  conoid  was  a  gradual  evolution  from 
the  cone,  then  the  hemispherical;  then  the  scarabaeoid,  from 
the  Egyptian  scarabeus,  or  beetle,  the  symbol  of  immortality; 

then  engraved  gems.  All  of  these  seal  gems  were  drilled  ;  and 
about  the  beginning  of  our  era,  ring-forms,  with  the  seal  or 
subject  on  it,  were  made  out  of  one  piece  of  stone. 

Such  high  artistic  ideals  as  are  portrayed  on  the  gems  from 
the  sixth  century  B.  C.  to  the  fourth  century  A.  D.  have  never 
been  rivalled  in  any  period  of  history. 

Until  the  fourteenth  century,  all  gems  were  either  cut  m 
cabochon,  that  is  con\  ex  on  one  side  like  a  carbuncle,  or  in  the 
form  of  beads  drilled  from  both  sides  in  so  rude  a  manner  that 
the  two  perforations  met  very  imperfectly.  Then  we  have 
also  the  beads  and  facetted  bead  jewels  of  the  East,  brought 
into  Europe  by  early  commerce  and  by  the  movement  of  the  ' 
Crusades,  and  the  polished  octahedral  diamonds  of  the  fif- 
teenth century.  Some  of  the  finest  gems  in  the  crowns  of 
Austria,  Germany  and  Russia  are  sapphires  and  emeralds,  that 
have  been  pierced  partly  or  entirely,  having  served  as  pendants 
or  as  beads  in  Oriental  necklaces  centuries  before.  Rarely,  if 
ever,  have  these  ancient  gems  the  perfection  or  beauty  of  color 
such  as  are  demanded  by  the  modem  gem  lovers.  Finally,  in 
the  sixteenth  and  seventeenth  centuries,  we  meet  the  facetted 
brilliant-cut  stone,  before  whose  clear  light  the  superstitions 
of  the  centuries  seem  to  fade  away. 

For  a  long  time,  it  was  supposed  that  the  emeralds  found 
in  ancient  Persian  and  Egyptian  tunibs  and  in  the  debris  of 
the  Alexandrian  coast  had  come  from  the  Ural  Mountains — 
the  great  Kussian  locality  of  Takowaja, — but  recent  micro- 
scopical investigation  by  Schneider,  of  Dresden,  has  shown 
that  they  are  from  Jebel  Zabarah,  in  Upper  Egypt,  where  M* 
Caillaud,  in  1830,  discovered  and  reopened  the  ancient  mines 
abandoned  and  forgotten  for  twenty  centuries.  These  Zabarah 
cnu-ialds  were  thus  traded  tu  ilic  Orient,  with  garnets  and 
turqnr)ises  from  the  Peninsula  of  Sinai,  in  return  for  the  lapis 
lazuli  o£  Media;  and  all  the  ancient  lapis  iazuU  was  from  this 
source.  It  then  was  carved  into  the  various  forms  of  Osirids, 
scarabei,  hawks  and  other  objects  so  familiar  in  Egyptian  art. 
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some  found  by  De  Morgan,  in  the  tombs  of  the  twelfth 
dynasty,  2400  B.  C. ;  and  all  the  emeralds  used  by  the 
Tynans,  Etruscans  and  Romans  were  evidently  Egyptian. 

In  the  twenty-seventh  and  twenty-eighth  chapters  of  the 
book  of  Ezekiel,  we  have  a  most  vivid  and  detailed  description 
of  the  world-wide  commercial  intercourse  of  ancient  Tyre;  and 
it  is  interestingf  to  note  how  prominently  precious  stones  are 
rnciitioiieJ  in  tliis  account.  The  Plioenicians  were  unquestion- 
ably the  great  receivers  and  distributers  of  these  valuable 
objects  from  a  very  early  day  through  many  centuries. 

Another,  and  one  of  the  earliest  and  most  interesting  of  the 
lines  of  prehistoric  trade,  is  that  of  the  amber  commerce,  from 
the  Baltic  to  the  Mediterranean,  across  Central  Europe,  and 
down  theRhone  Valley  to  Marseilles,  the  ancient  Greek  Massilia. 
The  amber,  found  in  the  Kertsch  tombs  in  Southern  Russia, 
Helm  and  Conwentz  identify  as  of  Baltic  origin.  It  belongs 
to  al)out  the  same  age  as  that  found  in  the  Tyrian  tombs,  that 
is,  500  B.  C.  to  300  A.  D.  The  myths,  traditions  and  fancies 
that  gathered  about  this  singular  and  beautiful  substance,  its 
strange  occurrence  washed  up  by  the  waves  on  the  shore  of 
the  Baltic,  and  its  remarkable  electrical  properties,  all  com- 
bined to  render  it  from  very  early  times  an  object  of  mysteri- 
ous interest  and  value,  and  to  endow  it  with  especial  powers  of 
supposed  importance  to  health,  safety  and  loi  iune.  But  amber 
is  not  out  of,  or  given  up  by,  the  sea  itself,  or  the  tears  of 
sorrowing  seabirds,  as  stated  by  the  poet,  but  is  waslied 
out  of  the  tertiary  coast  deposits  and  sea-bottom,  disturbed  by 
the  sea;  and  at  present  is  not  only  dredged  for  by  hand  and 
steam  dredges,  but  actually  extensively  mined  from  the  same 
tertiary  deposits  miles  inland. 

Many  of  the  most  precious  stones,  however,  such  as 
the  ruby  and  sapphire,  have  from  the  earliest  ages  been 
brought  from  the  East  Indies;  and  it  is  interesting  to  trace 
some  of  the  stages  in  the  history  of  trade  with  those  rich 
regions  of  the  earth.  The  first  routes  of  commerce  from  the 
far  East  seem  to  have  been  two— one  by  the  Persian  Gulf  and 
the  Euphrates  to  Babylonia  and  Ass3ma,  and  thence  by  cara- 
van through  Damascus  to  Tyre  and  Sidon;  the  other  by  the 
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Red  Sea  and  Suez  to  Eg^ypt.   Sir  George  Birdwood  furnishes 

positive  evidence  dial  die  Plueniciaiis  visited  India  2200  B.  C» 
The  great  early  civilizations  of  PlKenicia.  Mesopotamia 
and  the  Nile  V^alley.  doubtless,  thus  became  familiar  with  the 
gem  treasures  of  Eastern  Asia.  Then  came  the  opening  of  the 
Mediterranean,  with  first  "the  great  Sidon/*  and  later  Tyre, 
as  the  starting  points  of  commerce,  exploration  and  colonial 
settlement  among  the  islands  and  on  the  shores  of  what,  to 
the  Asiatic  peoples,  was  the  great  western  sea.  As  the 
Greek  islands  and  their  colonies  develoi)C(l,  however,  the 
Plicenicians  confined  tlieniselvcs  more  to  Africa  and  Spain. 
Gades,  Tartessus  and  Carthage  were  their  great  colonies  and 
trading  ports,  and  their  adventurous  sailors  passed  on  through 
the  Straits  of  Gibraltar  and  northward  to  the  British  Isles 
for  tin,  and  they  very  possibly  obtained  also  the  pearls  of  the 
Scotch  rivers,  as  well  as  the  Baltic  amber;  as  centuries  tater» 
Suetonius  tells  us  that  Oesar  sent  an  expedition  to  obtain 
pearls  tor  a  buckler  for  the  statue  of  \  enus  Genetrix.  We 
even  find  indications  of  their  having  enslaved  natives  of  the 
Spanish  peninsula  to  work  the  mines  of  that  region  for  gold, 
silver,  topaz  and  other  precious  materials — even  as  the  Span- 
iards of  later  ages  dealt  with  the  natives  of  the  New  World. 
It  is  to  this  date  that  we  may  attribute  the  Guarrazar  treasure 
of  the  Spanish  kings,  now  in  the  Cluny  Museum  in  Paris. 

The  canij^aigns  of  Alexander  had  carried  Greek  influence 
and  authority  over  all  western  Asia,  reaching  even  to  India 
itself,  and  had  led  to  a  widely  increased  intercourse.  Alex- 
ander the  Great,  who  lived  to  be  only  thirty-two  years  old, 
taught  his  merchants  that  their  carrying  capacity  was  in- 
creased one-fourth  by  using  gold  as  a  buying  medium  instead 
of  silver;  and  precious  stones  were  even  a  greater  saving  of 
camel  power.  In  the  bazaars  of  Alexandria,  then  as  now, 
could  be  found  the  traders  of  India,  Persia  and  Arabia  barter- 
ing their  treasured  gems. 

But  Rome  was  destined  10  assume  the  leadership  and  to 
subject  to  herself  all  the  resources  and  attainments  of  her  early 
rivals.  For  the  first  time  in  history  was  there  a  great  system 
of  permanent  and  well-kept  facilities  for  land  travel  and  land 
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traffic.  The  great  roads  starting  from  the  Forum  reached 
out.  in  every  direct ioii.  to  the  limits  of  the  Empire.  During  the 
500  years  of  Roman  supremacy  that  followed  the  Phceniciaii 
sway,  more  gems  were  cut,  mounted  and  worn  than  during 
any  other  early  period;  and  at  this  time  so  abundant  were 
engraved  gems,  that  the  outlines  of  the  Roman  Empire  can 
be  traced  by  the  engraved  gems  alone,'  found  in  the  tombs  of 
its  various  dependencies.  With  the  fall  of  the  Empire,  however, 
the  Dark  Ages  came  down  like  a  cloud  over  Europe  for  500 
years;  only  among  the  Saracens  and  at  ByzaiUium  did  any 
vestiges  of  the  old  civilizations  remain;  and  in  time  the  light 
of  knowledge  and  progress  was  rekindled  in  Europe  from 
these  sources.  The  war  and  strife  through  the  centuries  of 
struggle  between  the  Cross  and  the  Crescent,  beginning  with 
the  Crusades,  ended  only  with  the  fall  of  the  Eastern  Empire. 

To  this  ])enod  may  prohably  be  referred  many  of  the  finest 
jewels  now  found  in  the  churches,  collections  and  renal  treas- 
uries of  Europe,  especially  the  lar^e  peridots,  some  of  them 
over  an  inch  in  diameter,  such  as  those  in  the  chapel  of  the 
Three  Magi,  at  Cologne,  which  have  long  been  believed  to 
be  emeralds,  valued  at  $15,000,000,  but  in  reality  peridots, 
worth  only  $100,000.  Their  history  and  their  source  are  un- 
known: bnt  they  are  said  to  have  been  brought  from  Eg\  pt 
centuries  ago,  wheiher  as  articles  of  commerce,  as  loot,  or  as 
mementoes  of  the  Crusades,  history  tails  to  tell  us. 

The  Crusades  gave  a  mighty  stimulus,  by  which  Europe 
was  awakened  and  brought  into  contact  once  more  with  the 
Orient.  Venice  and  Genoa  now  became  the  carriers,  first  of 
pi^rims  and  war  material,  and  then  of  a  wider  commerce,  as 
intercourse  and  wealth  increased.  From  this  time  and  to  this 
scmrce  may  he  traced  many  Oriental  gems  in  Europe,  and  a 
new  development  of  interest  in  them,  as  in  man\  •>!  the  allied 
arts.  Then  followed  the  great  i)eriod  of  mercantile  pr(jsperity 
for  Venice  and  Genoa,  which  became  the  gem  markets  of  the 
world,  and  founded  stations  and  colonies  around  the  eastern 
coasts  of  the  Mediterranean,  as  the  Phoenician  cities  had  done 
so  many  centuries  before.  The  Venetian  fleet  of  3,000  mer- 
chant ships  brought  the  products  of  the  East,  and  distributed 
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them  over  Europe,  by  way  of  the  German  cities  of  Augsburg 
and  Nuremberg,  where  the  great  jewelers  and  silversmiths 
made  world-famed  products;  and  thence  to  interior  Lierniany 
and  the  towns  of  the  Hanseatic  Ltai;ne;  while  the  Rialto  of 
Venice  was  the  scene  oi  many  important  gem  sales. 

With  the  advent  of  the  ''unspeakable  Turk,"  Constanti- 
nople fell;  and  the  wealth  and  treasure  and  learning  of  the 
Eastern  Empire  were  scattered  through  Europe,  to  become 
the  seeds  of  a  revival  of  culture  that  broadened  into  the 
Renaissance.  At  the  same  time,  the  way  to  India  and  the  far 
East  was  closed  to  the  merchants  and  travellers  of  Europe; 
and  hence  new  modes  of  access  had  to  be  sougln  by  sea. 
With  the  voyages  of  Da  Gama  and  Columbus,  the  newly- 
opened  routes  and  the  newly-discovered  lands  were  claimed 
and  appropriated  by  Spain  and  Portugal,  while  Venice  and 
Genoa  declined.  Now  began  the  wonderful  period  of  Spanish 
and  Portuguese  development,  colonizing  and  conquering  in 
the  Indies  of  the  East  and  the  West.  In  all  this  great  activity, 
precious  stones  played  a  leading  part.  The  search  was  ever- 
more for 

'*  The  wealth  of  Ormus  and  of  Ind, 
Or  where  the  gorgeous  East,  with  richest  hand. 
Showers  on  tier  kings  barbaric  pearl  and  gold.'* 

Portugal  founded  her  colony  of  Goa,  and  from  tliai  time 
controlled  the  diamond  trade  of  India.  In  the  next  century 
the  diamond  fields  were  discovered  in  Brazil,  which  also 
belonged  to  Portugal;  but  ere  long,  as  so  often  in  history, 
bigotry  and  oppression  threw  away  the  prizes  which  nature 
had  given  and  enterprise  had  developed.  The  persecution  of 
the  Jews  in  Portugal  led  to  a  transfer  of  the  diamond-cutting 
industry  to  Holland,  and  Amsterdam  has  since  then  been  the 
diamond-cutting  center  of  the  world.  In  Spanish  America  the 
native  races  and  semi-civilized  empires  of  Mexico  and  Pent 
were  overthrown  amid  treachery  and  blood,  and  a  tide  of 
plundered  wealth  be£]^an  to  set  eastward  to  fill  the  c others  of 
Spain.  It  is  one  of  the  most  marked  instances  in  human  his- 
tory of  rapid  changes — social,  economic,  political  and  racial — 
resulting  from  the  greed  and  the  search  for  precious  metals 
and  gems. 
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After  the  conquest  of  Mexico,  Cortcz  sent  back  to  Spain 
a  number  of  articles  taken  from  the  treasures  of  the  unfortu- 
nate Montezuma,  amon^  which  were  some  works  in  emeralds 
of  quaint  and  charming  beauty. 

A  somewhat  similar  account  might  be  given  of  the  Spanish 
interest  in  the  pearls  found  in  the  possession  of  the  natives 
of  the  New  World.  They  attracted  the  attention  of  Columbus 
himself,  and  aroused  in  his  mind  great  anticipations  of  the 
wealth  of  the  region  in  these  precious  objects. 

We  are  not  dependent,  however,  on  the  Spanish  chronicles 
alone  for  our  knowledc^e  of  pearls  in  the  New  World.  The 
prehistoric  races  of  America  made  great  use  of  pearls,  and 
possessed  them  in  enormous  quantities,  some  from  the  true 
pearl  oysters  of  the  Pacific  Coast  and  Panama.  But  De  Soto's 
pearls  were  undoubtedly  from  the  fresh-water  shells  (Unios) 
that  abound  in  such  profusion  in  the  streams  of  the  Mississippi 
Valley,  and  are  even  now  yielding  beautiful  and  valuable  pearls 
at  various  points,  though  rapidly  liucatened  with  extermina- 
tion by  reckless  seekers.  The  hudiiig  of  ihuusands  of  fresh- 
water pearls  in  a  single  mound  in  the  Miami  Valley  by  Prof. 
F.  W.  Putnam  and  Mr.  Warren  K.  Moorehead,  the  latter  find 
now  in  the  Field  Columbian  Museum,  gives  one  a  faint  idea 
of  the  great  abundance  of  this  regal  treasure  of  the  waters. 

Having  thus  followed  briefly  the  history  of  the  principal 
routes  by  which  the  precious  stones  of  the  Orient  were 
brought  to  Europe  and  distributed  among  the  Western 
nations,  it  is  worth  while  to  turn  to  some  of  the  present  and 
probable  future  aspects  of  the  same  subject.  One  curious  fact 
which  meets  us  here  is,  that  under  new  conditions  the  gem 
traffic  from  the  far  East  to  Europe  is  beginning  to  return  to 
the  earliest  courses — ^iirst,  by  the  Suez  Canal  and  the  Red  Sea; 
and  second,  by  railroad  routes  now  proposed  from  the  eastern 
end  of  the  Mediterrnni  ;tn  ria  Damascus  to  Persia,  and  thence 
to  India.  We  will  now  turn  to  some  of  the  localities  of 
precious  stones. 

Originally,  and  for  many  centuries,  the  only  source  of 
diamonds  was  India,  where  they  occur  in  river  gravels  in  sev- 
eral districts  of  the  central  and  southern  part.   The  chief  of 
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tliese  was  the  region  near  Golconda.  in  the  valley  of  the  Kisina 
River.  The  phrase,  "diamonds  of  Golconda,"  refers  not  to  the 
actual  mines,  but  to  the  town  to  which  they  were  taken  for  sale. 
It  was  the  great  diamond  market,  the  capital  of  the  district, 
the  Kimbcrley,  as  it  were,  of  the  da)%  but  is  now  little  more 
than  an  abandoned  fort,  the  Indian  mines  being  largely 
worked  out. 

In  1734,  dianiuiuls  w  ere  found  in  i^razil;  and  for  120  years 
large  quantities  came  from  this  source,  chiefly  from  the  prov- 
ince of  Minas  Geraes,  near  Diamantina.  They  occur  much  as 
in  India,  in  river  gravels  and  surface  deposits,  and  in  a 
conglomerate  of  quartz  pebbles,  called  cascaUto,  derived 
from  the  consolidation  of  older  gravels.  After  various  at- 
tempts to  woi*k  the  beds  profitably,  by  the  Government  and 
i:uli\'iduals,  tlie  lirni  of  llo[)e  tv  Co..  Amsterdam  hankers, 
undertook  the  whole  management,  assumnii^  tlie  national 
debt  of  Brazil  and  receiving  the  entire  output  at  the  rate  of 
$9  per  carat.  This  was  about  a  century  ago,  and  it  resulted 
very  successfully,  and  was  the  main  cause  of  making  Amster- 
dam the  diamond  market  of  the  world.  The  persecution  of 
the  Jews  in  Portugal  also  led  many  of  them  to  Holland  who 
were  (hamond  cutters,  and  this  industry  centered  at  Amster- 
dam, and  qave  it  great  commercial  importance.  Of  late.  Ant- 
werp, London  and  Paris  are  o^•ertaking  it  in  this  industry, 
Antwerp  cutting  one-quarter  of  the  world's  yield  to-day. 

Within  the  last  thirty  years  the  Brazilian  mines  have  de- 
clined, and  now  furnish  less  than  5  per  cent,  of  the  world's 
supply  ($150,000  annually).  Future  introduction  of  improved 
methods  and  modern  machinery,  instead  of  the  rude  slave 
labor  before  employed,  may  render  these  mines  again  im- 
portant; but  at  ]He>ent  they  are  n\ershadowed  and  undersold 
by  the  great  African  diamond  yield. 

The  African  discoveries,  which  have  revolutionized  the 
diamond  trade  of  the  world  in  a  few  years,  began  in  1866,  and 
have  had  several  distinct  stages  of  development.  The  first 
diamonds  found  occurred,  like  those  of  India  and  Brazil,  in 
river  gravels,  chiefly  along  the  valley  of  the  \*aal  River,  from 
Poichefstrom  to  the  Orange  River,  and  somewhat  on  that 
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stream.  These,  known  as  the  **river  diggings/'  are  now  of 
but  hmited  importance. 

In  1 87 1  were  discovered  the  **dry  (Hggings,"  in  Griqua- 
land  West,  between  the  Vaal  and  the  Orange  Free  State. 
These  consist  of  several  small  areas,  only  a  few  hundred  yards 
across,  grouped  within  an  area  of  a  few  square  mites,  the  ero- 
sion of  which  had  supplied  the  **river  diggings."  But  here 
the  diamonds  occur  in  place,  in  earthy  l^etls  of  decomposed 
volcanic  rock;  the  upper  portion  is  soft  and  yellowish,  known 
as  the  "yellow  ground,"  but  at  some  depth  it  becomes  harder 
and  changes  to  a  blue-gray  color — the  "blue  ground,"  "blue 
stuff'*  or  "blue."  These  are  all  altered  conditions  of  the  hard 
igneous  rock  peridotyte,  which  is  found  unchanged  at  a  depth 
of  several  hundred  feet,  containing  diamonds  in  equal  abund- 
ance. At  the  present  depth  of  1,200  leei,  diamonds  are  as 
plenty  as  ever. 

The  commercial  and  industrial  development  of  this  region 
is  simply  marvelous.  The  city  of  Kimberley,  with  55,000 
trhabitants,  and  all  modern  appliances,  has  sprung  up  in  a  few 
years  in  the  former  desert;  and  the  whole  region  is  alive  with 
modem  activities.  At  first,  the  mines  were  worked  as  a  host 
of  separate  small  claims;  but  these  were  gradually  united  in  a 
few  large  companies,  and  tliese.  in  1889.  were  combined  into 
the  one  immense  cor])oration,  known  as  the  De  Beers  Con- 
solidated Mining  Company,  which  absolutely  controls  the 
diamond  market  of  the  world,  its  capital  is  $19,000,000,  and 
itfc  market  value  in  dollars  $90,000,000.  This  gigantic  scheme 
was  planned  and  carried  out  principally  by  the  genius  and  dar- 
ing of  one  man,  Mr.  Cecil  Rhodes,  who  became  its  chief  direc- 
tor, ably  seconded  by  his  lieutenant,  Mr.  Gardner  F.  Williams, 
of  California.  Mr.  Rhodes  came  lo  Cape  Colons  a  lad,  with- 
out wealth  or  intluence:  l>nt  in  the  diamond  licld^  he  rapidly 
developed  both,  and  finally  became  the  controlling^  head  of  the 
mining  interest,  then  rose  to  prominence  in  the  politics  of 
Cape  Colony^  and  became  the  organizer  and  head  of  the 
British  South  African  Company.  His  great  energy  and  abil- 
ity, his  prominence  in  recent  aspects  of  South  African- politics, 
and  his  well-known  ambitions  regarding  the  extension  and 
VuL.  CXLV.    No.  865.  3 
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unification  of  British  interests  and  influence  in  that  continent, 

all  render  him  a  conspicuous  fi.^ure  at  the  present  time;  but  in 
justice  to  him  let  me  say  here  that  he  is  a  creator,  not  a 
wrecker.   When  he  prospered,  everyone  ])rf)spered. 

The  African  mines  have  produced  altogether  about  $350,- 
000,000  worth  of  diamonds,  which,  when  cut,  are  worth  $700,- 
000.000.  This  exceeds  two-fold  the  value  of  all  the  diamonds 
previously  known  in  the  world.  The  Consolidated  Company* 
which  controls  the  whole  of  the  district,  Hmits  the  output,  so 
as  not  to  lower  the  price;  and  thus  far  all  that  have  been 
produced  liave  been  taken  up  by  the  world.  The  trade  is 
conducted  by  some  8,000  jewelers,  carrying  in  slock  about 
$350,000,000  worth,  which  is  about  one-third  of  the  whole 
amount  of  diamonds  known.  Fully  30,000  people  are  em- 
ployed in  cutting  and  selling  diamonds,  and  10,000  in  working 
the  African  mines. 

Next  after  diamonds  in  actual  value  come  rubies  and  sap- 
phires, which  are  the  red  and  blue  varieties,  respectively,  of 
the  mineral  corundum.  These  have  long  been  brought  from 
the  far  East;  and  it  is  only  of  late  years  that  some  of  these 
localities  have  been  accessible  to  Europeans.  The  true  rubies 
have  come  chiefly  from  Burma,  Siam  and  Ceylon,  and  it  is 
remarkable  that  two  of  these  regions,  as  well  as  the  African 
diamond  fields,  are  now  under  the  control  of  Great  Britain, 
and  the  Siam  ruby  fields  are  really  in  English  hands.  Eng- 
land well  protects  the  sources  of  gold  and  ])recious  stones. 
The  famous  ruby  mines  of  Burma  were  an  incentive  for  Eng- 
land to  conquer  the  Burmese  kingdom  in  i88cS.  Two  wars, 
costing  $15,000,000,  and  the  deposing  of  King  Thebaw,  who 
did  not  own  the  mythical  dishes  of  rubies  that  were  so  famous, 
brought  the  mines  into  England's  hands.  The  white-haired 
financiers  who  were  clubbed  from  the  offices  of  the  Burma 
*  Ruby  Mining  Company,  in  their  eagerness  to  obtain  the  stock 
which  was  subscribed  for  three  times  over,  did  not  lose  so 
much:  it  was  then  held  at  300,  now  at  20,  and  has  never  paid 
a  dividend.  The  much-prized  pigeon's-blood  rubies  of  Burma 
to-day  command  almost  prohibitive  figures  in  every  land,  are 
almost  impossible  to  obtain,  and  they  generally  are  old  gems 
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sold  by  former  owners.  In  Buin^u  ihc  climate  is  the  greatest 
enemy  of  the  European.  Of  fifty  English  officers  who  visited 
tlie  mines,  forty-eight  had  the  local  fever;  the  other  two  had 
had  it  before. 

In  Siam  the  gem-producing  district  lies  in  the  interior,  not 
very  far  from  Bangkok.  It  produces  many  good  rubies  and 
sapphires;  the  rubies  are  generally  darker  in  tone  than  the 
Burmese.  The  mines  are  worked  by  various  persons  and  com- 
panies holding  concessions  from  the  Government.  The  gems 
are  found  in  a  layer  of  soft  yellowish  sand,  at  a  depth  of  from 
a  few  inches  to  20  feet.  The  methods  of  working  are  of  the 
most  primitive  Oriental  kind. 

Ratiuipura,  the  city  of  rubies»  at  the  foot  of  Adam's  Peak, 
Ceylon,  at  an  altitude  of  z,ooo  feet,  is  a  great  mining  center. 
The  most  primitive  mining  has  been  carried  on  for  ages 
past  in  that  vicinity. 

But  the  hopes  entertained  as  to  both  Burma  and  Ceylon 
have  hitherto  been  disappointed,  nor  docs  there  appear  any 
chance  of  future  success,  unless  with  improved  methods  of 
machine  working.  One  who  has  been  active  in  this  gem- 
mining  enterprise  says:  ''What  we  want  is  an  honest  machine, 
one  that  will  not  only  obtain  for  us  the  gemmiferous  stuff,  but 
that  will  securely  guard  it  from  the  pickers  and  stealers  until 
it  can  be  raised  to  the  surface  and  treated  under  close  Euro- 
pean supervision." 

As  a  result  of  the  work  undertaken  by  European  mechani- 
cal agency  in  Ceylon,  the  bazaars  of  Colombo  were  fuller  than 
had  ever  been  known  before  of  gems  of  various  kinds;  yet 
only  a  few  of  these  had  passed  through  the  hands  of  the  com- 
panies working  the  mine.  Thus,  Kandy  did  not  revolutionize 
into  a  South  African  regulated  mining  district. 

[To  be  concludid.\ 
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A  PHOTOGRAPHIC  IMPACT  TESTING  MACHIXE 
FOR  MEASURING  the  VARYING  INTENSITY  of 
AN  IMPULSIVE  FORCE. 


By  B.  W.  Dunk, 
Lieut  Ordnance  Department,  U.  S.  Army. 


DISCUSSION. 

R.  H.  Thurston: — 1  have  been  much  interested  in  this 
paper,  not  simply  as  relating  to  a  somewhat  novel  phase  of  a 
subject  which  has  been  little  discussed  or  worked  up,  but 
because  many  regard  it — as,  indeed,  I  do  myself — as  one 
likely  to  find  valuable  outcome  in  the  art  of  determining  the 
characteristics  of  the  materials  of  construction.    The  wonder- 
ful success  of  Dr.  Crehore  and  his  coadjutors  in  the  measure- 
ment of  minute  spaces  traversed,  and  of  variations  of  high 
velocities,  has  led  us  all  to  accept  without  prejudice  any 
proposition  looking  to  further  development  of  similar  methods 
or  principles  in  any  directions;  and  this  is  one  of  the  evidently 
open  fields  for  such  further  applications.   The  need  of  such 
processes  of  exact  measurement  was  strongly  brought  to  my 
own  niind  some  years  ago,  when  a  controversy  over  the  rela- 
tive merits  oi  heavy  drop-hamniers.  and  a  dispute  over  a  con- 
tract relating  to  them,  was  brought  to  me  for  settlement,  ii 
possible,  by  exact  scientific  methods  of  test  of  their  efficienc} . 
The  attempt  was  then  made  to  ascertain  the  work  done,  and 
to  compare  it  with  the  power  demanded,  by  crushing  copper 
cylinders  under  the  hammers  and  then  comparing  the  eflPects 
with  similar  distortions  produced  in  a  compression  testing 
machine  <'t  the  usual  kind,  measuring  the  weights  re(]uired 
to  produce  measured  ijuantitics  of  distortion  of  crusiiing. 
While  the  work  was  useful  in  settling  the  (jueslion  at  issue,  it 
brought  very  forcibly  to  mind  the  problem  of  securing  a  reli- 
able measure  of  inertia  effects  and  of  their  influence  in  modifi- 
cation of  the  results  of  the  comparison  between  the  static 
effects  and  the  dynamic  expenditures  of  work.   The  results  of 
th»e  tests  lims  made  will  be  found  <lescrihcd  in  Vol.  Ill  of  mv 
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"Materials  of  En^nncering,"  Sec.  172,  p.  281.  with  a  plate  pre- 
senting the  curves  derived.  This  plate  is  here  reproduced 
with  its  scale  reduced;  but  it  is  easily  read  and  demands  no 
remark  in  explanation.  It  was  then  stated  in  its  accompany- 
ing text  that  "the  effect  of  impact  on  the  tough  metals  having 
no  definite  limit  of  elasticity  is  modified  by  the  velocity  of  the 
striking  mass,  and  by  the  inertia  of  the  piece  attacked,  to  an 
extent  as  vet  not  fullv  determined."  It  was  concluded  that  the 
work  of  deformation  increased,  with  soft  and  inelastic  mate- 
rials, with  increasing  velocity  of  striking.  The  contrary 
seemed  to  be  the  fact  with,  for  example,  irons  and  steels,  in 
cases  in  which  a  definite  elastic  limit  existed.   In  the  figure. 


the  areas  are  obviously  the  measures  of  work  done,  and  those 
cut  off  by  fuU-line  ordinates  and  by  dotted  lines,  respectively, 
measure  the  work  of  the  most  and  of  the  least  efficient  drop- 
hammers  employed.  The  curves  are  apparently  cubic  para- 
bolas. 

The  problem,  of  wliicli  the  solution  is  here  sought,  is  evi- 
dently, in  fact,  that  of  reducing  inertia  effects  to  quantities 
which,  under  the  circumstances  of  the  case  in  hand,  may  be 
neglected.  Modern  science  and  its  methods  of  exact  measure- 
ment are  now  supplying  us  with  the  means  of  solution,  and  the 
apparatus  under  discussion  is  an  admirable  illustration  of  such 
methods. 

The  paper  before  us  gives  a  clue,  at  least,  if  not  a  com- 
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plete  solution,  of  the  problem,  and  permits  comparison  with 
far  greater  accuracy  than  ever  before,  1  think  perhaps  with  an 
accuracy  which  may  be  accepted  as  sensibly  and  almost  physi- 
cally perfect;  and  one  of  its  most  interesting  restilts,  seen  in 
the  figure  comparing  d3mamic  and  static  resistances  {Fig,  ii), 
is  the  proof  that  there  exists  a  measurable  difference  between 
the  deductions  from  the  static  and  those  from  the  dynamic 
system  of  test;  while,  nevertheless,  this  difference  i&  not  very 
important  from  the  point  of  view  of  the  designing  engineer 
working  any  ordinary  forms  of  structure  or  machiner>'. 

The  descriptions  of  the  principles  land  methods  described 
by  the  author  of  the  paper  are  admirably  rendered,  and  con- 
cisely and  precisely  exhibit  the  form  of  the  problem  and  the 
means  available  for  its  solution.  We  have  found  in  working 
within  the  steam  cylinder  of  a  steam  engine,  in  the  labora- 
tories of  the  Sil)lev  College,  where  no  mechanism  could  be 
employed  for  such  purposes,  that  the  photographic  film  and  a 
pencil  of  light  could  be  made  to  trace  variations  of  tempera- 
ttu*e  most  beautifully.  The  late  Professor  Mayer  found  the 
tuning  fork  a  most  satisfactory  time-measuring  instrument  at 
high  velocities  and  for  minute  intervals^  and  used  it  very  ex- 
tensively. The  elements  of  the  apparatus  here  employed  have 
been  well  tested  and  may  be  relied  upon,  undoulnedly,  in  the 
new  combination  here  illustrated.  Lieutenant  Dunn's  method 
of  measurement  and  scale  making  is  extremely  beautiful.  The 
delicacy  of  the  time-measurement  system  is  something  marvel- 
ous. In  the  distance-measurement,  the  apparatus  has  a  theo- 
retical perfection  only  modified,  so  far  as  I  can  see,  by  the 
inertia  of  the  one  material  and  inertia-laden  element  in  the 
train — the  mirror.  It  will  l)e  interesting  to  ascertain  just  how 
much  error  is  introduced  by  tliis  one  moving  solid  body.  If 
this  error  may  be  neglected,  the  system  would  seem  to  be 
practically  perfect.  The  experiments  of  Mr.  Hotchkiss,  in  the 
Department  of  Physics  at  Cornell  University,  in  the  use  of  an 
apparatus  for  the  tracing,  automatically  and  autographically, 
of  the  curves  of  fluctuation  of  the  alternating  electric  current, 
indicate  that,  with  a  minute  mirror,  such  as  is  easily  made  by 
the  expert,  a  period  of  vibration,  measured  in  thousandths  of  a 
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second,  may  be  obtained,  and  the  curves  traced  with  practical 
exactness.  With  sufficient  care  in  the  production  and  attach- 
ment of  a  practically  inertialess  mirror,  equivalent  exactness 
of  meastirement  should  here  be  secured.  For  refined,  and  par- 
ticularly for  laboratory  work,  in  the  testing  of  the  resistance 
of  substances  to  impact  compression,  it  would  seem  that  this 
system  should  find  practically  useful  a])plication.  The  demand 
for  more  and  more  exact  methods  of  experimental  work  in 
appHed  science  and  in  engineering  is  constant,  and  is  con- 
tinually more  and  more  imperative.  Scientific  research,  in 
both  pure  and  applied  science,  should  here  find  valuable  aid. 

Prof.  J.  B.  Johnson  [St.  Louis,  Mo.] : — I  have  been  much 
interested  in  reading:  Lieut.  Dunn's  paper  on  "Photographic 
Impact  Testing  Machines,"  and  while  I  ilo  not  feel  that  1  can 
add  anything  to  the  discussion,  I  will  venture  to  call  attention 
to  the  principal  source  of  error  in  computing  the  impulsive 
force,  or  force  of  impact,  from  any  sttch  test.  This  source  of 
error  lies  in  the  want  ol  absolute  rigidity  of  the  base  or  anvil 
on  which  the  specimen  rests.  If  the  specimen  deforms  largely 
under  the  blow,  as  compared  to  the  movement  of  the  base, 
then  the  error  is  small.  But  if  the  specimen  does  not  thus 
deform  or  flow  largely,  as  when  it  is  subjected  only  to  an 
elastic  deformation  from  which  it  fully  or  almost  wholly  re- 
covers after  the  blow,  then  the  movement  of  ever  so  firm  and 
rigid  a  base  is  likely  to  be  large  as  compared  to  the  (tem- 
porary) deformation  of  the  specimen,  in  which  case  .the  com- 
puted force  of  impact,  by  this  or  any  similar  method,  would 
be  much  greater  than  the  actual  force  exerted.  That  is  to  say, 
this  or  any  other  method  of  computings  the  force  of  impact 
must  rest  upon  the  assumption  that  all  (or  some  definite  ])or- 
tion  of)  the  energy  of  the  falling  weight  ])asses  into  the  speci- 
men and  spends  itself  in  deforming  it,  either  temporarily,  or 
permanently,  or  both.  This  is  the  great  unknown,  and  un- 
knowable, function  of  the  problem.  Safety  lies  only  in  making 
the  deformation  of  each  and  every  blow  very  large  as  com- 
pared to  the  possible  movement  of  the  base  under  the  blow. 
The  failure  to  perceive  this  necessity  is  the  fatal  pitfall  into 
which  most  experimenters  with  impact  machines  have  fallen. 
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If  the  experiments  made  with  Lieutenant  Dunn's  very  ing^e- 
nious  machine  be  Hmited  to  some  very  malleable  metal  like 
copper,  and  to  sizes  and  forces  of  blows  such  as  to  result  in 
large  deformations  for  each  blow,  and  if  tlie  specimens  be  made 
to  rest  on  very  massive  and  rigid  supports,  as  large  blocks  of 
steel,  for  instance,  then  the  computed  impulsive  forces  would 
be  but  slightly  in  excess  of  the  actual  forces  which  operated 
to  produce  such  deformations. 

J'Or  L^eneral  purposes,  however,  in  studying  the  resistance 
ot  ))ruile  materials,  like  cast  iron,  for  instance,  to  shocks  or 
blows,  this  machine  can  have  no  important  place.  For  such 
purposes  a  machine  must  be  used  such  as  will  break  the  speci- 
men at  the  first  blow,  and  then  indicate  how  much  energy  is 
left  in  the  falling  body  (pendulum)  after  the  specimen  breaks. 
This,  subtracted  from  the  total  energy  in  the  moving  body  at 
the  instant  of  impact,  gives  the  energy  required  to  break  the 
specimen,  but  it  gives  no  indication  of  tlie  niaxunum  impul- 
sive force. 

Such  a  machine  has  been  designed,  and  is  now  in  successful 
Ube  by  Mr.  S.  B.  Russell,  M.  Am.  Soc.  C.  E..  of  the  water- 
works department  of  the  city  of  St.  Louis.  For  some  pur- 
poses, however,  as  in  gunnery,  it  seems  necessary  to  find  a 
measure  of  the  maximum  impulsive  force,  and  as  this  cannot 
be  assumed  to  be  the  same  as  is  required  to  produce  a  like 
deformation,  statically,  then  some  such  machine  as  that  de- 
signed by  Lieutenant  Dunn  is  necessary,  lie  seems  to  have 
solved  this  problem  very  successfully,  and  deserves,  and  i  trust 
will  receive,  the  thanks  of  the  engineering  profession.  It  is 
the  hrst  successful  elTort  of  the  kind  which  has  come  to  the 
writer's  attention. 

Mr.  George  Gibbs: — From  the  hasty  examination  I  have 
been  able  to  give  to  Lieutenant  Dunn's  article,  I  should 
say  that  the  author  had  developed  the  beginnings  of  what  may 
prove  nn  exceedingly  valuable  instrument  of  research  to  the 
physicist  and  engineer. 

The  engineering  profession  will  certainly  look  forward 
with  great  interest  to  the  development  of  a  practical  machine 
on  these  lines,  and  even  if  it  is  not  possible  to  develop  an  instru- 


Digitized  by  Google 


Jan..  i8g&]      Photographic  Impact  Testing  Machine,  41 


nient  which  may  l)e  used  in  every-day  conuntnuil  louiig 
work,  the  results  of  tlic  investig;atioiis  with  a  laV)orat(>ry  ma- 
chine would  hardly  fail  to  be  o£  the  greatest  value  to  the  pro- 
fession. 

Th«  inadequacy  of  all  the  existing  testing  methods  to  give 
us  knowledge  of  the  effect  of  impact,  has  been  apparent  to  all 
engineers  having  to  deal  with  the  testing  of  materials*  In  rail- 
way engineerings,  especially  where  the  rolling  stock  and  struc- 
tures are  subjected  to  tlie  effect  of  inii)acts  and  rapidly  alterna- 
ting stresses,  the  lack  of  adecjuate  means  for  the  scientific  in- 
vestigation of  a  new  material  has  been  severely  felt. and  for  this 
reason  the  introduction  of  new  grades  of  material,  or  changes 
cf  proportions  of  structures,  has  been  undertaken  with  the 
greatest  caution.  It  will  be  seen  that  a  more  intimate  knowl- . 
edge  of  the  maximum  intensity  of  the  stress  developed  by  the 
blow  might  permit  the  quality  of  the  material  to  be  modified, 
with  great  advantage  to  the  life  of  the  structure. 

I  shall  look  forward  with  great  interest  to  the  development 
of  Lieutenant  Dunn's  very  beautiful  machine,  and  only  regret 
that  I  have  not  the  opportunity  to  give  the  subject  more  care- 
ful consideration  at  this  time. 

I  would  suggest  that  Mr.  Bond,  of  the  Pratt  &  Whitney 
Company,  would  possibly  be  able  to  undertake  the  develop- 
ment of  Lieuteii.iHt  Dunn's  machine,  and  if  so,  I  know  of  no 
one  more  competent  to  i>rotluce  the  re(|uired  results  in  ac- 
curacy of  workmanship  and  refinement  of  design. 

Prof.  I.  P.  Church  [ithaca,  N.  V.] : — Being  somewhat  be- 
lated in  this  matter,  the  writer  has  been  unable  to  make  more 
than  a  hasty  perusal  of  Lieutenant  Dunnes  description  of  his 
impact  machine  and  methods  pursued  therewith,  but  is  much 
impressed  with  the  wonderful  precision  and  delicacy  attained 
in  the  suhdivihiun  of  time  and  with  the  care  and  pains  taken  in 
the  rediiciion  anrl  interpretation  of  results  as  traced  in  the 
autographic  records. 

As  regards  service  to  the  civil  engineer  in  the  testing  of 
materials,  it  would  seem  that  the  compression  of  a  small  cylin- 
der of  metal  in  the  impact  testing  machine  under  considera- 
tion would  be  a  useful  and  interesting  addition  to  the  pro- 
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cesses  of  a  testing  laboratory,  but,  at  the  same  time,  of  quite 

limited  scope.    The  use  of  the  proposed  brief  relation 

j^_A  MV  ■ 
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for  the  maximum  pressure  bringing  into  play,  as  it  does,  the 
total  time  of  shortening  and  dispensing  with  the  drawing  of 
the  "impact  curve,"  implies  that  the  experimenter,  in  selecting 

a  i)roper  value  for  the  coefficient  A,  must  nip.ke  use  of  some 
accjuaintance  with  tlie  t^eneral  characteristics  of  that  curs'e, 
for  the  metal  under  test,  as  obtained  previously  with  Lieuten- 
ant Dunn's  complete  apparatus.  Hence,  in  dealing  with  a 
metal,  or  brand  of  metal,  for  the  first  time,  the  more  elaborate 
apparatus  would  be  needed,  after  all,  and  the  impact  curve 
found  and  interpreted,  before  the  maximum  pressure  could  be 
found. 

It  would  seem  as  if  a  photof(ra])hic  device  of  the  kind  used 
b}  Lieutenant  Dunn  would  be  found  more  accurate  in  the  pro- 
duction of  autographic  stress-strain  diagrams  below  the  elas- 
tic limit,  in  the  use  of  the  ordinary  static  testing  machine,  than 
those  heretofore  employed  for  this  purpose  (such  as  Professor 
Gray's,  for  example),  where  the  magnifying  of  the  change  of 
length  of  the  specimen  is  brought  about  by  mechanical  means. 
In  a  photographic  apparatus,  the  Bauschinger  rollers  and 
mirrors  could  be  used,  each  throwinj^  its  own  licani  of  liglu  on 
a  cylinder,  while  the  rotation  of  tliis  cylinder,  carrying  the 
sensitive  him  or  paper,  could  be  made  to  keep  pace  with  the 
travel  of  the  poise;  the  motion  of  the  spot  of  light  on  the  paper 
being  parallel  to  the  axis  of  the  cylinder. 

As  regards  the  phrase  "impulsive  force,"  in  the  first  part  of 
Lieutenant  Dunn's  paper,  it  may  be  well  to  call  attention  to 
the  fact  that  recent  writers  on  a})i)lied  mechanics  do  not  make 
use  of  the  term,  unless  in  disapproval,  and  treat  the  duration 
of  contact  of  two  Ixxlies  durinG:  impact  a'^  com]>osed  of  nn 
infinite  number  of  iiitiuitesimal  elements  of  time,  exactly  as 
longer  periods  of  time  in  other  motions  are  considered ;  so  that 
it  seems  a  little  out  of  place  to  speak  of  the  ''usual"  classifica- 
tion of  forces  into  "impulsive,"  etc. 

It  seems  to  the  writer  that  in  some  of  Lieutenant  Dunn's 
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diagrams  the  expression  "velocities  after  impact"  would  i)etter 
be  replaced  by  "velocities  after  the  instant  of  first  contact.** 
As  to  the  foot-note  on  p,  341,  the  algebraic  work  there  given 
might,  perhaps*  have  been  dispensed  with,  and  the  simple 
statement  made  that  the  ellipse  (or  circle,  if  the  scale  be  prop- 
erly selected)  is  the  well-known  "distance-velocity"  curve  for  a 
harmonic  motion,  where  the  retarding  force  is  proportional  to 
the  displacement,  or  distance  from  the  midpoint  of  the  ampU- 
tnde:  and  that  the  para])ola  performs  the  same  office  for  the 
case  of  a  constant  retarding  force. 

The  application  of  Lieutenant  Dunn's  apparatus  to  the 
ordinary  impact  testing  machine  would  doubtless  lead  to  in- 
teresting comparisons  between  results  obtained  with  different 
sizes  of  "anvil"  and  diflPerent  designs  of  support  of  the  latter;  in 
transverse  tests  of  cast-iron  bars,  for  instance. 

Mr.  James  Christik : — The  ingenious  dcvict^  of  Lieuten- 
ant Dunn,  for  measurinj^  and  recording  the  ctiect  of  an  impul- 
sive force,  is  an  example  of  a  highly  sensitive  and  delicate 
mechanism  for  registering  those  rapid  and  minute  deforma- 
tions in  material,  that  could  not  be  obtained  with  any  degree 
of  accuracy  by  less  precise  methods. 

The  extreme  tenderness  of  the  apparatus  might  seem  to 
imply  that  its  place  is  in  a  philosophical  laboratory,  where  re- 
sults deteriiiiiicfl  from  carefull)'  i)rcpared  specimens  are  re- 
quired vvilli  the  higliest  possible  precision.  There  would  seem 
to  be  no  reason,  however,  why  the  instrument  in  a  modified 
foim  could  not  be  very  useful  in  the  laboratory  of  the 
shops  as  a  valuable  adjunct  for  studying  the  physical  proper- 
ties of  materials.  We  have  very  little  data  on  the  effects  of 
impactive  forces  and  of  vibrations,  for  the  reason  that  a  correct 
record  of  such  tests  has  been  difficult  to  obtain,  notwith- 
standing the  acknowledged  utility  of  tests  of  this  kind.  As 
such  experiments  have  usually  been  of  a  crude  and  indetermi- 
nate character,  owing  to  the  imperfection  of  the  recording 
mechanism,  we  are  still  lacking  in  experimental  knowledge  of 
the  effect  of  dynamic  action. 

Although  our  literature  is  replete  with  the  records  of  tests 
derived  from  static  forces,  wc  are  still  asking  what  are  the 
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stress  intensities  and  deflections,  or  other  deformations,  result- 
ing from  the  im])act  of  moving  bodies  of  known  mass  and 
velocity?  How  are  the  strains  localized  or  distributed 
throughout  the  1)ody  impinged  upon?  What  are  the  extent 
and  character  of  the  stresses  resulting  from  vibration?  When 
do  vibrations  acquire  such  intensity  as  sensibly  to  constitute 
fatigue  of  strength  or  elasticity?  Or  is  there  such  a  thing  as 
fatigue  of  elasticity  as  suggested  by  Lord  Kelvin  many  years 
ago?  The  solution  of  these  and  similar  problems  awaits  the 
ad\  t'nt  of  a  suitable  testing  machine,  whose  records  can  in- 
spire confidence. 

This  is  a  fruitful  field  of  work  for  the  aspiring  youth  of  the 
technical  schools,  when  searching  for  fresh  fields  and  pastures 
new,  and  one  from  which  rich  harvests  of  knowledge  may  be 
garnered. 

LiFAiTENANT  Di  NNT — The  writer  is  under  many  obliga- 
ticuis  to  the  I'>anklin  Instiiutc  for  its  reception  and  treatment 
of  this  paper,  and  to  the  participants  in  the  above  discussion 
for  their  valuable  criticisms  and  suggestions. 

In  all  departments  of  scientific  research  we  observe  a  con- 
stant  addition  of  new  and  a  continued  subdivision  of  old 
specialties.  The  consciousness  that  his  work  is  in  a  virgin 
field  is  a  wonderful  stimulus  not  entirely  free  from  danger  to 
the  investi«^ator.  There  is  a  critical  sta^e  in  the  rise  of  en- 
thusiasm, after  which  a  judgment,  prexiously  sound,  becomes 
clouded  and  the  specialty  develops  into  an  emancipated 
hobby. 

During  the  development  and  use  of  the  apparatus  de- 
scribed, the  writer  had  in  view  only  the  military  interests  in 
impact.  The  possible  utility  of  his  work  to  other  branches  of 

the  engineering  profession  was  an  after-thought.  A  discus- 
sion was  sought  for  two  reasons: 

(1)  To  determine,  through  the  crystallized  o})inions  of 
abler  minds,  whether  the  writer  had  become  the  victim  of  his 
own  enthusiasm. 

(2)  Because  the  engineering  profession  must  acquire  an 
active  interest  if  the  great  amount  of  necessary  laboratory 
work  is  to  be  accomplished. 
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In  addition  to  the  above  comments,  many  encouraging- 
letters  have  been  received  from  eminent  engineers  who.  from 
lack  of  time,  have  not  been  able  to  join  the  published  dis- 
cussion. 

Granting  the  creation  of  an  active  interest  in  the  profes- 
sion, it  will  not  be  difficult  to  arrange  for  a  continuatfon  of  the 
work.  The  apparatus  is  not  a  costly  one,  and  the  possible 
results  affect  so  many  important  interests,  that  it  would  be 

eminently  proper  for  the  general  Govenniienl  to  bear  the  ex- 
pense of  a  commission  of  experts,  appointed  to  continne  the 
investigation.  J  he  combined  inMnence  of  a  few  eminent  engi- 
neers could  readily  secure  the  necessary  appropriation  from 
the  Congress. 

Some  of  the  points  raised  in  the  discussion  require  further 
notice.  Through  space  limitation,  the  foundation  for  anvil 
and  other  important  details  were  omitted  from  the  published 

paper.  Any  appreciable  deformation  of  the  surface  on  which 
the  specimen  rests  would,  of  course,  vitiate  tlie  test.  For  the 
experiments  described,  a  steel  anvil,  10  inches  in  diameter 
and  12  inches  loni^.  was  embedded  in  a  mass  of  concrete,  4  by 
2  feet,  by  6  feet  in  depth,  tilling  a  hole  of  corresponding  dimen- 
sions in  dry  earth. 

The  writer  does  not  agree  to  Professor  Johnson's  limita- 
tion of  the  apparatus  to  plastic  materials.  The  stresses  devel- 
oped by  the  blow  can  be  disirihnted  over  a  comparatixelv 
large  anvil  surface,  and.  with  a  dei^^ree  of  hardness  in  a  massive 
anvil  superior  to  that  of  the  specimeti,  all  danger  of  the  **fatal 
pitfall"  will  be  avoided.  A  block  of  Harveyized  nickel-steel 
should  not  be  affected  by  the  stresses  required  to  deform  and 
rupture  cast  iron  specimens.  It  is  reassuring,  also,  to  know 
that  the  extremely  sensitive  little  mirror  can  be  made  to  tell 
lis  whether  any  appreciable  deflection  of  the  upper  siulace  ot 
anvil  is  produced. 

The  reasons  calling  for  an  increase  \w  our  knowledge  of  the 
action  of  structural  materials  nnder  rapidly  applied  stresses 
are  stated  very  forcibly  by  Mr.  Gibbs. 
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Prof.  Church  will  see,  by  referring  to  the  last  two  para- 
graphs, page  41,  that  it  is  not  proposed  to  use  the  formula 

j^^AM  V 
T 

in  testing  a  new  material.  The  construction  of  tables  to  give 
values  of  as  a  function  of  Ty  and  possibly  of  V,  for  struct- 
ural materials,  is  the  laboratory  work  referred  to  as  necessary. 
Even  after  this  is  done,  it  may  be  preferred,  in  important  tests, 

to  use  the  complete  impact  curve,  which  could  be  obtained 
and  interpreted  in  less  than  an  hour. 

It  is  thought  that  a  perfected  system  of  revolving  mirrors 
may  tlirow  some  light  on  the  profound  questions  propounded 
by  Mr.  Christie. 

In  introducing  his  interesting  comments,  Professor  Thurs^ 
ton  refers  to  the  excellent  work  of  Dr.  Crehore  and  his  coad* 
jutors,  and  then  to  the  writer's  work  as  a  "further  develop- 
ment of  similar  methods,"  etc.  This  impression  flows  natu- 
rally from  the  priority  of  date  of  Dr.  Crehore's  published  re- 
ports, but  it  is  incorrect.  The  writer's  apparatus  was  de- 
signed, constructed  and  used  in  1891,  about  three  years  pre- 
vious to  the  publication  of  Dr.  Crehore's  reports.  Nothing 
was  published  concerning  it,  because  the  work  was  official, 
and  it  depended  entirely  on  the  Secretary  of  War  to  say  when 
the  publication  should  take  place.  Additional  work  was  done 
in  1894,  and  the  first  publication*  appeared  in  1896. 

It  seems  unsafe  to  predict,  aL  this  time,  just  where  reliable 
impact  data  will  be  of  practical  value.  It  is  quite  safe  to 
assume  that  such  data  will  find  a  warm  welcome  in  all  branches 
of  the  engineering  profession. 

The  relation  of  the  mass  of  specimen  to  the  difference  be- 
tween static  and  impact  curves  is  important,  and  remains  to  be 
elucidated. 

The  copper  specimen  showed  a  higher  dynamic  resistance, 

because  its  molecules  puSbL^s  mass,  and  the  conditions  re- 
quired a  motion  to  be  produced  in  them  in  a  very  short  time. 
No  matter  how  small  the  mass,  tlie  moN'ing  power  must  ap- 
proach infinity  as  the  time  approaches  zero.  For  a  constant 
*  Ordnance  Conatrnction  Note,  No.  71. 
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diflFerence  in  time  of  application  of  static  and  dynamic  loads, 

the  dilYereiice  in  corresponding  resistances  should  increase 
with  the  mass. 

The  details  ot  tiie  apparatus  descriljed  are  siisceptil)le  of 
great  improvement.  The  writer  is  occupied  at  present  with  a 
new  instrument  to  investigate  a  problem  of  military  interest, 
where  the  desired  data  will  be  far  more  difficult  to  obtain.  An 
attempt  will  be  made  to  secure  a  great  increase  in  delicacy  and 
accuracy  of  recording  mechanism,  and  any  improvements  of 
this  nature  that  may  result  will  be  available  for  use  in  the 
impact  testing  apparatus. 


Mining  and  Metallurgical  Section. 

&aUd  Meeting,  held  Wednesday^  November  mo,  iSgj. 
Mr.  Bsnjamin  Smith  Lyman,  President,  in  the  chair. 

KRYOLITH— ITS  MINING.  PREPARATION  and 

UTILIZATION. 

By  William  C.  Henderson. 


The  mineral  kryolith  is  the  double  fluoride  of  sodium  and 
ahiniinium.  Its  composition  is  expressed  by  the  formula, 
6N'aF,AIoF,..  It  is  made  up.  therefore,  of  sodium  ~  32:86 
per  cent.,  aluminium  =  12  86  per  cent.,  and  fluorine  =  54  28 
per  cent.;  sometimes  carrying  sesquioxide  of  iron  as  an  im- 
purity. It  crystallizes  after  the  monociinic  system— occurs 
both  in  the  crystalline  and  massive  forms,  usually  in  the  latter. 
It  is  snow-white  to  smoky-dark  in  appearance;  cleaves  in  three 
directions,  showing  rectangular  cleavages:  is  hrittle,  with  an 
uneven  fracture;  is  translucent,  and  has  a  vitreous  to  greasy 
luster.  It  has  a  specific  gravity  of  from  2-95  to  3  0,  and  a 
hardness  of  2  5.  It  is  fusible  in  the  flame  of  a  candle,  its  melt- 
ing point  being  between  900**  and  1,000°  Celsius.  It  is  solu- 
ble in  sulphuric  acid  with  the  evolution  of  hydrofluoric  acid. 
It  is  slightly  soluble  in  water,  Johnstrup  giving  this  solubility 
as  I  part  in  2730  at  12**  C. 

The  earliest  notice  of  this  mineral  was  by  Schumacher,  in 
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1795,  from  a  sample  brought  by  a  missionary  from  Greenland 
to  Copenhagen.    Here,  from  its  resemblance  to  barite,  it  lay 

neo;]ecte(l  until  1799.  when  Abildgaartl.  whose  attention  was 
attracted  to  it.  undertook  its  exaniination,  in  the  course  of 
which  hydrortuoric  acid,  hitherto  known  only  in  connection 
with  fluorspar,  presented  itself,  along  with  aluminium.  A  con- 
siderable residue  remained  unaccounted  for,  however,  and  the 
investigations  were  repeated  by  Klaproth,  in  1800,  who  dis- 
covered the  presence  of  sodium. 

Its  great  fusibility,  as  well  as  its  resemblance  to  snow,  and 
still  greater  likeness,  when  wet,  to  ice,  suggested  to  Abild- 
gjard  the  name  which  he  gave  it — kryolith — from  *p^o^^ 
frost,  and  stone. 

The  mineral  was  later  described  by  D'Andrada  and  Kar- 
sten. 

In  181 1,  Giesecke,  who  was  a  member  of  the  Danish  Geo- 
logical and  Mineralogical  Survey  of  Greenland,  discovered  in 
the  colony  of  Frederikshaab,  in  southwest  Greenland,  at  the 

place  now  known  as  l\  igtut,  an  iniiucnse  dej)osit  of  kryolitli. 
During  the  same  \  ear  he  shipped  a  considerable  quantity  of 
minerals,  including  kryohth.  for  C(>|Hnhagen;  but  as  this  was 
during  the  stormy  period  of  the  Napoleonic  wars,  the  vessel 
never  reached  her  destined  port.  She  was  captured  by  a 
French  privateer,  recaptured  by  an  English  frigate,  and  was 
finally  taken  into  Leith,  Scotland,  where  the  cargo  was  con- 
demned as  worthless,  and  sold  to  Thomas  Allan,  an  Edin- 
burgh mineralogist,  for  £40. 

The  deposit  of  kr\ohili  discovered  by  Giesecke,  at  Ivigtut, 
is  the  only  one  of  commercial  importance  known  at  present, 
and  no  indications  of  its  existence  at  any  other  locality  in 
Greenland  have  been  discovered.  Comparatively  small  quan- 
tities have,  however,  been  found  at  Miask,  in  the  Ural  Moun- 
tains, between  Russia  and  Siberia,  separated  from  the  civilized 
world  by  1 ,000  miles  of  desert.  Also  at  the  northeast  base  of 
St.  Peter's  dome,  in  the  Pike's  Peak  region  of  Colorado,  and 
lately  it  has  been  reported  from  the  Yellowstone  National 
l^ark,  Wyoming. 

The  minerals  usually  associated  with  kryolith  are  quartz, 
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siderite  (which  occurs  perfectly  pure  in  beautiful  crystals), 

galenite,  sphalerite,  pyrite,  chalcopyrite  and  wolframite.  These 

are  irregularly  scattered  throughout  the  mass  of  kryolith  in 
a  manner  most  remai  kahle.  They  are,  for  the  most  part,  easily 
separated  during  the  operation  of  sorting,  which  takes  place 
at  the  mines. 

There  are,  besides,  several  minerals  found  only  in  connec- 
tion with  kryolith,  some  of  which  were,  until  recently,  entirely 
unknown.    Among  these  are:    Pachnolite,  thomsenolite 

(named  after  Thomsen,the  originator  of  the  kryolith  industry), 
arksuktite,  gearksuktite,  ralstonite,  prosopite,  ivigtite  (from 
Ivigtut)  and  hagcmanite  (named  by  Professor  Silliman,  after 
Hageman,  who  hrst  analyzed  it),  fhese  interesting  impurities 
are  readily  separated  from  kryolith,  in  the  process  of  manu- 
facture, as  they  suffer  no  change  under  the  chemical  treatment 
by  which  the  kryolith  is  decomposed.  Eudialite  also  occurs 
in  the  Ivigtut  region,  this  being  the  only  locality— except  one 
or  two  others — where  it  has  been  found. 

Kryolitli  was  at  one  time  the  chief  source  of  aUuuininni, 
remaining  so  until  superseded  l)y  bauxite.  It  is  still  used  in 
the  production  of  this  metal,  but  not  as  a  source  of  supply. 
Aluminium  was  first  obtained  from  kryolith  early  in  1855,  by 
Allan  Dick,  who  fused  the  mineral  with  alternate  layers  of 
small  pieces  of  sodium,  in  a  magnesia-lined  crucible. 

The  principal  use  for  kryolith  is  found  in  the  manufacture 
of  soda  and  the  by-j^roducts  resulting  therefrom.  From 
no  other  knu^vn  substance  can  soda  be  obtained  with  equal 
cheapness  and  abundance;  and  it  is  the  only  natural  product, 
excepting  salt,  from  which  this  commodity  can  be  procured  in 
quantities  sufficient  to  supply  the  demands  of  commerce.  The 
process  by  which  soda  is  obtained  from  kryolith  was  devised 
by  Prof.  Julius  Thomsen,  of  Copenhagen,  in  the  year  1850. 
Still  another  use  for  kryolith  exists  in  the  production  of  kryo- 
lith glass,  or  hot-cast  porcelain,  a  beautiful  translucent  sub- 
stance, pos.sc^^nlg  great  suength,  first  brought  prominently 
into  public  notice  by  the  Hot-Cast  Porcelain  Company,  of 
Philadelphia,  by  whom  it  was  made  on  a  large  scale,  although 
the  material  had  been  in  use  in  Bohemian  and  Silesian  glass 
Vol.  CXLV.  No.  865.  4 
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works  for  some  years  previous  to  the  coirnnencenieat  of  the 
manufacture  in  America. 

Ivigtut  (an  Eskimo  word,  meaning  "a  meadow")  is 
located  in  latitude  61''  10'  north,  and  loiic^itude  48  10'  west, 
l)enig  a  si)ui  of  land  on  tlie  Arksiik  Fiord,  twenty  miles  from 
the  coast  line  of  southwest  Greenland — a  remote  and  gloomy 
region  of  the  globe»  inaccessible  during  the  greater  portion  of 
the  year»  and  barren  of  all  commercial  products,  save  kryolith. 

The  inhabitants  of  Ivigtut  are  solely  the  officers  and  men 
who  operate  the  mines,  all  of  whom  come  from  Copenhagen. 
With  but  one  or  two  exceptions,  there  are  no  women  at  Ivig- 
tut. The  settlement  is  in  possession  of  a  Lutiieran  chnrch, 
and  boasts  among  its  social  attractions,  a  bowlinj^  alley,  a 
billiard  parlor  and  a  brewery.  The  food  consumed  by  the 
people  is  almost  exclusively  supplied  from  Copenhagen,  and 
consists  chiefly  of  rye  bread  and  salt  meat,  with  fresh  meat 
once  or  twice  a  week. 

The  nearest  Eskimo  settlement  to  Ivigtut  is  at  Isua,  %y% 
miles  distant. 

•As  though  with  a  \  iew  to  insure  ilie  speedy  discov  ery  of 
this  unitjue  and  most  remarkable  mineral  occurrence,  nature 
signally  marked  the  spot  with  a  giant  monolith  of  spotless 
kryolith,  which,  carved  through  countless  ages  by  glacial  ac- 
tion, stood,  a  towering  monument  upon  the  buried  treasure 
beneath.  It  further  revealed  itself  by  a  series  of  graceful  undu- 
lations separated  by  green  sward.  Its  resemblance  to  snow 
was,  indeed,  so  great,  that  one  can  readily  appreciate  the 
Eskimo  belief  that  it  was  such,  though  of  a  special  kind  that 
would  not  melt. 

Remote  from  civilization  as  is  the  location  of  this  isolated 
deposit,  at  no  other  point,  in  Greenland,  at  least,  could  it  have 
been  more  accessible  for  removal,  no  portion  of  the  mineral 
being  at  a  greater  distance  than  1 50  feet  from  low-water  line, 
and  its  general  elevation  not  exceeding  10  feet  from  high 
water.  Its  greatest  length  extends  in  a  direction  parallel  to 
the  sea  in  a  line  running  northeast  and  southwest,  covering  a 
distance  of  about  400  feet,  100  feet  of  which  is  waslied  by  the 
sea.    That  portion  nearest,  and  facing  the  sea,  descends  per- 


Digitized  by  Google 


Jan.,  1898.] 


Kryolttk. 


51 


pendicularly  to  an  unknown  depth;  that  farthest  from  the 
water  sinks  at  an  angle  of  about  45^  from  the  sea. 

The  width  in  the  opposite  direction,  tha,t  is,  southeast  to 
northwest,  is  about  150  feet. 

The  deposit  of  kryolith,  at  Ivigtut,  is  owned  by  the  Dat)ish 
Government.  The  mining  of  the  mineral  is  conducted  exclu- 
sively by  a  Copenhagen  company,  by  virtue  of  a  lease  held  by 
them  from  the  Government.  By  the  terms  of  this  lease,  the 
value  of  every  fifth  cubic  fathom  of  kryolith, mined  and  t.liij)i>cil 
from  Greenland,  falls  to  the  Danish  Treasury  of  State,  whether 
the  cargo  be  lost  on  voyage  from  Greenland  or  not.  These 
kryolith  mines  were  opened  by  Daniel  Schmidt,  in  the  year 
1858.  The  first  cargo  of  commercial  note  was  shipped  from 
Ivigtut  to  Copenhagen,  in  1857,  on  board  the  bark  Christian; 
and  the  first  shipment  to  the  United  States  was  made  in  1864, 
being  consigned  to  Philadeli^hia.  Tn  Januan*.  1865.  a  contract 
was  completed  with  Handels  Selskahet,  of  Copenhagen  (opera- 
tors of  the  mines  at  Ivigtut),  by  which  the  Pennsylvania  Salt 
Manufacturing  Company,  of  Philadelphia,  became  possessed 
of  the  exclusive  privilege  to  import  the  mineral,  from  this 
deposit,  into  the  continents  of  North  and  South  America. 

That  portion  of  the  mine,  which  may  more  properly  be 
termed  the  quarry,  at  present  measures  about  300feet  in  lengtlv 
150  feet  in  width  and  120  feet  in  depth.  Three  holes  have  been 
sunk  still  deeper  into  the  mass,  for  the  purpose  of  investiga- 
tion. The  deepest  of  these  is  now  al)out  120  feet  below  the 
bottom  level  of  the  quarry,  but  even  at  this  depth  there  are  no 
indications  that  the  lower  boundary  of  the  mineral  has  been 
approached. 

During  the  summer  season,  which  lasts  from  about  April 
to  November,  about  140  men  are  employed  in  quarr>'ing, 

mining,  sorting  and  piling  the  kryolith.  The  drilling  is  done 
bv  hand,  no  steam  drills  being  used,  and  the  mineral  is  dis- 
lodged by  blastinpf.  It  is  careftilly  sorted  into  two  grades,  Nos. 
I  and  2,  of  about  99  per  cent,  and  92  per  cent.,  respectively, 
which  are  taken  to  the  top  of  the  mine  in  2  ton  cars,  running 
on  an  incline  railway  operated  by  steam.  The  kryolith  is  care- 
fully and  accurately  formed  into  piles  of  exactly  100  feet  long. 
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20  feet  wide  and  4  feet  liigli,  containing  8,cxx>  cubic  feet,  or 

about  37  cubic  fathoms.  The  cubic  fathom  constitutes  the 
unit  used  in  estimating  the  quantity  shipped,  the  more  general 
practice  of  wei^^hing-  not  being  adopted  at  Tvigtut.  Tlie  weight 
of  a  cubic  fathom  of  kr>'oHth  is  13  *6  tons  of  2,240  pounds.  The 
greatest  quantity  of  kryohth  taken  from  the  mines,  in  any  one 
season,  was  that  removed  during  the  season  just  closed.  It 
amounted  to  13,000  tons,  of  which  10,500  tons  were  received 
at  Philadelphia. 

The  best  grade  i^ocs  to  Copenhagen;  the  second  quality 
comes  to  Philadelphia. 

The  waste,  including  everything  taken  from  the  mines 
except  the  kryolith,  is  dumped  into  the  sea,  after  a  regular 
system,  for  the  purpose  of  building  wharves,  and  securing 
more  reachable  anchorage.  This  is  extremely  desirable,  owing 
to  the  remarkably  precipitous  character  of  the  coast.  Just 
before  winter  sets  in,  a  sluice  is  opened,  and  the  mines  are 
flooded  with  sea  water.  Tlie  f)l)ject  in  this  is  to  i»re\ent  them 
from  becoming-  in< )j)erative  through  an  accumulation  of  ice 
and  snow,  which  the  whole  of  the  summer's  heat  would  not 
suffice  to  melt. 

The  force  of  men  is  then  cut  down  to  about  seventy,  whose 
efforts  are  chiefly  confined  to  the  quarrying  of  such  of  the 
kryolith  as  can  be  reached,  allowing  it  to  accumulate  for  re- 
moval the  following  summer. 

Rails  have.l)een  laid  durincr  the  winter  u[)on  the  ice  in  the 
quarry,  and  the  whole  operation  carried  on  the  same  as  in 
sunnner,  except  upon  a  much  reduced  scale.  This,  however, 
has  not  been  found  to  be  thoroughly  practicable. 

As  soon  as  the  general  thaw  takes  place,  steam  pumps  are 
put  to  work,  the  mines  drained  of  water  (an  operation  requir- 
ing about  three  weeks  to  periorm),  and  work  is  again  resumed 
in  earnest. 

The  vessels  employed  in  the  kryolith  trade  are  staunch  sea- 
craft,  built  expres.>ly  lor  the  purpose.  The  Philadelphia  liect 
musters,  just  now.  eight  barks,  having  an  average  burden  of 
800  tons;  while  three  small  vessels,  with  an  average  of  300 
tons  burden,  comprise  the  Copenhagen  fleet.    These  make 
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two  trips  to  the  mines  a  year,  arriving  at  Ivigtut,  on  tlie  first 
trip,  about  April  loth,  and  again,  on  their  second  one,  July 
loth.  Owing  to  the  lack  of  reciprocity,  these  v^sels  usually 
make  their  outward  voyages  in  ballast.^ 

In  producing  soda  from  kryolith,  Thomsen's  method  is 
still  employed.  The  process  briefly  is  as  follows: 

The  previously  dried  and  pulverized  kiyoluli  is  intimately 
mixed  with  an  ec^ual  weis^ht  of  powdered  liriKbtuiie,  and  the 
mixture  calcined  at  an  incipient  red  heat,  during  which  there 
is  formed  calcium  fluoride,  aluminate  of  soda,  carbonate  of 
soda  and  sodium  hydrate.  The  calcined  residue,  known  as 
"kryolith  ash,"  is  then  subjected  to  careful  leaching,  yielding 
an  insoluble  residue  of  calcium  fluoride  and  a  solution  con- 
taining the  soda  salts.  The  insoluble  fluoride  of  calcium  is 
punlied  by  washing  and  is  icaJy  tor  the  market.  The  solution 
containing  the  soda  salts  is  conveyed  to  agitatnrs  and  agitated 
in  contact  with  carbonic  acid  gas.  During  this  operation  the 
soda  becomes  united  with  the  carbonic  acid,  to  form  sodium 
carbonate,  still,  however,  remaining  in  solution.  The  alumina 
separates  out  as  aluminium  hydroxide,  which,  upon  being  puri- 
fied by  washing,  is  either  converted  into  alum,  or  sold  as 
alumina. 

The  solution  containing  the  carbonate  of  soda  is  concen- 
trated to  about  36  Beaume,  and  the  salt  allowed  to  crystallize 
out,  thus  finally  becoming  the  sal  soda  of  conunerce. 

If  it  be  desired  to  make  the  bicarbonate,  thisiast  product  is 
exposed  to  an  atmosphere  of  carbonic  acid  gas,  of  which  it 
absorbs  another  equivalent,  and  yields  its  water  of  crystalliza- 
tion. 

In  the  manufacture  of  aluminium,  kryolith  is  used  in  the 
fused  bath  as  a  solvent,  into  which  is  introduced  pure  ahnnina, 
to  the  extent  of  about  21  per  cent,  of  the  weight  of  the  kryolith 
(this  being  a  much  greater  amount  than  it  has  been  found 
possible  to  introduce  into  any  other  available  substance).  By 
electrolysis,  the  alumina  is  decomposed  into  its  component 
parts,  the  oxygen  uniting  with  the  carbon,  furnished  by  the 
highly-heated  carbon  electrodes,  to  form  carbon  monoxide, 
which  escapes  and  burns  at  the  surface  01  the  bath  to  form  car- 
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bonic  acid  gas,  the  aluminium  bemg  deposited  at  the  bottom  of 
the  furnace. 

In  the  production  of  kryolith  glass,  or  hot-cast  porcelain^ 
4  parts  of  powdered  kryolith  are  mixed  with  lo  parts  of  silica 
and  I  part  oxide  of  zinc.  The  whole  is  then  fused  and  manu- 
factured into  ware,  much  after  the  same  manner  as  is  ordinary 

glass:  l)Ut  is  unlike  the  latter,  not  only  in  ai)i)carancc»  but  also 
in  posscssinf^  threat  toughness  and  hardness,  so  that  a  i)iaie, 
for  instance,  stamped  out  of  this  material,  may  be  thrown 
down  quite  violently,  without  fear  of  its  breaking.'*' 


KI^ECXRICAI^  SBCTION. 

StaUd  Meeting^  Nw$mJberify^997, 
\  Mr.  C  W.  Pike,  President,  in  the  chair. 

;  RAILWAY  BONDING. 

By  Wai,t£R  £.  Harrington. 


Each  manufacturer  of  rail  bonds  states  his  bond  to  be  the 
best;  the  number  of  bonds  now  upon  the  market  approximate 
closely  about  twenty  diflFerent  desi^s. 

It  is  a  (lifticiik  iiKiiier  to  deiLriiiinc  which  boiul  is  the  best 
adapted  to  your  con«liiions.  What  may  ])nsvit>ly  answer  under 
certain  conditions  will  not  answer  under  others.  The  majority 
of  bonds  are  designed  to  make  lateral  contact  with  a  hole  in  the 
web  of  the  rail.  This  at  once  dehues  the  necessity  of  good* 
clean,  uniform  surface  in  the  hole,  in  order  to  insure  good  con- 
tact While  it  may  seem  an  easy  matter  to  obtain  good,  clean, 
uniform  surfaces,  the  facts  are,  that  in  the  majority  of  in- 
stances, holes  are  not  true  and  are  full  of  ridges. 

The  writer  has  frequently  removed  bonds,  where  it  seemed 

*  The  author  wishes  to  acknowledge  his  Indebtedness  to  the  gentlemen 

named  below,  for  much  nf  the  inrorination  contained  in  this  papor,  and  to 
thank  them,  also,  for  their  kind  aid  in  its  preparation  :  Mr,  Theodore  Arm- 
strong, President  W  S  Mfjj.  Co.;  y[x.  Daniel  Schmidt,  who  opened  the  tniiies 
at  Ivi^'tnt  :  Capl.  Stnilh,  of  the  kryoliih  l)ark  Calcium  ;  Capt.  Anderson, 
of  the  ki  yohih  b&rk  Serene ;  Dr.  J.  V.  luKhaui,  of  I'hilatielphia ;  Mr.  C  H, 
Ingraham,  of  Philadelphia  ;  Mr.  J.  H.  Lynch,  of  Philadelphia. 
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as  if  every  i)recaution  possible  liad  been  observed  to  make 
good  contact,  with  barely  more  than  10  ])er  cent,  of  contact. 
In  some  instances^  the  bonds  could  be  readily  pulled  out  of 
their  holes. 

Furthermore,  rails  will  be  either  punched  or  drilled  for 
bonds  by  the  mill,  and  the  boles  will  frequently  become  coated 
with  rust  before  the  rails  are  placed,  resulting  either  in  the 

.  necessity  of  using  a  file  or  reamer,  making  the  holes  larger 
than  they  should  be.  I  do  not  wish  to  con\  ey  the  impression 
that  good  contact  cannot  be  made  with  bon<ls  making  connec- 
tions through  a  hole  in  the  web  of  the  rail,  as  this  can  be  done; 
but  tlie  frequent  bad  contacts  upset  one^s  confidence  in  them. 

The  use  of  the  Edison-Brown  amalgam,  to  improve  the 
contacts  of  copper  bonds,  showed  some  very  interesting  re- 
sults; used  with  the  Crown  bond,  manufactured  by  the  Wash- 
bum  &  Moen  Manufacturing  Company,  the  joint  showed  a 
decrease  of  24  per  cent,  in  resistance  by  amalgamating; 
whereas  the  Colnmbia  bond,  mannfactnred  by  the  John  A. 
Koebling's  Sons  Company,  only  showed  a  decrease  of  5  per 
cent.,  showing  conclusi\'ely  that  the  forms  of  contact  made  by 
the  Columbia  bond  is  far  superior  to  the  Crown.  This  is  sub- 
stantiated by  the  data  in  attached  table,  which  show  that  the 
Columbia  bond  has  a  resistance  53  per  cent,  of  the  Crown 
(neither  amalgamated). 

The  troubles  incident  to  making  contact  in  a  hole  in  the 
web  of  the  rail  led  to  the  trial  of  the  much-abused  Bryan  bond. 
This  bond  consists  of  a  large  number  of  parts,  and  is  open  to 
the  objection  that  a  bronze  casting  is  used  as  part  of  the  con- 
ductor. The  bond,  in  brief,  consists  of  two  No.  oooo  copper 
wires,  clamped  by  bronze  and  iron  castings,  the  bronze  casting 
in  contact  with  a  corrugated  copper  washer,  which  is  in  con- 
tact with  a  freshly-made  contact  surface  upon  the  face  of  the 
rail:  the  whole  held  together  by  a  i-inch  boll  ami  wwi.  \\\\\\ 
a  lock  washer.  This  bond  overcomes  the  radical  t>l>jections 
inherent  in  the  type  such  as  the  Crown.  Columbia,  depend- 
ing upon  their  contact  with  the  sides  of  a  hole.  The  resist- 
ance of  such  a  bond  without  the  Edison-Brown  alloy  is  very 
high.   Compared  with  two  Crown  bonds  non-amalgamated. 
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it  shows  a  re.^i^iance  146  per  cent,  higher,  but  the  amalgama- 
tion makes  a  remarkable  difference;  comparing  it  with  the 
non-amalgamated  Crown  bond,  makes  a  difference  of  just  42 
per  cent,  in  favor  of  the  Bryan  (when  amalgamated);  whereas 
compared  with  two  Crown  bonds,  amalgamated,  makes  a  lesser 
difference  of  23  per  cent,  in  favor  of  the  Bryan  bond,  amalga- 
mated, with  a  still  further  advantage  of  permanency. 

The  gre^t  objection  to  the  Crown,  Columbia,  etc.,  type  of 
bonds  consists  chieily  in  the  mechanical  defects  inherent  in 
them.  The  vibration  of  the  rail,  with  the  play  of  the  rail  joint, 
results  in  a  continual  stress  upon  the  small  area  of  the  contact, 
followed  with  the  final  loosening  of  the  bond. 

The  writer  has  removed  bonds  of  the  above  types  which 
had  been  in  service  only  a  few  years,  and  that  had  become 
loose,  and  the  continual  movement  had  worn  the  bond  ap- 
proximately >^-inch  smaller  in  diameter  in  places.  The  Bryan 
bond  and  those  types  which  are  flexible,  particularly  the 
Edison-Brown  type,  are  free  from  such  mechanical  defects. 

While  it  was  not  the  purpose  of  the  writer  to  make  the 
tests  herein  outtined  to  demonstrate  the  virtues  of  the  Edison- 
Brown,  still  the  results  were  so  pronounced  that  especial  stress 
is  laid  upon  them,  particularly  since  practical  experience  has 
demonstrated  their  permanency. 

It  will  be  noticed  that  the  plastic  cork  type  of  Edison- 
Brown  bond  gave  the  lowest  resistance  of  any  of  the  bonds 
tested. 

Conclusions: 

(1)  The  Edison-Brown  plastic  cork  bond  gives  the  best 
results. 

(2)  The  Standard  bond,  under  fish-plate,  is  excellent,  but 
is  difficult  to  place. 

(3)  The  Bryan  bond  is  the  best  round  fish-plate  type  of 

bond,  both  electrically  and  mechanically,  provided  however, 
that  the  l)ond  is  thoroughly  amalgamated  with  the  Edison- 
Brown  alloys. 

(4)  The  Crown  and  Columbia  types  of  bonds  would  not 
be  so  objectionable  if  they  were  stranded,  and  the  strands 
protected  from  electrolysis. 
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(5)  The  Crown  type  of  bond  is  rendered  materially  effi- 
cient by  tlie  use  of  ilit  I'dison- Brown  alloys;  while  the"  Colum- 
bia type  is  only  benefited  shghtly.  In  both  instances  the 
Columbia  is  the  better  bond. 

(6)  Iron-wire  bonds  are  highly  inefficient. 

(7  Any  method  of  testing  wherein  drop  in  potential  is 
measured  from  the  same  contacts  through  which  current  flows 
to  make  measurements,  lead  to  false  readings,  as  the  measure- 
ments include  the  drop  in  the  contacts. 
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On  the  densities  of  NITROGEN,  OXYGEN  and 

ARGON,  AND  ON  THE  COMPOSITION  of  ATMOS- 
PHERIC AIR. 


Bv  A.  Ledlc. 


J  ranslated  from  CoDif^tcs  Reitdus  dc  r.  Uiuicniit-.  JS96,  vol.  cxxiii,  page  80S* 
Bv  Chief  Engineer  Isueuwood,  U.  S.  Navy. 


As  the  discovery  of  argon  has  modified  some  numerical 
results  concerning  atomic,  weights,  molecular  volumes,  land, 
chiefly,  the  density  of  nitrogen,  which  I  have  heretofore  pub- 
lished, I  have  again  been  led  to  further  experiment  on  some 

gases,*  particulaj"ly  oxygen,  the  density  of  which  according 
to  my  previous  experiments,  seemed  to  me  to  be  a  httle  too 
low,  relatively  to  that  of  cliemical  nitrof^en. 

Nitrogen, — Lord  Rayleigh,  who  had  already  determined 
the  density  of  nitrogen  prepared  in  different  ways,  has  done 
me  the  honor  of  communicating  in  writing  his  experiments,  the 
chief  object  of  which  was  to  ascertain  whether  the  density  of 
this  gas  were  independent  of  the  process  of  preparation.  I 
propose  to  lind.  as  exactly  as  possif)le.  the  density  of  nitrogen, 
prepared  by  the  following  processes  that  seem  best  adapted  to 
furnish  it  in  a  state  ot  purity: 

(i)  Decomposition  of  the  nitrite  of  ammonium  by  heat. 
The  gas  obtained  contains  considerable  quantities  of  the  oxides 
of  nitrogen  and  of  ammoniacal  gas;  it  is  purified  by  a  long 
column  of  copper,  followed  by  oxide  of  copper  raised  to  incan- 
descence. 

(j)  Decomposition  of  the  nitrate  of  ammonihm  by  heat. 
Tlie  impure  nitrogen  protoxide  thus  obtained  is  treated  as 

al"  >\  e. 

(3)  Decomposition  of  nitric  oxide  by  incandescent 
copper.  , 

(4)  Decomposition  of  ammoniacal  gas  by  incandescent 
oxide  of  copper;  which  oxide  is  followed  by  a  column  of 

*  Sxecuted  in  the  Physical  Laboratory  of  the  Sorbonne. 
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copper  that  has  for  its  object  the  decomposition  oi  the  oxides 
of  nitrogen  produced  by  the  preceding  reactions. 

In  all  cases,  the  nitrogen  obtained  traverses,  before  enter- 
uig  the  weighing  globe,  a  column  of  potassa^  and  another  of 
pumice  stone  saturated  with  H2SO4,  and  a  U-tube  charged 
with  phosphoric  anhydride. 

A  vacuum  is  made  in  all  parts  of  the  apparatus,  previous  to 
the  o])craiions,  in  order  to  prevent  tlie  presence  of  argon. 

Tlic  weights  of  nitrogen,  at  o  and  76  cm.  contained  in  the 
globe,  are  comprised  between  2  gr.  '8467  and  2  gr.  •8474;  their 
mean,  2  gr.  '8470,  corresponds,  all  corrections  made,  to  the 
density  0*96717*  relatively  to  the  density  of  air. 

Oxygen, — have  previously  found  for  the  density  of  oxy- 
gen relatively  to  the  density  of  air  i  •10506.  AlthougFi  this 
number  is  the  result  of  only  a  single  series  of  experiments — 
electrolysis  of  a  solution  of  potassa — I  have  accepted  it  with- 
out liesitatioii  l>ecause  il  harmonizes  with  other  results  ob- 
tained up  to  the  present  time. 

After  the  discovery  of  argon  this  number  appeared  to  me 
to  be  a  little  too  low,  and  i  then  prepared  the  oxygen  by  de- 
composing by  heat  the  crystallized  permanganate  of  potassa. 
Before  entering  the  weighing  globe,  the  gas  passed  over 
potassa,  acidified  pumice  and  sulphuric  anhydride.  The  den- 
sity was  found  to  be  near  I  '10527. 

I  now  prepared  the  oxygen  by  electrolysis,  but  instead  of 
a  short  column  of  spongy  platinum,  1  employed  for  eliminating 
the  hydrogen  a  long  column  of  oxide  of  copper  at  a  dull  red 
heat.  Three  very  concordant  experiments  gave  1  10521. 

Convinced  by  these  latter  experiments  of  the  insufficiency 
of  the  spongy  platinum  in  the  preceding  ones,  I  accept  for  the 
density  of  oxygen  1 '10523, 

Argon. — I  have  many  times  had  occasion  to  remark  that 
the  close  concordance  (tf  the  nnnil)ers  obtained  by  Lord  Kay- 
leigh  and  by  myself  for  the  density  of  atmosi)hcric  nitrogen, 
implied  the  constancy  of  the  proportion  of  argon  in  the  atmos- 

•  As  1  have  remarked  in  previous  publicalion.s,  the  last  decimal  may  have 
m  error  of  eeveral  iinita.  Further,  as  the  present  number  has  much  fwoba- 
bility  of  being  too  great,  it  can,  with  prudence,  be  reduced  to  0*9671. 
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phere.  Tlii'^  point  has  recently  been  put  beyond  doubt  by 
Mr.  Schloesmg,  Jr.,*  wlio  has  found  the  proportion  of  argon 
in  atmospheric  nitrogen  to  be  ooi  19. 

Designate  by  d'  and  the  densities  of  chemical  nitrogen, 
atmospheric  nitrogen  and  argon. 

We  have  {d'  =  0-97203). 
d'  ~  0  01  ig  X  -\-  (i  —  0  01 19)  d. 
Whence  results  x  =  i  •376. 

Or,  relatively  to  hydrogen,  19*80,  instead  of  19*9,  hereto- 
fore accepted. 

Risumi, — It  will  be  useful  to  fix  these  results  by  giving  the 
weight  of  a  liter  of  each  of  these  gases  at  o**,  both  under  the 

pressure  of  a  bayre  (10''  C.  G.  S.)  and  under  the  normal  pres- 
sure of  the  atmosphere  at  Paris,  as  follows: 

Pressure.  Oxyjfen.  Nitrogen.  Argon. 

I  Barye  1  gr.  4100      i  gr.  233S      i  gr.  755 

I  Atmosphere  i  gr.  4293       i  gr.  2507       i  gr.  780 

I  shall  return  hereafter  to  the  atomic  weights  of  nitrogen 
and  oxygen. 

Composition  of  Atmospheric  Air. — have  a  gpreat  many 
times  determined  the  composition  of  dry  atmospheric  air  de* 
prived  of  carbonic  acid,  etc.,  and  have  found  that  it  contained 

in  mean         of  its  weight  of  oxygen. 

The  consideration  of  tlic  densities  of  oxygen  and  atmos- 
pheric nitropfcn  f  leads  to  the  nnnil)er  232*08,  which  can  be 
taken  as  identical  with  tlie  preceding. 

On  the  other  hand,  the  -f^^  of  atmospheric  nitrogen  di- 
vides proportionally  to  the  numbers  9881  X  0*96717  and  119 
X  I  *376,  which  gives  nitrogen  and  i^f^  for  the 

argon. 

The  centesimal  comjmsition  of  mean  atmospheric  air  is 
consequently  represented  by  the  following  table: 

Nitroj^en.        Oxygen.  AtgOU. 

By  weight   75  5  23-2  i'3 

By  volume   78*06  at*  o  94 

*  Cor'/f'/r':  Rendus,  November  2,  1896. 

t  A.  Levi  111 .  Comptfs  Rendus,  Auiftist  4,  1890.  The  employment  of  the 
number  r  10506  fr)r  Hit.-  (knsity  of  oxygen  led  me,  at  that  time,  to  232*35. 
The  difference  seems  to  me  to  be  due  to  experimental  error. 
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On  the  theory  of  LUBRICATION  and  the  DETER- 
MINATION OF  THE  THICKNESS  of  the  FILM  op 
OIL  IN  JOURNAL  BEARINGS. 


By  F.  L.  O.  Wadsworth^  E.M.,  M.E. 


Concluded  Jnm  Vol,  CXUV,  /.  469 


SUPPLEMENT. 

BBTBRMZNATION  09  TBB  SFBCIFIC   XBSISTANCB  AND  YBMPlUtATUlUt  CO- 

BPPICXBNT  OF  OtI.  tlf  THIN  FILMS. 

Inirodudory  Note. — ^Conaidering  the  length  of  time  that  has  now  eUpaed 
since  the  article  deacribing  the  results  of  the  measurement  of  the  reaiatance 

of  61nis  was  written  (aee  appended  date),  it  has  l>ecn  thought  best  to  leave  it 
in  the  original  form  except  for  a  few  minor  chanp^es  in  wordinif  i->r  arrange- 
ment. Foot-notes  have  been  added  wherever  it  was  thought  desirable  to 
make  modiucations  or  corrections. 

Very  little  work  aeema  to  have  been  done  in  determining  the  specific  resist- 
anoe  and  temperature  coefficient  of  the  variotia  kinds  <rf  oil.  The  only  experi  * 
mcnta  which  the  writer  has  been  able  to  find  are  those  of  Brooks*  on  the  tela- 
live  resistances  of  a  sample  of  paraffine  oil  for  various  temperatures  between 
4'4  C.  and  93'3  C.f  The  experiments  were  made  on  a  sheet  of  oil  3  Tuillimeters 
thick,  and  about  2*3  square  centimeters  in  cross  section.  No  further  data, 
however,  was  given  from  which  the  absohite  resistance  could  be  calculated, 
nor  was  it  stated  what  particular  kind  of  paraflaie  oil  was  used. 

In  the  experiments  recorded  below,  which  have  been  undertaken  as  pre> 
liminary  to  the  determination  of  the  thickness  of  oil  in  jonmal  bearings,  the 
oil  used  was  the  best  quality  of  conmiercial  sperm  oil,  in  which  zinc  had  l>een 
placed  for  over  a  year  in  order  to  free  it  from  any  acid  which  it  might  contain. 
In  addition  to  the  deterTTiitiatiou  of  the  absolute  sj^ecific  resistance  and  tempera- 
ture coefticieut,  ati  iiher  object  of  these  experinn  nts  was  to  determine  whether 
there  was  any  variation  of  s]>ecific  resistance  with  variation  in  the  thickness 
of  the  film.t  or  with  the  strength  of  current  used. 

APPARATUS  AND  MRTBOB. 

In  order  to  obtain  a  thin,  uniform  film  of  oil  of  a  determinate  thickness,  the 
following  ammgiement  was  used : 

A  pair  of  fine  (Brown  &  Sharpe)  surface  plates,  size  about  4x6  inches, 
were  placed  one  above  the  other,  with  their  surfaces  separated  a  short  distance 


Wiedemana's  Electricitiit."  Vol.  II,  p.  5. 

t  Since  these  experiments  were  made,  a  considerable  amount  of  work  has  been  done  in 
determining  the  ina ulation  resistance  of  vsriona  kinds  of  oil,  psrtlcttlarty  for  the  very  biyh 
electromotive  forces  used  in  altirnatr  cnrrert  trnnsniivhioii, 

;  I  did  not  Iraru  of  Keinhold  and  Kucker  »  retiuUs  on  the  electrical  rcsrstauce  oi  ihin  soap 
filnu  oatn  some  time  after  this  work  had  been  completed.  (*ee  also  root*iioleon  finat  page.) 
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by  pieces  of  thin  sheet  rubber  or  mica.*  At  first  the  capillary  attraction  be- 
tween the  plates  was  relied  upon  to  keep  the  fihn  of  oil  \i ti if ormly  spread 
betwet'ii  the  two  adjacent  surfaces  but  this  being  foun  ]  s  onu  times  unreliable, 
the  two  plates  were  immersed  in  a  sheet-iron  tank,  filled  with  the  oil  under 
e^»eriinent  to  a  height  just  aboire  the  surface  of  the  under  plate  (see  Fig.  /). 
In  order  to  avoid  any  danger  of  idr  bubbles  in  the  film  of  oil  between  the 
plates,  the  tipper  plate  was  removed  before  beginning  each  series  of  experi- 
ments, and  the  oil  heated  to  a  temperature  tA  about  50^  C.  The  pieces  M  insu- 
lating material  were  then  placed  in  position  and  the  upper  plate  let  down  upon 
the  lower  one,  care  being  taken  to  make  the  edges  of  the  two  plates  exactly 


Fig.  4, 

coincide.  To  drive  out  the  bubbles  of  air  which  might  cling  tolthe  surface  of 
the  upper  plate  when  it  was  let  down,  the  two  plates  were  brought  together 
with  a  quick,  hinge-like  motion.   The  plates  and  the  tank  of  oil  were  then 
allowed  to  cool  to  the  temperature  of  the  room  hcfore  bej^inning  the  measure- 
ments.   The  temperature  was  observed  by  means  of  two  thermometers,  one, 

"  *  A  iiu  Uu  .l  vei  y  similar  to  this  in  principle  has  since  been  used  by  Thr«)fall  for  obUin- 
ingthc  resistance  ola  thin  film  of  sulphur. -/%«/.  Mag.  3»,  45a  iisn^). 
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7*.  itnmened  in  the  oil  of  the  tank,  the  other,  immened  in  oil  contained  in 
the  CBvifey  of  the  upper  aurfece  plcte.  The  resistance  of  the  film  of  oil  be- 
tween the  two  plates  was  meafmrerl  by  comparing  it  with  a  250,000-ohni  box, 
by  the  niethod  of  deflections.  The  arrangement  of  the  circuit  is  shown  in 
/*Xf .  /i  where 

(7  !•«  Thompson  galvanometer  of  6,000  ohnu  ledatanoe. 

it  a  aso^ooo'ohm  box. 
T^is  the  tank  containing  the  two  mirfaoe  plates,  /land     arranged  as  before 

described. 

K  i=!  a  three-way  key  for  changing  from  the  circuit  through  HXa  the  circuit 
through  /,  and 

if?  is  a  reverse  key  for  reversing  the  cnrrent  in  the  battery  drcnit. 

.^isa  drant  in  the  galvanometer  circuit 

G  be  the  resistance  of  the  galvanometer ;  R  the  resistance  of  the  box  ; 
Q  the  resistance  of  the  oil  film  ;  f  <  the  resi'^tnnce  of  the  hattpry  and  rest  of  the 
circuit  (which  may  be  uegleeied  in  comparison  with  either  Q  qx  R\  \  .S",  and 
iSji  the  shunts  used  respectively  with  R  and  Q ;  the  deflection  of  the  gal- 
vanometer when  is  in  circuit,  and  the  deflection  when  (?  is  in  circuit. 
Then  if    <utd  <f ,  are  not  greatly  diftrent,  it  has  been  proven 

R  ■\-  G  ■\-  B  ^  dj.  .  y. 

Q  +  G-^S      rft     G  +  S^  ^  ' 

St 

or,  since  G  is  alwaya  very  small  in  comparison  with  and  B  may  be  ne< 
glecttd,  we  have 

The  resbtance  Q  is  made  np  of  two  factors:  one  the  resistance  of  the  oil 
film  itself ;  the  other  the  resistance  of  the  insulating  pieces  which  are  used  to 
separate  the  two  plates.  It  has  been  found  by  direct  experiment  that  the  re- 
sistance of  these  pieces  is  so  high  that  the  measured  resistance  Q  may  be  con- 
sidered as  produced  by  the  oil  film  atone.* 

In  order  to  determine  whether  variation  in  the  current  strength  produced 
any  %-ariation  in  the  resistance  of  the  oil  film,  each  film  was  tested  with  four 
currents,  ».  e.: 

(1)  That  produced  by  one  Leclanchd  element,     E.M.F.  about  1*4  volts. 

(2)  Two  Leclanch^  elements  in  series,  B.M.F.    *'  2*8 
(5)  Three  bichromate  elements  in  series,  B  M.P.   **  5'5 
(4^  Twelve  cells  of  storage  battery  in  series,         E.M.P.    **    25  " 
The  results  are  given  in  the  tables  which  follow.    As  far  as  could  l)e  de'er- 

niined,  there  was  no  systematic  difference  corresponding  to  the  differences  in 
electromotive  forces  in  the  circuit. 

When  tiie  thickness  of  the  oil  film  was  less  than  0*01  inch  some  trouble 
waa  eacperienced  from  a  gradual  change  in  resistance,  seemingly  due  to  polar- 
iaation  of  the  oil  film.  Thus,  with  a  film  o'oi  inch  in  thickness,  with  three 


t4 
(t 


*  The  spcciflc  resistance  or  sheet  rubber  is  nearly  half  a  fnillion  times  greater  than  lb«t 
fouo<l  for  the  oil  under  test,  aud  the  resistance  of  parafllne  is  even  greater. 
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bichromate  cells  in  series,  and  a  -f^  ahunt  in  the  g^vanometer  circnit,  suc- 
cessive readings  at  iiitervals  of  one  minute  ^mve 

Deflection  right— 368,  367-5,  367,  366-5,  366,  365-5,  364-5.  363*5.  363.  etc. 

Deflectiou  left  v  battery  reversed)— 135, 136-5;  after  considerableinterval— 137 

Deflection  right— 369,  36.S  5,  368,  368-5,  etc. 

To  prove  that  this  wss  notdne  to  any  change  ia  the  battery  current,  J?  was 
brought  into  circuit  The  deflection  both  right  and  l^t  remained  perfectly 
steady  for  many  minutes. 

As  the  fall  was  very  slow  (only  M  div.,  or  less  than  ^  per  cent,  of  the 

whole  deflection  in  a  minnte),  only  a  very  small  error  will  be  committed  if  the 
deflection  is  taken  as  soon  as  the  oscillation  of  the  needle  due  to  closing  the 
key  K  (which,  as  the  needle  is  strongly  damped  takes  place  at  the  end  of  the 
second  or  third  swing,  or  in  from  twenty  to  thirty  seconds),  has  ceased.  It  is 
hardly  necessary  to  add  that  in  determining  and  the  usual  precaution  of 
reversing  the  battery  current  at  each  observation,  and  taking  the  mean  of  the 
two  successive  deflections  (right  and  left)  was  always  adopted.  At  frequent  inter- 
vals the  galvanometer  circuit  was  also  tested  by  reversal,  to  be  sure  that  there 
were  no  errors  introduced  by  thermal  efTects. 

In  the  case  ultimately  under  consideration  ( that  of  measuring  the  resistance 
of  a  film  of  oil  between  the  moving  surface  of  a  shaft  and  the  journal  box), 
polarisation  would  of  course  be  prevented  by  a  constant  movement  of  tiie  layer 
of  oil 

OBTBRMINATION  OP  SPECIFIC  R8STSTANCB. 

In  order  to  obtain  the  specific  resistance  from  the  measurements  of  Q  we 
must  also  know : 

^(i)  The  area  of  the  conducting  film.  This  will  be,  of  course,  the  area  of 
the  plates,  less  the  area  of  the  supporting  pieoes»  which  was  always  0*5  square 

inch. 

(2)  The  thickness  of  the  film.  The  thickness  of  the  film  was  determined 
by  the  measurement  of  the  thickness  of  the  separating  pieces.  These  pieces 
were  measured  very  carefully  by  a  Betts  measuring  machine,  reading  too  0001 
inch.  This  measurement,  however,  might  not  always  give  the  true  average  thick- 
ness of  the  film  of  oil  for  these  reasons : 

(a)  Because  of  the  compression  of  the  pieces  when  in  use  by  the  weight  of 
the  upper  surface  plate,  a  compression  which  is  increased  by  the  preliminary 
heating  and  subse(|uent  contraction  of  the  oil  aiul  ])lates,  the  contraction  of 
the  oil  film  draw  ing  the  plates  together  and  compressing  the  sei>aratint;  pieces 
iti  some  instances  by  as  nnich  as  ooi  iuch,  as  determined  by  measuieuient 
of  the  pieces  before  and  after  using.  To  avoid  this  error  the  measurements 
taken  were  always  those  which  were  made  after  the  pieces  had  been  used. 

{b)  Because  of  inequalities  in  the  thickness  of  the  difi^erent  pieces.  The 
error  due  to  this  cause  is  very  small,  as  care  was  always  taken  to  select  pieces 
which  were  originally  of  as  nearly  the  same  thickness  as  possible.  The 
difTereuces  foutid  on  the  measnring  machine  never  amonntt-tl  to  more  than  2 
per  cent.,  and  were  geiierall\'  nmch  less  Hence  the  average  of  the  pieces 
could  be  taken  aa  representing  the  average  thickness  of  the  oil  film, 

ic)  Because  of  the  deflectiou  of  the  plates  between  the  points  of  support 
This  deflection,  although  exceedingly  small,  cannot  be  considered  as  negli- 
gible when  compared  to  the  thickness  of  the  very  thinnest  of  these  films,  i,  e*, 
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about  0*005  inch.  To  prevent  this  eiTect  as  far  as  possible,  the  stipporting  pieces 
were  so  placed  that  their  distance  from  the  center  lines  of  the  plates 

/ 

where  /  is  the  distance  acros-?  the  plate  at  right  angles  to  the  centi-r  lines. 

\d)  Because  of  iiie(|ualities  in  the  surfaces  themselves.  Though  the  two 
surfaces  are,  in  general,  accurately  plane,  nevertheless,  when  considered  in 
detail,  they  consist  of  a  number  of  points  which  can  readily  be  seen  and  dis- 
tinguished by  rubbing  the  plates  together  for  a  short  time,  until  the  points  of 
contact  beconie  hrij:^ht  and  polislierl.  Between  these  points  are  shallow  cavi- 
ties, due  to  the  scrajtiii^  The  error  due  to  this  cause  is  of  contrary  sig'n  to 
those  due  to  (a)  and  (t  j  ;  and  iti.  elFect  will  be  particularly  considered  later. 

If  A  denotes  the  effective  area  of  the  oil  film,  a  its  thickness,  and  Q%  the 
measured  resistance  at  the  temperature  Z*',  we  have  for  the  specific  resistance 
r  C.  G.  S.  units)  rt  at  this  temperature,  if  A  and  a  are  expressed  in  inches : 

=  2  54  Qr,  ^  (3) 

For  the  Specific  resistance  at  0°,  or  at  any  standard  temperature, /q.  we 

have  ; 

»««»34et  (4) 

wherey(/ — is  the  temperature  coefficient  of  the  oil. 

To  determine  this  function,  the  oil  in  the  tank  was  heated  to  an  initial 

temperature  of  about  1 15°C.,  and  then,  after  the  whole  had  hepin  to  cool  uni- 
^     fornily ,  a  series  of  simultaneous  readinp^s  of  temperature  and  resi*-lance  were 
^     taken  while  the  oil  and  plates  were  cooling.    As  before,  two  thermometers 
were  always  used,  one  immersed  in  tlie  oil-tank,  and  the  other  placed  in  a 
cavity  filled  with  water  in  the  upper  snrface^plate.    The  oil  was  kept 
thoroughly  stirred,  and  the  mean  of  the  two  readings,  which  (except  for  the 
i      higher  temperature,  while  the  plates  were  cooling  rapidly)  dilTered  by  only  a 
slij.;lit  anK)unt.  taken  as  representing  the  temperature  of  the  oil  film.  For 
convenience,  these  measurements  were  made  on  the  thinnest  oil  film  used 
(thickness,  about  0*005  inch),  but  there  is  no  reason  to  suppose  that  the  results 
would  have  been  different  for  any  of  the  other  films. 

DIMENSIONS  01  APPARATUS. 

The  size  of  the  surface-plates,  as  measured  by  a  Brown  8c  Sharp  vernier 
caliper  was  4*45  by  5*95  inches.  The  total  area  of  the  plates  was  therefore 
36 '5  square  indies.  The  insulating  .pieces  were  always  cut  of  such  size  that 
their  combined  area  was,  as  already  stated,  0*5  square  inch.  The  area  of 
the  oil  film  was  therrfore  26  square  inches.  The  films  tested  were  of  four 
diflferent  thicknesses,  as  follows  : 

Series  A. — The  insxilating  material  was  sheet  rubber.    Three  pieces  were 


used,  of  the  following  thicknesses  : 

Inch. 

No.  I,  Average  of  six  measurementa  gave.   o*ot8aa 

Ko.f,  "  '*  "   0-OI79© 

No.  3,  "   0-01817 

Average  thlckncs*  of  three  piece*  i    average  ttilekacM  of  oU  film) .  .  o'oiSij 
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Sirrwy  The  iimil«rtng  nuterbl  was  «lie«t  nibber.  Four  pieces  were 
vwd,  of  the  foUowtt^  thicluM 

No.  t.  McMiof  fix  fdltacigaw  00601 

No.  a,    -       «•  "       "   0  0613 

-      "  "       •*   O'o6o» 

K«u4.  *•  "   '  o'«6i5 

4vet»ce  tkideiMM  of  picocs  <  *  avenge  tUckocM  of  61m)   0-0606 


•A 


»•*  40'  «0*  to' 

Fig.  5. 

Series  C. — The  insulating  material  was  paraffined  paper.  Poar  pieces  were 
used,  of  the^following  thicknesses  : 

Inch. 

Ko.  t,  lleaa  of  •Uceettincs'gave  0-01019 

r  o. »,    «  "  0  01017 

No. »,    ••      "        "   e-01030 

No.  4.     "       *'  "       *■  OOIOI7 

Average  thlekncas  of  frfcceti  ( —  everagre  thtcknenof  oU  film) ......  o'oicai 

.S(  rics  D. — The  insulating  material  was  ])araffined  paper.  Four  pieces  were 
used,  but  unfortunately  they  were  accidentally  destroyed  before  they  were 
measured  on  the  fietl's  measuring  machine.  They  had  been  measured  by  a 
micfometer  caliper  before  being  used,  and  the  thickness  so  obtained,  whidi 
was  0*0075  inch,  is  probably  correct  within  2  or  3  per  cent. 

Series  E.— Combined  obset~  at  ions  for  Specific  resistance  and  temperature 
coefficieui.  The  material  u$;c<l  in  this  case  was.psrafiined  paper.  Ponr  pieces 
were  used  of  the  following  thicknesses : 
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Inch. 

No.  I.  llain  offllz  •cttlng*  gave  •'0046 

No.  J.     "     "         •«         »*     0-00403 

No.  3.     **     **   *'  "   0  00467 

No.  4.     "         '*     "         *•    0*00461 


Avenge  thlekneia  of  pieces  (  —  evcnge  thfckncM  of  oil  film) .  .  .  o-oo46a 


The  results  of  the  measurements  with  these  different  thicknesses,  and  with 
the  Vfttying  strength  of  battery  cnrrent,  are  given  in  the  following  tables, 
lo  order  to  reduce  the  obienred  resistances  at  diderent  teiaperatures  to  a 

standard  temperature,  it  is  necessary  to  first  determine  tba  temperature  coeffi* 
cient  from  the  observations  of  Series  Iv  For  this  pttrpose  these  observations 
were  first  plotted  \  f^ii^.  $)  and  by  the  aid  '>f  n  flexible  steel  strip  a  smooth 
curve  was  drawn,  which  represented  most  t  lonely  the  experimental  results. 
To  represent  this  curve  euipirirally  an  ec^ualiun  of  the  usual  series  forui,  1.  e., 

Qt = i2a  [I  +    (/  -  4)  4-  A,  it  -  4)»  +  ^,  (/  -  t^n  U) 

was  chosen,  three  terms  being  judged  sufficient  to  represent  the  results  over 
the  range  of  temperature  observed  u^o"  tf>  i  -°  C  ).  In  order  to  determine  the 
values  of  (7,,  A.,  and  A.,  the  theoreiicaily  best  method  is  to  form  a 
series  of  observation  equations  by  substituting  in  (5)  the  observed  values  of 
Qt  and  /,  and  deduce  from  them  four  normal  equations  by  the  method  of  Least 
Squares.  But  in  this  case  the  observed  points  fell  so  nearly  on  the  smooth 
trial  curve  that  it  was  judged  sufficient  to  determine  the  values  of  these  con- 
stants directly  from  four  carefnlly  selected  points  on  the  trial  curve.  The 
points  so  selected  were  those  corresponding  to  the  four  temperatures  of  21.°, 
30  .  50"^  and  So'\  The  temperature  selected  as  standard  for  these  experiments 
was  20^^,  as  being  about  the  mean  temperature  of  all  the  series  taken,  and  as 
therefore  involving  the  least  chance  of  error  in  the  reductions  of  the  obser- 
vations to  this  temperature.  The  value  of  is  therefore  at  once  determined. 
From  inspection  of  the  trial  curve  it  was  found  to  be 

Q    =318  megohms. 

This  value  agrees  almost  exactly  with  that  afterward  found  in  reducing 
Series  E.  (see  Table  V). 

For  the  other  points  we  find 

1^300=  3'i8  (i  +  lo /^l  +   100  ^2 -h  1000 

(?3oo=  3"i8  (»  -h  30^!  •+-  900^2+  27000^,) 
^^=318  ( I  4- 60 /I I  -h  3600 +  216000^,) 

The  values  of  A^,  A^  and  W„  determined  from  these  equations  are,  respect- 
ively : 

A I  =  —  0*038 

.rfa  =a  -f-  0*0006X 
^,  =  —  0*0000037 

Squation  (5)  thus  becomes 

s  3*i8  [t    0-038  (/  —  2o*)  -i  0-00061  (/  —  ao**)*  —  0*0000037  (/  —  ao*)"] 

(6) 

The  curve  represented  by  this  equation  between  /  s  15°  and  /  8  c.  is 
plotted  in  Fig,  5.  By  inspection  it  will  be  seen  that  it  represents  the  results 
of  experiment  very  well ;  probably  almost  if  not  quite  as  well  as  it  would  had 
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the  v.ilues  A^,  A 2.  ami  (?„  all  beeii  (leteriniiied  hy  the  throretir  v  fiiore 
precise,  but  far  more  laborious  process  of  Least  S<juarcs.  Itideed  m  ihis  case 
the  amount  of  labor  involved  i^as  in  many  others  where  the  Least  Square  pro- 
cess is  commonly  employed),  would  have  been  vastly  disproportionate  to  the 
results  achieved,  and  was  therefcire  unwarranted  hy  the  accuracy  of  the 
observations  themselves. 

Between  the  points  /  =  15*^  and  /  =^  25"  (between  which  all  the  observations 
of  the  first  four  ';eriLS  lie":  the  ctirve  corresponds  ahnost  exactlv  to  a  straicrht 
line,  and  can,  therefore,  be  represented  by  a  sinij>ler  expression  of  the  lorni, 

(9o=  (7^(1  -  3 /)  (7> 

The  mean  value  of  J  between  these  Um.it»,  as  determined  from  the  tangent 
to  the  curve  at  the  point  /  =^  20°,  is 

.  8  =  00343 

The  temperature  coefficient  of  the  oil  is  represented  hy  the  expreasioo  in 
the  parenthesis  of  (6),  or 

/  ( /  —  20*)  —  1  —  0*038  (/ — ao»)  +  o'ooo6t  (/  —  ao*)* — 0*0000037  »o*)*  <  *  • 
or  between  15**  and  95^  by  the  simpler  expression  from  (7), 

A  (/  —  »•)  =  I  —00343  —  atf*)  (9) 
By  the  aid  of  (9)  the  observations  in  the  five  tables  have  been  reduced  to 
the  chosen  standard  temperature  of  20""  C.»  and  the  means  taken  as  represent- 
in..;  the  jnean  rcststniicc  of  the  five  films  at  20**  C.  As  before  stated,  three, 
and.  HI  some  cases,  four  sots  of  tneasnreinents  were  made  in  each  scries,  with 
different  strengths  of  battery  current,  it  will  a'.so  be  noted  from  the  remarks 
that  the  platoi  were  separated  and  the  insulating  pieces  readjusted  several 
times  during  each  set  of  measurements^  that  the  conditions  of  experiment 
were  varied  in  many  other  ways  (such  as  applying  and  then  removing  pressure 
fro-n  the  top  plate,  heat i ml:  aiiil  coolinj^  tlie  plates  when  in  position,  vnrvin;» 
the  number  of  supi>orting  pieces  Ijetwt  en  tiie  plates  »-tc.  f,  and  tliat  each  series 
extended  over  two  or  three  days.  Under  these  circumstances,  and  considering 
also  the  number  of  observations,  it  may  be  fairly  considered,  I  think,  that  in 
the  mean  the  accidental  errors  of  experiment  have  been  eliminated.  For  the 
same  reas  >ns  the  probable  errors  deduced  from  eachset  may  be  taken  as  fairly 
rejiresv  iiting  the  accuracy  of  the  results  attained.  None  of  the  oh?5ervations 
have  been  omitted  save  the  first  two  in  Series  B,  which  were  obviously  consid- 
er-ibly  in  error  (probably  suflicient  time  was  nut  given  the  plates  to  cool  down 
after  ttic  first  setting,  as  it  will  be  noticed  that  the  resistance  rose  to  a  value 
very  near  the  mean  after  standing  for  sometime  undisturbed*'),  and  one  in 
series  C,  where  the  temperature  was  uncertain,  having  been  taken  too  soon 
after  lie  itin;.;  There  an*  several  that  might  have  been  rejected  on  Chauve- 
net  s  criterion  and  the  apparent  accuracy  thereby  considerably  increased,  but 
such  an  arbitrary  treatment  of  the  results  of  physical  measurement,  on 
purely  mathematical  grounds,  and  where  there  has  been  no  apparent  cause  of 
.suspicion  registered  at  the  time  of  making  these  particular  observations,  has 
always  seemeil  to  me  a  very  dangerous  and  unwarranted  proceeding.* 

*  I  have  since  bad  no  reason  to  change  thia  opinion  so  flir  a*  reduction  or  one's  own  ob- 

setvatiotis  are  concerned  When  it  is  n  q  irstion  of  combioin^  a  larffc  number  of  ohscr 
valious  liy  tli.Tcrcut  observera,  as  is  aeccsstry  in  Coast  Survey  work,  the  ca^  is  somewhat 
diflerent. 
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An  inspection  of  these  probable  errors  'sec  Table  VI)  show*;,  as  might 
have  been  expected,  that  the  accuracy  of  the  determination  decreases  with 
the  thickness  of  the  him  of  oil.  The  error  in  the  case  of  the  thick  fiim 
(Series  B)  is  less  than  one-tenth  of  t  per  cent,  while  the  largest  error  in  the 
case  of  the  two  thin  films  is  only  one*half  of  i  percent.,  a  degree  of  accuracy 
considerably  greater  than  is  necessary  for  the  paqKue  for  whidi  these  observa- 
tions were  originally  made. 

TABUK  VI. 


A 
C 
D 
9 


lde«a  Resivtatice 


33  63s  *  -oso 

10  63  ii  'OJO 

6*S(  ±  '039 
4-98  X  'o>6 
318 


firror  in  Per 

CKDt. 


ThickncH. 


•bout  '€05  t 


Incli. 
0*0606 
o'OiSt  + 
o'oioa  + 
o'0075(?) 
o^6a  — 


Specific  Rc«i»t< 
oneo  at  30^. 


Mcgotiwopercc. 

38700 
44900 
43*00 
43400 


t  A9  judged  from  the  dlverfCBoe  of  the  oTiservstlottS  tnm  a  smooth  cnnre. 


.J' 


Fig.  6, 


Fig.  7. 


When  we  calculate  the  specific  resistance  from  these  results,  we  find  an 

intercut! njT  result,  viz.:  that  the  specific  resistance  increases  regularly  as  the 
thickness  of  the  film  decreases.  This  is  shown  in  Table  VX,  and  better  in 
Figs.  6  and  7. 

In  Fig,  6  the  means  of  the  diflferent  series  are  plotted  as  a  function  of  the 
thickneis,  and  in  the  second  the  absolute  specific  resistance  calculated  from 
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these  first  results  are  plotted  iu  the  same  way.  With  the  excepUoa  of  the  one 
remit  from  SeriM  C,  the  points  all  lie  on  «  smooth  conre,  which,  in  the  first 
case,  passes  thtotigh  the  origin,  and,  in  the  second,  appears  to  be  assrmtotic  to 

the  two  axes  of  aiul  a.  The  variation  is  of  too  r^rular  a  character  to  be 
acc'denliil.  T  had,  in<lee(l,  anticipated  that  such  a  result  might  be  obtained 
before  l>f><iiming  the  L-xi>erinienlal  work,  and  it  was  for  that  reason  that  I 
chose  to  work  on  filuis  as  thiu  as  I  could  couvcuiciiiiy  obtain,  rather  than  on 
the  oil  in  mass.  A  change  in  specific  resistance  is  what  we  might  expect 
with  decrease  of  thickness,  because  of  the  effect  of  one  surface  upon  the 
other,  particularly  when  the  thickness  of  the  film  approaches  the  range  of 
molecular  attractions.  No  sucli  limit  has  yet  been  reached  here,  yet  it  would 
seetn  that  such  an  etTect  is  beginnini^  to  be  (elt.  It  is  possible  that  these 
results  may  be  explained  by  considering  that  the  effective  thickness  of  the  oil 
filnris  greater  tlian  the  thickness  of  the  supporting  pieces  on  account  of 'the 
cavities  due  to  the  scrainng  oi  the  plates,  although  such  an  elfect  is  directly 
opposed  to  the  eflfect  of  causes  {a)  and  (c)  both  of  which  tend  to  decrease 
the  thickness  of  the  iihn.  In  order  to  determine  whether  this  explana- 
tion is  surticient  to  account  for  the  differences  I  have  observed,  I  have  as- 
sumed that  the  effective  thickness  of  each  film  is  a  J  Xy  where  x  is  the  mean 
correction  required  to  the  measured  thickness  a,  on  account  of  the  cavities 
in  the  plates.  To  determine  .r  wc  tak(  the  two  extreme  values  of  (>o  given 
in  Table  VI,  and  equate  the  values  of     obtained  from  them.   This  gives  us 

Series  B.  Series  K 

.VV635      _        3' 18 


0  0608  H-  X     o'co462  -f  X 

Whence 

X  ^  0  00124.* 

Pot  the  corrected  thickness  and  q»ecific  resistance  we  then  obtain  : 

CorrrcU  il 

Corrected  Specific  ResisUncc, 

SerivH.                  Thicknesii.  Kcgohms  p«r  cc.  ^. 

lucli. 

B                            0*06105  3575B  0 

A                                  t-'.)l93S  36^00                                   +  4_<iO 

C                            001145  39400 

D                            0*0(.87S  37500  +1750 

R                            O'OOfiHr  3S7SO  0 

From  this  table  it  will  be  seen  that  while  the  first  and  lastresnltoare  recon- 
ciled by  tbis  assumption,  all  the  others  are  still  large,  and  what  is  more,  the 

divergence  is  systematic  and  symmetrical.    If  the  differences  were  fully 

accounted  for  hy  the  ass!ime<l  correction  r  to  the  thickness,  the  positive  and 
negative  ditlerences  from  the  mean  ottght  to  li  ive  heen  irrei^nilarly  distributed.* 
The  most  conclusive  way,  however,  oi  determining  whether  thisexplana- 


*  A  further  objection  to  this  method  of  explalnlDK  the  observed  vnrtatlon  In  tr,  ts  tite 

l  iTvr  '.  line  -  .r  t  iu«  r^'-nry.  According  to  Feytjoltls  (seep.  1^4  of  pnper already  r<  fcrrci!  f  ''" 
the  irregularities  in  a  well-scraped  surface  ought  not  to  be  greater  than  coooi  inch,  and 
the  tnaximum  correction,  therefore  f supposing  the  hollows  in  the  two  plates  to  allcolBC 
opposite  each  other  '  .  uiiL^hi  not  t  1  more  than  o^oooi  inch,  at  the  nuist— only  onc>sixt]i 
that  which  it  is  found  ncce&sary  to  assume. 
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tion  is  the  true  one  or  not,  is  to  use  two  surfaces  which  have  been  ground  to- 
gether after  scraping,  80  as  to  obtain  two  perfectly  smooth  as  well  as  Irue  sur- 
faces. Unfortunately.  I  was  not  able  to  do  this,  because  the  plates  WM'e  tbc 
property  of  the  Mechanical  Department.  As  soon  as  possible  I  intend  to  make 

a  pair  of  plates  for  myself,  and  repeat  the  experitnent.* 

In  conclusion,  I  wish  to  express  my  thanks  to  Professor  Thomas  for  the  use 
of  his  instruments  and  laboratory,  and  to  Professor  Robinson  for  the  loan  of 
tbe  surface  plates. 

Physical  Laboratorv,  Ohio  State  Univbrsity, 

CouTKBDS,  December,  1888. 


NOTES  AND  COMMENTS. 


A  NEW  DEPARTURE  TN  THE  TESTING  OF  METALS. 

In  a  circnhir  anno\inciri^  tlie  openinj^  of  testings  laboratories  in  Boston, 
Mr.  Albert  Sauveur  gives  much  prominence  to  the  microscopical  examination 
of  metals.  It  is  the  fizBt  pnbllc  laboratory  thoroughly  equipped  to  carry  <m  * 
this  new  and  promising  method  of  testing,  and.  as  the  subject  is  at  present 
receiving  much  attention  in  the  metalluigical  world,  Mr.  Sauveur*8  statements 
are  of  interest  tM  \hv  reader.    He  expresses  himse'f  as  follow?? ; 

Tliis  new  science,  which  has  been  called  "microscopic  metallography," 
has  made  remarkable  progress  in  recent  years,  and  it  is  confidently  lx:lieved 
that  those  metallurgists  who  have  kept  in  touch  with  its  developments  will 
admit  that  it  is  destined  eventually  to  stand  side  by  side  with  the  chemical 
analysis  of  metals  in  imjxirtance  and  usefulness.  The  two  methods  of  testing 
will  complement  each  other.  Cnncerntni(  that  al! -important  factor,  the  heat 
treatment,  which  contributes  so  powerfully  to  the  linal  properties  of  the  metal, 
chemical  analysis  can  tell  us  nothing.  This  is  the  domain  which  belongs  to 
the  microscope,  and  in  which  its  usefulness  will  become  more  and  more 
appreciated. 

It  must  be  borne  in  mind  that  the  physical  properties  of  a  sound  piece  of 
steel  depend  exchistvelv  npon  its  chemical  composition  and  upon  its  structure, 
and  that  the  structure  itself  is  the  resultant  of  two  factors — the  composition 

*  Wheo  I  spoke  oi'  these  results  to  Professor  Micbelton,  about  a  year  after  they  bad  been 
obtained,  he  told  me  that  he  had  found  a  similar  remit  In  the  case  of  gold  or  silver  films  (T 

have  forgotten  which),  i.  e.,  that  llu-  specific  resi.staiu  r  of  tlu-  itirta;,  ;i>  h  tr  rtnined  from 
tbCK  thin  films,  was  verymucb  higher  thao  tbe  value  obtaiucd  from  wires  or  strips.  This 
strentrthencd  my  belief  still  further  fn  the  reality  of  the  observed  change.  Still  further 
evidence  in  this  dircciioii  li.'i->  Ix.en  afforded  by  tho  re. tut  icsulls  of  Reiulio'.i!  aiKl  Ri;.  kcr- 
00  the  electrical  resistance  of  soap  films.  In  tbcir  first  work  on  this  subject,  these  authors 
found  <see  PMl  Tnina.,  t88),  Seetlon  A)  thatin  ftoap  films  made  from  a  aolntioncontaininjf  3 
per  cent  of  K  NO,  in  solution .  tlic  specific  resistance  "is  tlic  ^  an<.-  wh-  thcr  the  Tirpiirt  be  exam* 
ined  in  bulk  or  in  the  form  of  a  film  42  /a/a  (o-  inch  000000$)  in  thickness."  But  more  re- 
cently {Proc.  Royal  80c.,  Vol.  S3f  P-  394).they  have  found  that  when  the  saltisomltted  from  tte 
solution,  the  specific  resistance  ch an ;^es  with  change  in  thicknc-f;  nUhouRh  inthiaCBSe 
it  diminishes,/,  t.,  the  electrical  conductivity  increaiiea  as  the  film  grows  tbiuncr. 
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and  the  treatment  which  the  metal  has  undergone.  It  is,  therefore,  of  as 
mnch  importance  to  know  what  the  structure  of  the  metal  is  as  to  know  irhat 
its  chemical  composition  ts»  in  order  to  arrive  at  accurate  condiudons  rc;gard- 
ing  its  quality,  provided  we  can  interpret  the  appeaiance  of  tlie  stmcture  intel- 
ligently. T!ie  microscope  gives  us  a  means,  moreover,  of  ascertaining  in  most 
cases  what  the  past  lieat  treatment  of  the  met.il  lias  been.  The  m^crostruc- 
ture  of  steel  is  extremely  sensitive  to  slight  changes  of  heat  treatment.  To 
eadi  temperature  corresponds  a  certain  structure  which  has  its  own  physical 
properties'in  other  words,  if  a  piece  of  steel  is  heat^  to  a  temperature 
ittghtly  different  from  that  of  its  previous  treatment,  it  assumes  a  different 
atructtirc.  and  it??  physical  properties  are  conseqneiitly  altered.  ! 

Attention  has  l>een  calleil  qttitc  recently  to  the  fact  that  whf/ti  steel  con- 
tains about  0  90  per  cent,  of  carbon  and  practically  no  other  impurities,  its 
ttructure  is  made  up  of  a  angle  constituent  (pearly :e),  whereas  with  le  s 
carbon,  or  when  more  highly  carburetted,  the  structure  is  composed  of  two 
constituents  (pearlyte  and  ferrite  in  the  one  case,  pearlyte  and  cementite  in 
the  other).  This  point,  which  has  been  called  the  "saturation  point"  of 
steel,  is  an  important  one.  The  structure  of  the  metal  is  here  more  homo-  j 
geaeous  than  it  is  for  any  other  degree  of  carburiiiation.  It  is  found,  how- 
ever, that  the  presence  of  impurities  exertsagieat  influeiMe  upon  the  position 
of  the  saturation  point— that  is^  upon  the  amount  of  carbon  necessary  to  satu*  | 
rate  the  steel.  When,  for  instance,  about  i  per  cent,  of  manganese  is  preaent,  1 
o*8o  per  cent,  of  carbon,  or  even  less,  is  sufficient  to  produce  the  structural 
saturation.  It  is  probably  true  that  all  impurities  lower  the  saturation  point, 
but  in  a  very  different  degree.  A  steel  made  up  of  a  single  microscopical 
constituent  (although  a  binary  one)  must  for  certain  purposes  present  serious 
advantages  over  other  grades  of  steel,  and  in  the  present  state  of  our  knowU 
edge  the  microscope  alone  can  tell  us  when  the  saturation  point  has  been 
reached.  As  further  experiments  throw  more  light  upon  the  properties  (and, 
it  is  t>elieved,  superiority)  of  saturated  steels^ information  regarding  the  exact 
saturation  point  of  steel  of  various  compositions  may  become  of  great  import*  1 
ance  and  be  frequently  sought. 

It  is  proposed  to  carry  on  two  distinct  classes  of  microscopic  tests.    Class  I 
will  include  microscopic  examinations  with  a  view  of  ascertaining:  the  ijeneral  ' 
character  of  the  stmcture.    The  report  will  give  a  de.scription  of  the  H])pear-  | 
ance  of  the  structure,  stating  the  absence  or  presence  of  blowholes,  slag, 
flaws  or  any  other  feature  of  an  abnormal  character,  giving  qualitative  infer-  ' 
mation  regarding  the  quality  of  the  metal  and  its  past  treatment— whether 
hardened,  tempered  or  annealed  ;  whether  cast  or  forged  ;  whether  finishedat  a  ' 
liij.,'!i  or  low  t<-inperatui c  :  u lu-t'icr  hot  worked  or  cold  worked  in  the  rase  of 
cold-drawn  or  coht  forged  uictiil  ;  whcllu-r  the  generally  detrimental  etfect  of 
cold  work  has  been  or  not  entirely  removed  by  a  subsequent  auuealing,  etc 

Cass  2  will  givea  very  complete  microscopical  test,  including  the  taking  of 

a  photomicrogifeph  of  the  microstnicture  of  the  metal  magnified  to  a  suitable 

dimension  (up  to  1,000 diameters),  and  planimeter  measurements  of  the  micro-  ! 

scopic  constituent^,  their  amounts  beini.'  stated  i?!  ]>erccntat;es  of  the  tot.d  area 

of  the  microscopic  field,  and  the  average  si*e  in  which  Ihey  occur  being  also 

given.    By  means  of  such  measurements  and  by  referring  to  the  structure  of  1 

standard  specimens,  information  is  derived  regarding  the  quaiity  and  past  | 

I 
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treatment  of  tl'.e  metal  of  a  somewhat  quantitative  character.  If  the  metal 
was  harflened.  the  position  of  the  qnenching  tetnpernture  with  rejj^ard  to  the 
critical  points  can  be  ascertained.  If  forced,  and  if  the  diuicasions  of  the 
piece  are  known,  the  temperature  at  which  it  was  finished  can  be  stated  quite 
dosdy.  If  the  last  treatment  was  a  re*heating  or  an  annealing,  followed  by 
slow  cooling,  the  temperature  at  which  such  operation  was  performed  can  be 
inferredfrom  the  microstmcture.  Where  pieces  of  iron  and  steel  have  failed  by 
rupture  or  in  any  other  way,  and  it  is  desired  to  test  them  microscopically,  the 
piece  itself  slumld  he  sent;  or,  if  too  bulky,  a  portion  from  the  vicinity  of  the 
fracture  atid  including,'  it,  togetlier  with  the  fulU"!t  po'^sible  particulars. 

Experiments  of  any  description  dealing  wiLii  Liie  heat  treatment  and 
physics  of  iron  and  ste^  will  be  undertaken  to  ascertain  how  the  structure 
and  phyaical  properties  of  a  certain  steel  are  affected  by  a  certain  treatment 
The  position  of  the  critical  points  of  any  steel  will  be  determined  with  great 
accuracy,  and  it  is  firmly  believed  that,  as  the  metallurgy  of  steel  becomes  a 
more  exact  science,  the  determination  of  the  temperatures  at  which  such  im- 
])ortant  changes  orc\tr  in  the  na'aire  of  the  metal  will  become  of  greater 
moment,  aud  will  be  frequently  needed.  Due  regard  to  the  critical  points 
during  the  treatment  which  steel  receives  in  tlie  process  of  manufacture  of 
the  finished  prodi^t  would,  no  doubt,  result  in  raising  its  quality  and  relia- 
bility. 


TIN  SCRAP. 

The  Iron  Age  conveys  the  information  that  there  is  a  Ter>-  large  and 
steady  export  movement  of  tin  scrap  from  the  Atlantic  coast  to  Burope.  The 
amount  of  tinplate  clippings  made  by  the  large  tinware  and  can-making  facto- 
ries of  the  country  is  very  consideral)!e.  Sonio  of  the  more  extensive  works 
in  this  line  put  out  frotn  y>  to  100  tons  of  .scrap  titi  inonlhlv.  This  material, 
in  tnost  instances,  is  sold  to  e.\porters  under  a  yearly  contract.  It  is  baled  at 
the  factory  and  shipped  to  Antwerp,  from  whence  it  is  sent  to  a  separating 
works  in  Holland,  where,  by  a  special  process,  the  tin  is  recovered  and  made 
into  pigs,  while  the  steel  scrap  is  sold  for  various  purpoees.  The  average 
value  of  the  tinplate  scrap,  in  bales,  ddivered  at  the  dock  in  New  York,  is 
about  I5  a  ton.  Some  of  the  smaller  tinware  factories,  which  have  no  facilities 
for  baling  their  scrap,  dispose  of  it  loose  to  the  manufacturers  of  sash  weights. 


THE  UQUBFACTION  OF  FLUORINE. 

lu  a  recent  impression  of  (Loudon)  Nature,  a  correspondent,  W.J.  P.,  has 
the  following  to  say  on  this  subject : 

Fluorine  was  prepared  for  the  first  time  in  1886  by  Prof.  Moissan,  as  a  pro- 
duct of  the  electrolysis  of  anhydrous  hydrogen  fluoride  contained  in  a  plati- 
num apparatus  provided  with  fluorspar  stoppers.  The  new  gas  was  at  once 
found  to  be  the  most  active  chemicnl  snb<;tanre  known,  ninny  elements  and 
organic  compounds,  such  as  arsenic,  antimony,  sulpluir,  iodine,  alcohol,  and 
turpentine,  immediately  and  spontaneously  bursting  into  dame  when  plunged 
into  an  atmosphere  of  fluorine*  On  mixing  the  gas  with  hydrogen,  even  in 
the  dark,  a  violent  detonation  immediately  occurs,  hydrogen  fluoride  being 
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produced.  The  violent  acttoti  of  fluorine  upon  nearly  all  substances  N^-ith 
which  it  is  brought  into  contact  obviously  renders  extremely  ditTicult  all 
experimental  work  involvings  the  use  of  the  free  element.  The  great  manipu- 
lative difficulties  necessarily  arising  whilst  dealing  with  the  gas  on  a  large 
scale  have,  however,  been  very  happily  surmcmntied  by  Fnrf.  MoiMan  and 
Prof.  Dewar»  who  recently  described  to  the  Chemical  Society  the  method  by 
which  they  have  succeeded  in  liquefying  fluorine,  and  determining  the  more 
important  properties  of  the  li(iui<l  substance  iPror.  Chcm.  S>h\,  Ko  vein  her  4, 
1897,  p.  175}.  It  seemed  likely  lliat  ihe  great  chemical  activity  of  lluoriuc 
might  so  tar  decrease  at  low  temperatures  as  to  allow  of  the  manipulation  of 
the  material  in  a  glass  vessel  cooled  in  liquid  air ;  this  was  found  to  be  the 
case. 

Tlie  fluorine  required  in  the  work  was  prepared  by  the  electrolysis  of 

anhvdrous  hvdrogen  fluoride;  this  Hqiiid,  beinj;  n.  non-comluctor,  was  mnde 
a  conductor  by  dissolving  in  it  potassium  fluoride.  The  lil>crated  lluorine 
was  treed  from  hydrogen  fluoride  by  being  passed  first  through  a  platinum 
worm  immersed  in  a  cooling  mixture  of  solid  caibon  dioxide  and  alcohol,  and 
subsequently  through  platinum  tubes  containing  dry  aodimn  fluoride.  The 
purified  gas  was  then  passed  down  a  vertical  platinum  tube  fused  to  the  neck 
of  a  thin  glass  bulb,  whic  h  served  as  the  collector,  and  an  exit  was  y)rovic1ed 
through  a  narrower  platinum  tube  contained  inside  the  first.  On  cooling  the 
apparatus  down  to  —183"  in  boiling  oxygen  whilst  the  fluorine  is  passing 
through,  no  liquefaction  occurs,  but,  on  reducing  the  pressure  under  which 
the  oxygen  is  boiling,  and  so  lowering  the  temperature  to— 185^,  the  fluorine 
condenses  in  the  glass  bulb  to  a  very  mobile  yellow  liquid  ;  on  reniovijig  the 
bulb  from  the  cooling  bath,  the  liqviid  fiuoriuf*  boils  vigorotisly.  other  experi- 
meuts  made  with  boiling  liquid  oxygen  and  litjuid  air  as  refrigerating  agents 
indicated  that  fluorine  boils  at  about  — 187°,  namely,  at  the  boiling  point  of 
liquid  argon ;  from  this  the  probable  critical  temperature  and  pressure  of 
fluorine  are  deduced  as  — 120°  and  40  atmospheres  respectively. 

At  lbr>e  low  temperattires  fluorine  is  without  action  on  glass,  and  does  not 
dis|)Iace  iodine  fr(/m  iodides  ;  silicon,  boron,  carbon,  ?5nlpln!r.  phosphorus  and 
reduced  iron,  all  of  which  spontaneously  ignite  wheii  brought  into  contact 
with  fluorine  at  ordinary'  temperatures,  do  not  inflame  if,  after  being  cooled 
in  liquid  oxygen,  they  are  plunged  into  an  atmosphere  of  fluorine.  Hjdto- 
gen  gas  itifiames  spontaneously,  with  considerable  evolution  of  light  and  heat, 
when  directt'd  on  t<«  tlic  surface  of  lirpiifl  fluorine  at  '  -190";  on  passing  fluorine 
on  t^)  s« ilidified  turjtentine  cooli- 1  b\  boiling  liquid  air,  a  series  of  c\])losions 
occurred,  resulting  in  the  destruction  of  the  apparatus.  It  thus  seems  lUat 
the  great  affinity  existing  between  h)  drogen  and  fluorine  is  not  overcome  at 
— 190**.  A  little  liquid  fluorine  falling  on  the  floor  instantly  inflames  the  wood. 
Fluorine  is  soluble  in  liquid  oxygen,  and  on  passing  in  the  gas  a  white  flocctt- 
Icnt  {irecipitati  is  formed,  whicli,  after  filtering  ofT,  deflagrates  violently  as 
the  tempjerature  ri.ses  ;  it  is  po>siMy  .i  hydrate  of  tiuorme. 

Determinations  made  by  floating  pieces  of  various  substances  iu  liquid 
fluorine  indicate  that  its  density  is  about  i'i4>  and  from  the  invisibility  of 
amber  immersed  in  the  liquid,  the  refractive  index  of  the  latter  would  seem 
to  be  higher  than  that  of  liquid  air  or  oxygen.  Liquid  fluorine  shows  no  mag- 
netic phenomena  when  placed  between  the  poles  of  a  powerful  electro-magnet ; 
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it  haA  a  bmalter  capillarity  coustaut  than  liquid  oxygen,  and  does  not  solidify 
at  —210°.  It  has  no  absorption  spectrum,  and  its  color  is  the  same  M  that  of 
the  gaseont  element. 


RT.KCTKIC1TY  ON  STEAM  ROADS. 

!n  i  recent  address  before  the  New  York  Railroad  Club,  Dr.  Hutchinson 
discusi.c(l  at  length  the  subject  of  the  application  of  electricity  to  the  opera- 
tion of  main  lines  of  railroad.  His  comments  were  decidedly  unfavorable, 
and  his  ooncloaion  waa  that  the  improvementi  made  during  the  past  fifteen 
yean  had  not  anhatantially  advanced  the  electric  motor  for  this  branch  of 
railway  service. 

While  it  is  doubtless  true  that  the  advocates  of  electricity  have  made 

extravagant  claims  for  the  electric  locomotive,  there  will  be  found  atnong 
progressive  railroad  engineers  tew  who  will  be  willing  to  endorse  bO  sweep- 
ing a  condemnation  of  the  third-rail  system  as  that  above  rclerred  to. 

W. 
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Encyciopcdie  des  Aide-Metnoire.    Librarie  Gauthier-Villars  et  Fils.  Paris: 
(Small  8vo.   Price  per  volume.  2.50  francs,  unbound;  3  francs,  bound.) 

Since  our  last  notice  of  this  condensed  series  of  technical  hand  Ijouks,  the 
following  additional  volumes  have  appeared.  As  previoubily  noticed,  each  of 
these  volumes  treats  of  a  special  subject,  and  is  substantially  complete  in 
itself : 

Hcnriet  {//.),  ancien  Kl^ve  dc  I'tcole  dc  Physique  et  de  Chimie  indus- 
trielles  de  la  Ville  de  Paiis,  Cbimiste  i  I'Observatoire  dc  Montsouris.  i-es 
gaz  de  I'atmosphere. 

Vallier  Chef  d'escadron  d'Artillerie,  Correspondant  de  I'lnstitut. 
Projectiles  de  campagne  de  si^ge  et  de  place.  Fus6e«. 

Le/tTifre  ( Juiit  fi).Vm{cssc\\x  \  I'Ecoledes  Sciences  eta  I'f.colcde  Medccinc 
de  Nantes.    Eclairage  aux  gaz,  aux  huiles,  aux  acides  gras. 

Zf^/^.— Accuroulateurs  ^lectriques. 

f.r/:-i'n  {Jit/un),  Professcur  .1  I  Kcole  des  Sciences  et  4  TKcole  de  Mede- 
cine  de  Nantes.    Eclairage  electrique. 

Main  ( K),  Ingenieur  des  Arts  et  Manufactures.  R^^titeur  a  T^cole  Cen- 
Crale.   Les  succ^an^  du  cbiflbn  en  papeterie. 

Fabry  {Ch.),  ancien  T  iTve  de  I'^xole  Polytechniquc,  Maitrc  de  confe- 
rences a  la  Facuhc  des  Sciences  de  Marseille.   Les  piles  dlectilques.  W. 
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Stamp  Milling  of  Gold  Ores,  By  T.  A.  Rickord,  Mining  Engineer  and 
Metallurgist,  Fellow  of  the  Geological  Society,  etc,  etc.  New  York : 
The  Scientific  Publishing  Company,   Cloth,  illnatratect,  price  $2.50,  1897. 

The  author,  whose  familiarity  with  the  subject  of  "Stamp  Milling."  is 
well  known  through  his  extensive  contributions  to  current  technical  journals, 
has  elaborated  into  the  form  of  the  present  work  a  series  of  articles  on  the 
subject  which  originally  appeared  in  the  Engineering  and  Mining  JourmU 
and  The  Mineral  Industry. 

The  work  embodies  the  results  of  the  author's  practical  work  and  obier?a> 
tion?;  of  the  methods  employed  in  the  principal  gold  mining  districts  of  the 
world,  aii<l  may  be  regarded  as  the  critical  expression  of  the  views  of  a  com- 
petent expert.  It  is  written  in  plain,  comprehensible  style,  and  with  the 
avoidance,  as  far  as  possible,  of  the  discussion  of  chemical  reactions  and  other 
strictly  scientific  data,  with  the  view  of  making  it  of  present  use  to  those 
engaged  in  the  actual  work  of  the  mill  as  well  as  to  the  student  and  teacher. 
In  a  word  tlie  liook  is  a  |)aiiistakiii^'  description  of  the  best  specimens  of  gold- 
milling  practice  in  every  part  of  the  world.  W. 


Jan.,  1898.] 


Proceedings,  etc. 


77 


Franklin  Institute^ 


[Proceedings  of  ike  staled  meeting  held  Wednesday^  December  §5,  i^7*'\ 

Hali.  of  the  Frankun  Institltk, 
Philadelphia,  December  15,  1897. 

Vice-President  H.  R,  Hsyl  in  the  chair» 

Present,  73  members  and  visitors. 

Aflflitions  to  membership  since  last  report,  12. 

In  accordance  with  Article  XV  of  the  By-Laws,  nominatioiis  for  ofiicersi 
managers,  and  committeemen  were  made,  as  follows  : 


For  President 

Vice-Presidenl 
Seeretafy 
Treasurer 
Auditor 


it 
If 


(to  serve  one  year),  .....  .John  Hihkinbink. 

(  "        three  years)  Gkqrge  V.  Ckesson. 

(  "       one  year), :  Wm.  H.  Wahl. 

(  **      ),,.,..  Samuel  Sartain. 

(  "         three  years)  JOHN  GkokCB  COPB. 

(for  the  uiiex])ired  tenn  of  J.  H. 

Cooper,  deceased),   Wm.  H.  GREENE. 


For  Managers  (to  serve  three  years). 

GBORGB  H.  FrAZIB&i  Ar.KX.  KRUMBBAAR» 

Alfred  C.  H akrisomt,  C.  Hartman  Kthk. 

HFiXRY  R.  Hkyl,  Sami  el  M.  Vauclain, 

Herbert  M.  Howe,  George  Vavx,  Jr. 

For  the  Committee  on  Science  and  the  Arts  (to  serve  three  years). 
L.  L  CHBI7EY,  J.  IjoCKV  Firra,  Lino  F.  Rondinbua, 


James  Christie, 
LuiGi  d'Auria, 
J.  M.  Emanuel, 
Wm.  Pbnn  EvAits, 


Ch.a-S.  a.  Hkxamkr,  a.  J.  Rowland, 

Jacob  Y.  McConnell,  Samuel  Sartain, 

Clayton  W.  Pike.  T.  Carpen-ikk  4:mith, 

Stacv  Rbbvbs,  Thomas  Spencbr. 


Mr.  Artlmr  Kilson,  a  member  of  the  Institute.  ])resente(l  a  coninmnication 
describing  an  improvetl  incandescenl  light  uf  his  invention.  The  inventor 
utilises  for  the  purpose  a  mantle  similar  to  the  Welsbach,  and  employs  as  the 
illuminant  h^b  fire-test  petroleum,  which  is  first  vaporized  by  the  heat  of 
the  flame  and  burned  in  an  air-blast,  giving  a  blue  flame  similar  to  that  of  the 
Bunsen  burner.  The  flame  prodnces  an  intense  heat  and  a  brilliant  ilhmiina- 
tion  of  the  mantle.  The  methoi  is  specially  adapted  for  lighling  large  areas 
and  for  street  lighting,  and  is  claimed  to  be  remarkably  cheap,  when  com- 
pared— light  for  light— with  Other  methods  <^  lighting  for  similar  applications. 

The  subject  was  referred,  for  investigation  and  report,  to  the  Committee 
on  Science  and  the  .\rts. 

The  Secretary's  report  followed,  and  tlic  meeting  adjotirnerl. 

Wm.  H.  Wahl,  Secretary . 
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COMMITTEE  on  SCIENCE  AND  THE  ARTS. 


lAbsirud  of  proceedings  of  ike  stated  meeting  held  December  /,  /^/.j 
Mr.  Jamhs  Chustib  in  the  chair. 

Reports  on  the  following  subjects  passed  first  reading : 

Wave  Motor,  Lotzgescll,  Philadelphia. 

Process  and  Apparatus  for  Mauufacturiug  Carburetted  Water  Gas,  Henry 
C.  Reed,  Chicago,  111. 

Steel-Lined  Altuninum  Cnlinary  Ware,  Romaine  C.  Cole,  New  York. 
Reports  on  the  followiog  subjects  were  adopted : 

Perpetual  Power  with  Manageable  Air-Ship.—}.  A.  Klefler,  Philadelphia. 

Abstract.— The  inventor's  object  is  to  supply  a  continuous  motive  force 
for  driviiij^  machinery,  ships,  etc.,  by  the  use  of  water,  compressed  air,  or 
balls.  The  report  condemns  the  plans  proposed  as  impracticable.  [Sub- 
CommiUee,^Q,  M.  Eldridge,  Chairtuan ;  J.  M.  Bmanuel.] 

DupiieeUion  of  the  Of^.— Charles  Morrell,  Chicago,  111. 

Abstract. — The  method  submitted  by  Mr.  Morrell  purports  to  be  an  uact 
means  of  determining,  by  a  graphical  conHtructiun,  the  length  of  the  edge  of 
a  cube  when  volume  is  twice  that  of  a  given  cube. 

A  rigorous  mulUematical  analysis  of  the  demonstration  ofifered  by  Mr. 
Morrell  showed  that  the  ▼olume  of  the  cube  thus  obtained  differed  fnm  the 
value  claimed  for  it  by  about  +  o'ooj  of  the  true  value,  the  percentage  of 
error  being,  therefore,  three-tenths  of  I  per  Cent.,  and  the  percentage  in  the 
linear  dimension  al'>out  one-tenth  of  i  per  cent,,  or  ^  mnall  as  to  (probably 
escape  detection  by  ordinary  means  of  measurement.  The  report  concludes, 
that  "the  proposed  method  is  mulhematically  defective,  nor  is  its  practical 
value  apparent  in  view  of  the  fact  that  by  the  aid  of  tables  of  logarithms,  or 
of  cubes,  a  more  accurate  determination  can  be  made  in  less  time.  It  des  rvcs 
to  be  recorded,  therefore,  simply  as  an  interesting  fact,  that  by  the  graphical 
method  *  *  ♦  the  so-called  '  duplication  of  the  cube '  can  be  effected 
with  a  degree  of  accuracy,  practically  speaking,  no  less  than  that  character- 
istic of  graphical  methods  in  general.  \Sub-Committee. — Edgar  Marburg, 
Chairman ;  Edwin  S.  Crawley»  L.  P.  Rondindla,  Hugo  Bitgram.] 

/Htfestigatians  zinth  tke  Electric  Furnace.— Uemi  Moissan,  Paris,  Frsaoe. 

Ab.stR.\CT.  —This  report  is  in  substance  an  historical  rhumc  of  the  researches 
of  M.  Moissan  in  the  chemistry  of  high  temperatures,  conducted  with 
various  forms  of  the  electric  furnace. 

The  report  has  been  referred  to  the  Committee  on  Publications  for  publi- 
cation in  full.  The  award  of  the  BUiott  Cresson  Medal  is  suggested,  and  is 
now  under  advisement.  {Su!>- Committee. — Paul  A.  N.  Winand,  Chairman ; 
Charles  J.  Reed,  Harr>' F.  Keller.] 

hnprovement  in  Tidal  Powers.  —  Krnst  Markmann,  Philadel])h  a. 

Abstract. — This  invention  is  explained  toconsist  of  a  novel  construction  of 
apparatus  for  deriving  power  fromtide-water,  the  idea  being  to  utilize  the  flow 
of  tide-water  into  certain  basins  at  high  tide,  and  back  from  these  basins  at 
low  tide,  through  turbines  mounted  on  a  float.  Admission  and  outflow  of 
water  is  regulated  by  the  interposition  of  a  special  system  of  gates.   For  the 
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mechanical  details  of  this  construction  the  reader  is  referretl  to  the  inventor's 
letten<pfttent  filed  with  the  rqxirt. 

The  oomplex  Bsrangeineiit  of  gates  used  to  direct  and  control  the  water  in 
these  basins  is  claimed  to  be  an  important  feature  of  the  invention,  but  the 
main  feature  to  which  the  attention  of  the  investigating  <x>niniittee  was 
dirertfd  is  the  floating  turbines.  On  this  poitit  tlir  report  •i]>enV:<^  as  follows: 
*' By  means  of  the  float,  oti  which  the  wheels  . n  r  m  u iii.  I ,  the}  arekej)!  at  the 
lower  level  for  the  purpose  of  utilizing  the  full  height  ot  the  fall,  regardless  of 
the  well-known  fact  that  the  difference  of  level  measures  the  working 
head»  no  matter  where  the  turbines  may  mn  in  the  conne  of  the  flow,  within 
the  limit  of  atmospheric  pressure.' '  The  conclusion  is  reached  that  the  inven* 
tion  presents  no  sdvantagea  on  the  score  of  utility.  {Sub'Committee.'-'WiV 
fred  Lewis,  Wm.  M.  Ban-.] 

The  Phantoscope. — C.  Francis  Jenkins,  Washinglon,  D.  C. 

Abstract. — This  invention  relates  to  an  apparatus  for  projecting  upon  the 
screen  a  series  of  photographs  of  moving  objects  taken  in  such  rapid'  succes- 
sion that  when  reproduced  upon  the  screen  the  scenes  and  movements  are  in 
effect  realistic.  It  is  the  subject  of  letters-patent  of  the  United  States,  Kos. 
53^*5^  560,800  and  58S,S93>  granted  to  Mr.  Jenkins,  to  which  the  report 
makes  reference  for  numerous  details  of  tlie  projection  apparatus. 

The  report  sketches  the  progress  during  the  past  thirty  years  of  the  art  of 
reproducing  on  the  scieeti,  hy  variousattachnieiits  to  the  "  magic  lantern,"  of 
a  series  of  photographs  of  moving  objects  taken  in  more  or  less  rapid  succes 
sion;  but  sets  forth  that  *'  but  little  of  practical  value  could  result  until  flexible 
films  were  invented,  by  the  use  of  which  consecutive  photographs  of  indefi- 
nite number  could  be  made  and  reproduced  as  positives  on  like  films,  which 
could  be  automatically  passed  l>etween  the  lenses  of  a  projecting  lantern." 

Reference  is  tnnde  to  the  contrihutioTT^  T7ia'1f  to  tills  branch  of  applied 
photography  by  Brown  (  U.  S.  letters-patctii,  .Vuj^nst,  iS6q).  and  to  the  re- 
searches of  Messrs.  Muybridge,  Kenaud,  Marey  and  Auschutz  (1877-18^)7)  in 
their  efforts  to  analyze  and  illustrate  the  movements  of  man  and  animals,  and 
a  brief  description  of  the  methods  employed  by  these  investigators  for  making 
rapid,  consecutive  photographs  is  given. 

The  report  then  proceeds  to  consider  Mr.  Jenkins*  contributions  to  this 
subject  (commenced  about  18901.  These  comprise  the  various  instniments 
that  are  needed,  first,  to  take  photographs  in  rapid  succession  on  amoving 
ribbon  or  flexible  negative  film,  for  making  positives  therefrom,  and  two 
forms  <^  the  so  called  phantoscope,  or  apparatus  employed  to  project  the 
series  of  pictures  upon  the  screen  in  very  rapid  succession,  and  with  realistic 
effect. 

These  devices  are  highly  refined,  and  display  much  ingenuity  in  the  means 
employed  in  achieving  the  desired  eflFect  of  projecting  the  serif  s  of  pictures 
on  the  screen  in  extreim-ly  rapid  succession,  and  with  the  practical  suppress  <.n 
of  the  flickering  that  constituted  a  serious  objection  to  previous  etiorts  in  this 
direction.  The  details,  however,  could  not  be  made  intdligible  without  the 
aid  of  illustrations,  for  which  reason  the  reader  is  referred  to  the  report  it»e1f 
and  documents  filed  therewith.  The  award  of  the  Elliott  Cresson  Medal  to 
the  inventor  is  suggested,  and  is  now  under  advisement.  [Sub-Commitiee.— 
H.  R.  Heyl,  Chairman  ;  John  Carbutt,  Geo.  A.  Hoadley.J 
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SECTIONS. 

Mining  and  MiiTAi^LURoiCAi.  S^crios .StaUd  Meeting,  December  8^ 
at  8  P.M.,  Mr.  Benj.  Smith  Lyman,  President,  in  the  chair. 

Paper  of  the  evening :  "Fatigue  of  Metal  in  Iron  and  Steel  Caatinga," 
Mr.  H.  r.  J  Porter,  Bethlehem  Iron  Company,  South  Bethlehem^  Pa.  (Dis^ 

cussion.  )    Referred  to  the  Committee  on  Publications. 

Nominations  for  olViccr^  for  the  3"ear  1898  were  made. 

I'j.KCTkicAi.  Skctio.v.— Meeting,  December  14,  8  imi.,  Mr.  Clay- 
ton W.  Pike,  President,  in  the  chair. 

Papers  of  the  evening :  "  Speed  Government  in  Water-Powers/'  Mark  A. 
Replogle  ;  "Transmission  of  Power  by  Constant  Current  in  Practice,"  Mr. 
Paul  A.  N.  Winand.  (Discussion.)  Mr.  Rt^logle'a  paper  is  referred  for  pub> 
lication. 

The  following  were  elected  officers  of  the  Section  for  iSgii :  President,  Mr. 
W.  £.  Harrington;  Vice-Presidenta,  Mr.  Theodore  Spencer;  Mr.  G.  U.  G. 
Holmott ;  Secretary,  Mr.  John  A.  Lafore ;  Conservator,  Dr.  Wm.  H.  Wahl. 

CiiKMicAL  Svxtxoii.— Stated  Meetings  December  31,  8  p.m.,  Vice-Presi- 
dent Dr.  Bruno  Terne  in  the  chair. 

Paper  of  the  evening  :  "  The  Chemistry  of  California  Petroleums,"  Prof.  S. 
F.  Peckham,  Ann  Arbor,  Mich.  (Read  by  Prof.  S.  P.  Sadtler.)  Discussion, 
Referred  for  publication. 

Officers  for  the  year  1898  were  nominated. 
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ELECTRICAL  SECTION. 

ISktied  HfeHingt  December  14^  iSg^.} 

Mr.  Clayton  W.  Pike,  President,  in  the  chair. 

SPEED  GOVERNMENT  in  WATER-POWER  PLANTS. 


By  Marx  A,  Rbploglb. 


No  problem  in  hydrodynamics  has  created  so  much  interest 
in  the  past  few  years  as  tlie  government  of  water-powers. 
When  it  had  been  demonstrated  that  power  could  be  success- 
fully transmitted  to  great  distances  by  the  use  of  electric  cur- 
rents, the  economist  very  naturally  conceived  the  idea  of  har- 
nessing available  waterfalls.  It  was  well  known  that  turbine 
water-wheels  could  be  constructed  that  would  furnish  to  a 
dynamo  an  efficiency  of  75  per  cent.,  or  more,  of  the  energy 
represented  by  the  fall  or  head.  The  conservative  engineer 
and  the  investor,  however,  were  much  concerned  about  the 
Vol.  CXLV.  No.  866,  * 
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possibilities  of  regulation  or  government,  and  much  diversity 
of  opinion  has  been  expressed  by  thoughtful  and  earnest  engi- 
neers regarding  it.  Specialists  have  spent  much  labor  in 
experimenting  and  developing  apparatus  to  govern  power 
plants.  It  has  been  demonstrated  that  water-power  plants  can 
be  successfully  governed.  But  the  various  degrees  of  regula- 
tion, ranging  from  indifferent  speeds  up  to  good  engine  prac- 
tice, even  with  the  same  apparatus  when  used  in  different 
water-powers,  prove  that  there  are  some  underlying  principles 
that  must  be  adhered  to  if  successful  regulation  is  to  be 
obtained  1)y  calculation  or  intelligent  reasoning,  and  it  is  for 
the  purpose  of  discussing  some  of  these  principles  that  this 
paper  has  been  prepared. 

Very  little  literature  can  be  found  that  treats  on  the  govern- 
ment of  water-powers  in  a  scientific  manner,  and  what  is 
extant  shows  that  the  German,  Swiss  and  French  engineers 
had  spent  much  thought  and  labor  on  this  subject  years  before 
the  problem  became  an  important  one  in  America.  Space  for- 
bids any  comments  on  their  experiments  or  practice,  except 
to  say  that,  until  within  a  very  few  years,  they  were  far  in 
advance  of  our  own  hydraulic  engineers  in  this  particular  part 
•of  power-plant  construction. 

Regarding  the  early  work  in  this  line,  nothing  better  can 
be  said  than  to  quote  the  "Kncyclop:t?dia  Britannica,"  which 
says:  "The  science  of  hydrodynamics  was  cultivated  with  less 
success  among  the  ancients  than  any  other  branch  of  me- 
chanical philosopliy.  If  we  except  a  few  propositions  on  the 
pressure  and  equilibrium  of  liquids,  hydrodynamics  must  be 
regarded  as  a  modern  science  which  owes  its  existence  and 
improvement  to  those  great  men  who  adorned  the  seven- 
teenth and  eighteenth  centuries."  During  the  early  part  of 
the  nineteenth  century  rapid  advances  were  made  by  Euro- 
peans in  methods  of  getting  power  from  gravity  by  the  use  of 
the  agent  water.  The  interest  awakened  by  the  success  at- 
tained, as  well  as  the  necessity  of  good  government  in  locali- 
ties where  steam  power  was  expensive,  no  doubt  had  much  to 
do  toward  an  early  development  of  governing  apparatus  in  the 
European  countries.   In  America,  steam-power  has  been  so 


.  Jul.  u  i.y  Google 


Feb.,  1 898.  J    Speed  Government  in  Water-power  Plants.  83 

cheap  as  almost  to  supersede  water-power  in  some  localities, 
'dwd  where  steady  power  was  a  necessity  it  was  almost  invari- 
ably furnished  by  steam  engines,  water-power  being  used  only 
where  httle  or  no  government  was  required.  Hence  the  Amer- 
ican manufacturer  was  fairly  satisfied  with  a  device  that  would 
slowly  move  his  wheel  gates  when  too  g^at  a  change  was  per- 
ceptible in  the  speed  of  his  plant.  Such  device  was  called  a 
governor  until  the  electrical  engineer  of  recent  years  discov- 
ered that  his  machinery  was  safer  if  he  ignored  entirely  tlie 
so-called  water-wheel  governor. 

The  laic  successes  in  long-distance  traiij^ini^sion  make 
water-powers  more  valuable  than  they  have  been  considered 
in  the  past,  and  the, demands  for  reliable  speed  regulation  are 
so  urgent  that  there  is  a  decided  tendency  on  the  part  of  engi- 
neers and  investors  to  study  the  proposition  more  from  a  sci- 
entific point  of  view,  laying  bare,  if  possible,  the  principles  that 
underlie  it.  These  principles  then  may  be  used  for  foundations 
from  which  to  reason  out  a  solution  of  the  problem.  The 
doubts  concerning  the  satisfactory  government  of  water-power 
have  often  caused  capital  to  be  withheld  where  it  uilierwise 
might  be  earning  handsome  dividends.  It  is  very  apparent  that 
speed  government  in  water-powers  should  be  reduced  to  an 
exact  science,  if  possible,  and  it  is  hoped  that  this  paper  will 
exert  some  bearing  to  that  end. 

The  following  preliminary  view  of  the  proposition  will  dis- 
close some  of  the  difficulties  that  do  not  appear  at  first  thought: 
First  to  be  considered  is  the  water.  It  is  an  inert  material, 
incompressible,  and  having  inertia,  hence  momentum  when  in 
motion.  It  contains  no  power  whatever  except  that  gener- 
ated by  gravity  in  giving  it  motion.  Perhaps  no  better  demon- 
stration of  the  evil  effects  of  inertia  and  momentum  in  govern- 
ing can  be  given  than  the  experience  at  the  power  plant  of  the 
Fresno  transmission.   {Plate  I.) 

A  feeder  pipe  about  3,800  feet  long  is  used  to  carry  the 
water  from  A,  the  outlet  of  a  reservoir  on  a  mountain  top,  to 
D,  the  power  house  on  the  San  Joaquin  River.  The  fall  or 
head  in  this  case  is  1 410  feet,  and  the  pipe  is  amply  heavy  for 
all  the  ordinary  strains  that  come  in  the  manipulation  of  the 
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power.  Before  the  plant  was  ready  for  actual  operation, 
through  some  accident,  a  valve  at  D  was  opened,  allowing  a 
4'inch  stream  of  water  to  escape;  the  pressure  gauge,  which 
ordinarily  showed  6io  pounds  to  the  square  inch,  dropped  to 
350.  The  valve  at  D  was  almost  immediately  closed  by  the 
attendant  when  the  pressure-gauge  pointer  ran  up  to  its  limit, 
1,000  pounds  to  the  square  inch.  Immediately  following  this 
was  a  great  writhing  in  the  pipe  line,  ending  in  a  report  at  C 
about  700  feci  vcrtica'il}-  above  ihc  power  house.  The  pressure 
gauge  dropped  to  about  300.  and  the  flood  of  water  couiiug 
down  the  tnountain  side  indicated  that  the  pipe  had  burst  at  C. 


Pirate  I. 

Further  investigation  showed  that  the  pipe  from  A  to  B  ha  1 
collapsed  or  flattened.  The  logical  conclusion  is,  that  when 
the  valve  was  opened  at  D  the  portion  of  the  water  column 
from  B  to  D  began  moving.  That  portion  of  the  column  from 
A  to  B  lying  in  an  almost  horizontal  plane  did  not  have  its 
inertia  overcome  quickly  enough  to  follow,  hence  the^column 
separated  at  B,  causing  a  vacuum  from  B  to  C.  When  the 
valve  at  D  was  closed  the  water  from  D  to  C  came  to  a  stand* 
still,  raising  the  pressure  by  its  momentum  to  1,000  pounds 
per  square  inch,  showing  proof  that  the  engineers  had  calcu* 
lated  correctly.   By  the  time  that  the  valve  was  closed  at  D 
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the  column  A  B  had  been  acted  upon  by  gravity  for  some 
seconds,  thereby  giving  it  time  to  acquire  considerable  ve- 
locity, hence  momentum;  therefore,  when  it  reached  the  other 
column  at  C  the  concussion  burst  the  pipe,  showing^  at  one  bold 
stroke  the  effect  of  incompressibility  and  momentum.  The 
collapse  in  the  pipe  from  A  to  B  was  due  of  course  to  the  water 
emptying  faster  at  C  than  it  could  enter  at  A  (the  pipe  line  here 
being  of  much  lis^htcr  steel). 

It  can  readily  he  seen  that  if  government  in  this  plant  were 
attempted  by  changing  the  flow  in  the  pipe  line,  as  is  ordinarily 
done,  it  would  have  been  an  impossibility  if  the  safety  of  the 
installation  was  a  consideration.  Hence  the  governing  is  done 
by  shifting  a  stream  of  water  on  or  off  the  wheel  as  the  powers- 
demands  require. 

It  might  be  added  incidentally  that  the  stream  from  a  noac- 
zle  i}i  inches  in  diameter  furnishes  about  500  horse-power, 
also  that  said  stream  can  very  quickly  bore  a  hole  through  a 
granite  rock  or  even  a  steel  plate.  It  requires  much  care  and 
ingenuity  to  handle  this  power  plant,  but  it  has  been  in  actual 
operation  for  nearly  two  years,  and  is  an  unqualified  success. 

The  inference  to  be  drawn  from  the  above  experience  is, 
that  these  evil  effects  appear  in  even,'  power  plant  in  a  cor- 
responding ratio  to  the  length  of  pipes  or  closed  flumes  used  to 
carry  water  to  wheels.  The  injurious  effect  on  govcrinncnt  is 
to  change  momentarily  the  pressure  or  head  on  the  wheel  when 
any  movement  of  the  wheel  gate  is  made.  The  efifect  is  always 
the  opposite  from  that  required  to  keep  even  speed.  Hence 
there  is  a  limit  to  the  time  allowable  in  the  gate  movement. 

The  second  factor  to  be  considered  is  the  water-wheel 
itself.  It  has  a  possible  range  of  speed  from  zero  to  even 
faster  than  the  spouting  velocity  due  to  the  head,  and  it  is 
unlike  a  steam  engine  in  many  respects.  Its  periphery  must 
move  at  a  velocity  that  is  a  proper  ratio  to  the  spouting  ve- 
locity ol  the  head,  in  order  to  gain  the  highest  efficiency  of 
power.  The  wheel  also  allows  practically  the  same  quantity 
of  water  to  pass  through  it  at  any  of  its  possible  speeds.  If 
any  difference,  it  allows  more  water  to  pass  through  it  at  under- 
speed  than  it  does  at  overspeed.   So  it  can  be  readily  seen  tliat 
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an  accurate  gauging  of  the  water  that  enters  the  wheel  does  not 
necessarily  have  anything  to  do  with  the  speed.  The  speed  of 
wheel  is  the  result  of  quantity  of  water  combined  with  pres- 
sure on  one  hand  and  load  of  work  on  the  other.  Therefore, 
any  change  in  one  of  these  three  factors  causes  a  change  in  the 
speed. . 

If  a  wheel  at  the  end  of  a  long-closed  pipe  containing  hun- 
dreds of  tons  of  water  were  running  at  normal  speed,  carrying 
a  certain  load,  its  speed  would  remain  constant  if  no  changes 
were  made  in  the  conditions.  If,  hr)\vc\er.  the  gates  were 
shncly  opened,  its  speed  would  be  increased  by  the  greater 
quant iiy  of  water  entering  it.  If,  instead  of  this,  a  part  of  the 
load  were  droj^ped  ofif,  the  speed  in  like  manner  would  rise. 
If  the  gates  were  sloivly  closed  the  speed  would  soon  hegin 
to  fall.  But  if  the  gates  were  rapidly  closed  the  momentum  of 
this  column  would  cause  a  much  greater  pressure  at  the  wheel- 
gate  openings,  and  for  an  instant  muse  practically  the  same 
amount  of  water  to  enter  the  wheel  at  higher  velocity.  This 
amount  of  water  having  higher  velocity  will  contain  more 
energy  or  power  for  the  time  being,  and  of  course  will  impart 
more  to  the  wheel,  increasing  its  speed  slightly  for  a  short  time 
instead  of  immediately  decreasing  it,  as  would  seem  natural. 
This  tendency  for  an  increase  in  speed,  added  to  the  increase 
already  caused  by  a  part  of  the  load  being  dropped,  will  make 
it  necessary  for  a  greater  amount  of  work  to  be  done  by  a 
gn\ernor  than  would  be  proper  after  the  momentum  eflFects 
in  the  pipe  had  subsided.  It  can  also  clearly  l)e  seen  that,  if 
the  gates  are  opened  again  quIcL-ly.  the  velocity  of  the  waicr 
entering  the  wheel  will  be  decreased  until  the  wdiole  coUnrin 
act|uires  an  increased  motion:  hence,  the  power  a])|)lied  will 
be  diminished  for  a  time  instead  of  increased.  These  momen- 
tary and  opposite  ettects  make  water  government  a  harder 
problem  to  solve  than  the  government  of  steam. 

Third,  water-wheel  gates,  as  compared  with  steam  valves, 
arc  heavy  and  unwieldly.  They  must  also  be  moved  through 
water,  which  is  much  denser  than  steam,  hence  cannot  be 
moved  with  the  same  facility.  They  require  much  more  power 
for  their  movefnent.  Sometimes  the  designer  of  a  water-power 
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plant  does  not  place  importance  enough  on  the  government 
of  the  wheels  to  make  substantia]  gate  rigging.  The  gate 
shafts  may  be  too  light,  showing  torsion  when  operating,  or 
there  may  be  a  train  of  cog  gears  that  allows  much  lost  motion. 
The  gates  may  be  so  designed  that  the  water  pressure  gives 
them  an  unbalanced  condition,  requiring  much  pressure  to 
be  neutralized  before  it  is  possible  to  move  them  in  a  reliable 
manner.  Turbine  wheel  gates  built  in  tliis  country  often 
weigh  several  thousand  pounds  each,  and  sometimes  must  be 
moved  several  feet  through  water  in  being  opened.  Often  it 
is  nccessarv'  to  add  weight  e(|ual  to  their  own  weight  as  a 
counter-balance.  The  power  required  to  overcome  the  inertia 
of  and  move  this  great  mass  often  reaches  many  thousands  of 
foot  pounds.  It  can  readily  be  seen  that  to  govern  such  gates 
with  precision  and  accuracy  requires  a  combination  of  both 
delicate  and  powerful  machinery.  Also,  when  it  is  considered 
that  it  is  possible  to  make  the  full  change  of  an  electric  load  p 
in  the  fraction  of  a  second  and  impossible  for  gravity  to  meet 
the  power-demands  short  of  a  number  of  seconds,  it  is  plain 
that  to  govern  a  water-power  plant  successfully  is  a  matter 
of  more  moment  than  would  seem  at  long  range.  It  must  also 
be  borne  in  mind  that  the  change  of  load  must  occur,  and  the 
speed  must  be  impaired  before  it  is  possible  for  a  governor  to 
operate  at  all. 

The  fourth  element  to  be  considered  is  gravity,  the  source 
of  all  energy  or  power  that  can  l)e  had  from  water.  Its  elTect 
can  be  considered  as  a  constant  in  reasoning  about  power- 
getting.  Of  course,  it  is  \ariable  within  certain  limits.  A 
square  inch  of  opening  at  the  bottom  of  a  vertical  column  ot 
water  will  allow  gravity  in  a  gfiven  time  to  generate  a  number 
of  foot  pounds  of  power,  and  in  direct  ratio  to  its  height.  This 
power  is  absorbed  in  giving  velocity  to  a  stream  of  water  an 
inch  square  and  spouting  a  number  of  feet  per  second.  Gravity 
has  established  an  equilibrium  in  giving  this  velocity  to  the  water. 
If  the  opening  were  increased  the  power  generated  would  in- 
crease in  like  ratio.  It  is  the  duty  of  the  turbine  wheel  to  re- 
duce the  velocity  of  this  water  as  nearly  as  possible  to  zero 
without  changing  its  own  speed.    In  so  doing  the  power  is 
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transferred  to  the  wheel  shaft,  where  it  can  be  carried  to  other 
points.  With  the  exception  of  the  small  amount  of  p< nver  that 
is  required  to  give  a  slow,  downward  movement  to  lliis  ver- 
tical column  of  water,  it  can  he  said  that  the  full  effect  of 
gravity  is  represented  at  the  gate  opening.  Also,  as  soon  as 
the  opening  is  increased  or  diminished,  there  is  practically  the 
same  increase  or  diminution  in  the  amount  of  power  repre- 
sented by  the  volume  and  velocity  of  the  water. 

Again,  if  this  column  of  water  was  extended  in  a  hori- 
zontal direction  from  the  top  of  the  vertical  column  and  the 
whole  encased  in  a  closed  pipe  or  trunk,  It  can  readily  be  seen 
that,  when  gravity  operates  on  one  square  inch  at  the  foot  of 
the  vertical  column,  it  must  put  in  motion  the  horizontal  mass 
of  water  at  the  same  time  that  it  does  the  vertical  mass.  It  is 
plain  then  that,  while  gravity  has  begun  active  operation  as 
soon  as  the  opening  is  made,  its  full  eflPects  will  not  be  repre- 
sented at  the  opening  or  wheel  until  the  whole  mass  has  been 
supplied  with  enough  kinetic  energy  to  give  the  necessar>' 
motion  for  the  full  spouting  velocity  at  the  gate  opening.  It 
is  apparent  that,  while  gravity  is  limited  in  the  amount  of 
power  it  can  supply  in  a  given  time,  it  can  be,  and  often  is, 
further  limited  in  its  time  of  supplying  power  for  governing 
purposes  by  the  use  of  long  pipes. 

Considering  the  facts,  that  a  change  of  load  must  be  made 
before  a  governor  can  begin  operating,  that  it  requires  time 
for  a  governor  to  perform  its  operation,  that  torsional  and  lost- 
motion  effects  are  found  in  all  gate  riggings,  that  gravity  must 
have  time  to  do  its  work  and  may  further  be  obstructed  by 
injudicious  flume  construction,  and  that  the  wheel  is  limited 
to  a  certain  opening  and  need  not  necessarily  run  in  the  ratio 
of  the  amount  of  water  passmg  through  it,  it  follows  that  abso- 
lute speed  cannot  be  obtained  in  water-powers  under  heavy 
changes  in  load,  as  a  change  in  load  must  necessarily  change  the 
speed  before  it  is  possible  for  gravity  to  furnish  an  increase 
in  the  supi)ly  of  power.    If  there  were  no  other  factors  govern- 
ment would  be  an  impossibility,  as  a  change  of  50  per  cent,  in 
load  would  in-tanily  cause  a  change  of  50  per  cent,  in  speed. 
But  there  are  other  factors,  and,  be  it  said  to  the  credit  of  the 
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great  engineers  who  designed  America's  greatest  water-power 
plant,  these  other  factors  were  clearly  understood,  intelligently 
calculated  and  incorporated  into  its  construction.  They  are 
visibly  stamped  in  eveiy  part  of  its  make-up.  {Plate  IL)  The 
first  notable  element  is  the  size  of  the  power  units»  5>ooo  horse- 
power each.  The  second  is  the  capacity  of  each  unit  for  a  stor- 
age of  kinetic  energy.  It  is  absolutely  necessary  to  have  an 
accumulation  of  energy  in  reserve  to  tide  over  sudden  fluctua* 


Pl«ATB  II. 

tions  in  load  until  gravity  can  make  proper  conijx'nsatinn. 
The  designers  of  the  great  Niagara  plant  first  determined  the 
degree  of  government  necessary  or  desirable,  and  from  this  as 
a  basis  the  plant  was  constructed.  The  results  show  that  the 
speed  government  is  well  within  the  limits  for  which  the  units 
of  power  were  designed.  It  is  evident  that  there  is  a  great 
accumulation  of  energy  in  reserve  when  an  instantaneous 
change  in  load  of  1,000  horse-power  causes  only  2  per  cent, 
variation  in  speed,  especially  when  the  conditions  are  such 
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that  it  requires  aljoiit  three  seconds  of  time  for  gravity  to 
increase  the  power-supply  to  this  amount. 

There  are  several  methods  by  which  a  reserve  storage 
capacity  can  be  maintained,  but  the  one  used  at  Niagara  seems 
to  be  the  simplest  and  most  reliable.  It  certainly  is  the  cheap* 
est,  being  also  purely  mechanical.  Reference  is  now  being 
made  to  the  balance-wheel  or  momentum  effects  of  the  revolv- 
ing parts.  It  will  be  remembered  that  the  armature,  which  is 
usually  the  lightest  portion  of  a  dynamo,  is  stationary  in  the 
Niagara  Falls  plant,  while  the  field  magnets,  supported  by  an 


Pl^ATB  III. 


immense  steel  band,  are  the  moving  parts.  It  is  also  notice- 
able that  the  great  shafts  reaching  downward  to  the  turbines 
are  of  large  diameter,  being  great  tubes.  This  is  for  the  pur- 
pose of  giving  high  velocit}  to  as  much  of  the  material  as 
possible.  A  certain  capacity  for  stored  energy  was  necessar>" 
for  good  government,  and  it  is  safe  to  say  that  if  this  could 
not  have  been  reached  with  the  present  weights  and  velocities 
of  |)aris,  more  would  have  been  atUled  in  the  form  of  actual 
balance  wheels. 

Plaic  III  will  serve  to  make  clear  the  effects  of  power- 
storage  in  the  government  of  a  water-power  unit. 
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In  Fig.  J  let  a  represent  the  power  supply,  b  the  water- 
wheel  gate,  w  the  wheel,  c  the  turbine  power,  d  the  power 
storage,  e  the  means  of  changing  the  load,  and  f  the  dvnamos* 
power.  It  will  be  noticed  that  full  750  borse-]»o\vtr  can  be 
dropped  off  instantly  by  closing  means  e.  The  governor  must 
operate  at  b,  and  it  is  safe  to  say  tliat  it  cannot  be  in  active 
operation  before  one  second  has  elapsed.  Note  the  condition 
at  the  end  of  the  first  second  after  the  750  horse-power  was 
dropped.  When  9  was  closed  there  was  only  one. outlet  for 
the  power  generated  at  w,  and  that  was  to  increase  stored 
energy  d  to  dotted  line  f  during  the  second.  This  increase 
will  theoretically  raise  the  speed  of  the  whole  plant  100  per 
cent.  If  it  were  not  for  some  other  principles  that  step  in.  this 
would  be  the  actual  speed  at  the  end  of  the  first  second.  In 
like  manner,  if  the  plant  was  running  empty  at  normal  speed, 
and  750  horse-power  of  load  were  added  instantly,  the  plant 
would  theoretically  be  standing  still  at  the  middle  of  the  first 
second.  Here  also  other  principles  ^ep  in  and  change  this 
result  somewhat. 
•  In  Fig.  2  let  A  be  the  power-supply,  B  the  water-wheel 
gate,  W  the  wheel,  C  the  turl)inc  power,  D  the  power  storage, 
E  the  means  of  changing  the  load,  and  F  the  dynamos'  power. 
Please  note  that  all  the  conditions  are  the  same,  except  that 
there  is  15,000  horse-power  of  stored  energy  in  Fig,  2^  while 
there  is  only  375  horse-power  in  Fig.  i. 

If  E  is  closed,  750  horse-power  will  be  dropped  off,  and 
finds  a  place  at  F',  increasing  the  volume  of  Z>  5  per  cent., 
hence  will  theoretically  increase  the  speed  of  power  unit  about 
per  cent,  by  the  end  of  the  first  second.  This  is  also  les- 
sened somewhat  by  the  same  principles  that  affect  iig.  t. 

It  can  readily  be  seen  that  here  is  a  means  of  preventing 
extreme  changes  in  speed  until  gravity  can  perform  its  part 
of  the  work.  Note  the  conditions  in  Ftg.  2  if  running  at  speed 
and  a  load  of  750  horse-power  were  added.  If  the  load  were 
suddenly  added  it  must  be  carried  from  the  reserve  power  at 
D,  using  5  per  cent,  of  it  during  the  first  second,  hence  reduc- 
ing the  speed  about  2j4  per  cent,  theoretically.  It  can  readily 
be  seen  that  the  $peed  will  continue  to  drop  until  balanced 
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by  new  power  generated  at  W  after  the  governor  has  opened 
gate  B,  It  can  now  easily  be  seen  that  D  in  any  power  plant 

can  be  increased  until  full  change  lu  load  can  be  made  with 
very  narrow  fluctuations  in  speed.  In  other  words,  every  foot- 
pound of  power  or  change  in  load  can  be  intelligently  pro- 
vided for  in  the  construction  of  a  power  plant,  and  variations 
in  speed  can  be  calculated  for  any  change  in  load  if  the  other 
conditions  are  known. 

Tablb  I. 

FOWBR  STORAGS  OP  SOKB  WSLIrSNOWN  n,AMT8. 

IfftmOi  UniUoTR.  P.  Power  8toni«e  Capacity  Ratio  of  Power 

in  H.  P.  for  I  tec  to  P.  S. 

Niagara  Falls  P.  Co  5iOCXi  50*000  i  to  xo 

Sacramento  L.  &  P.  Co  1,000  8,000  f  to  8 

San  Joaqiiin  E.  Co  450  9,000  i  to  20 

Portland  G.  E.  Co  600  3,000  i  to  5 

Niagara  Falls  Paper  Co  1,200  400  i  to 

Table  I  will  serve  to  give  an  idea  how  the  power  units  of 
plants  differ  in  the  ratio  of  their  power  to  their  power-storage. 
It  is  safe  to  say  that  if  the  other  conditions  were  equal  the 

possible  government  in  their  speeds  would  show  equally  as 

great  a  difference.  Space  forbids  any  further  comment,  except 
that  each  plant  is  desirous  of  good  government. 

TAfil3  IK 

APPROXIMATS  I.8NGTH  OP  PRBD  PIPRS  IN  BXISTllfC  PXANT8* 
riacer.  Head.  Pipe. 

Itliaca   94'         600^  '  Ithaca  Pipe 


Great  l  alls   ......          4<y  400^ 

Spokane ........         6c/  600^ 

Brantford                           30'  a  10^ 

Fresno   1410^  3800^ 

Niagara  Falls                      145''  200^ 


contains  737.500 

My*  s=  11,800,000 

=  338  H.  P. 
of  kinetic  enei^gy  In 
in  pipe. 


Table  II  is  intended  to  show  the  horizontal  lengfths  of 

feeder  pipes  of  some  of  the  existing  electric  water-power 
plants. 

It  is  unnecessary  to  f]^o  into  the  details  of  the  calcula- 
tions, but  the  purpose  is  to  show  the  possil>le  effects  of  mo- 
mentum if  the  water-flow  was  stopped  as  quickly  as  an  electric 
load  is  sometimes  dropped.  Taking  the  first  in  the  list,  that  of 
the  Ithaca  Street  Railway  Company,  it  is  found  that  the  pipe 
holds  737o^  pounds  of  water.  Assuming  that  this  column 
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has  a  maximum  velocity  of  4  feet  per  second  at  full  load,  there 
will  be  a  pressure  of  ii,8oo,ocx)  pounds,  or  over  4,000  pounds 

per  square  inch  at  the  water-wheel  end  of  the  pipe  if  the  gates 
were  closed  as  quickly  as  the  load  is  dropped  off.  Since  the 
statu:  ]jressi!re  is  less  than  50  pounds  per  square  inch,  and  only 
a  reasonable  factor  of  safety  provided,  it  is  evident  that  a  seri- 
ous wreck  would  be  the  result  of  such  a  quick  closing  of  gates. 
Yet  such  is  necessary,  theoretically,  if  even  speed  is  desired. 

It  is  also  noticed  that  there  is  in  this  pipe  before  dosing 
the  gates  338  horse-power  of  kinetic  energy  for  i  second. 
Some  disposition  must  be  made  of  this  energy,  as  it  is  neces* 
sary  that  the  column  of  water  be  at  rest  when  the  wheel  gates 
are  closed.  The  only  available  disposition  of  it  is  to  allow  it 
to  join  the  power  set  free  when  the  load  is  dropped  off,  increas- 
ing its  effect  a  like  amount  until  the  wheel  gates  can  be  safely 
closed. 

It  can  now  readily  be  seen  that  it  is  not  only  necessary  to 
provide  power-storage  capacity  enough  in  a  power  unit  for  the 
changes  of  load,  but  also  an  additional  capacity  for  that  con- 
tained in  the  pipes  or  flumes.  This  extra  power  must  be  pro- 
vided on  opening  the  gates  before  the  wheel  will  furnish  new 
power,  and  must  be  disposed  of  before  the  wheel  will  stop 
furnishing  power  when  the  gates  are  being  closed.  In  other 
words,  if  the  power  unit  in  question  is  qoo  horse-power,  and 
calculations  were  being  made  to  provide  power  storage  so  as 
to  allow  a  full  change  of  load  to  be  made,  keeping  the  speed 
inside  of  a  given  per  cent.,  the  calculations  must  be  based  on 
900  horse-power  plus  338  horse-power  or  1,238  horse-power 
change  at  the  whole  gates.  This  makes  it  clear  that  closed 
pipes  should  be  avoided  as  much  as  possible,  if  the  govern- 
ment lb  to  be  done  by  cliaiiging  the  llow  01  the  water.  If  iL  is 
desired  to  govern  by  deflecting  the  stream  in  some  manner,  the 
only  detrimental  effect  of  the  long  pipe  is  the  power  lost  or 
gained  by  the  varying  friction  in  changes  of  load. 

FlaJU  IV  is  intended  to  show  the  conditions  of  speed  on  a 
2,100  horse-power  plant  when  1,000  horse-power  of  load  is 
instantly  added.  The  kinetic  energy  in  the  pipe  at  full  load  is 
1,000  horse-power  for  one  second.  The  power  storage  of  the 
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plant  is  50,000  horse-power  for  one  second.  Assuming  that 
the  speed  of  plant  is  at  normal  or  zero  line  until  it  reaches  ver- 
tical time  line  marked  zero,  where  i  ,000  horse-power  of  load  is 
instantly  thrown  on.  This  being  2  per  cent,  of  the  power 
storage,  would  cause  a  drop  in  speed  of  about  i  per  cent,  dur- 
ing the  first  second  after  the  change.  If  no  power  were  added, 
the  speed  would  drop  a  trifle  more  than  i  per  cent,  during  the 
second  second,  and  continue  to  drop  at  an  increasing  ratio  as 
the  velocity  of  the  revolving  parts  decreased.  The  curve  indi- 
cated by  the  ciphers  will  show  how  the  speed  will  drop  during 
the  following  seconds  if  no  new  power  were  added  to  the 
wheel.  Since  it  will  require  seven  seconds  to  move  the  gates, 
the  ratio  of  additional  power-supply  will  be  300  horse-power 
per  second,  with  a  maximum  action  of  the  governor.  Since 
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Plate  IV. 

the  increase  in  load  is  1,000  horse-power,  and  500  horse-power 
additional  of  kinetic  energy  must  appear  in  the  pipe,  it  \vill 
take  the  governor  five  seconds  to  add  power  enough  to  stop 
the  speed  dropping.  Also,  since  the  kinetic  energy  must  be 
added  to  the  flume  in  the  same  ratio  that  the  new  power  is 
available,  it  is  plain  that  only  two-thirds  of  the  300  horse- 
power added,  each  second  is  available  as  additional  power 
while  the  velocity  of  water  in  the  pipe  is  being  increased. 
Hence  only  200  horse-power  is  added  as  increased  output  for 
each  of  the  following  five  seconds.  This  curve  is  indicated 
by  the  crosses  at  the  ends  of  the  several  seconds.  It  can  be 
readily  understood  that  fully  one  second  will  elapse  before  any 
power-supply  can  affect  the  speed  of  plant.  It  can  also  readily 
be  seen  that  the  power  storage  must  carry  the  1,000  horse- 
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power  new  load  for  first  second.  While  200  horse-power  has 
been  added  during  the  second  second,  it  has  performed  an  aver- 
age of  100  horse-power  work  during  this  time.  The  power 
storage  then  has  carried  900  horse-power  of  the  new  load 

during  the  second  second.  Since  the  full  200  horse-power  is 
being  added  each  second,  tlie  power  storage  is  being  gradu- 
ally relieved  of  its  drain  and  the  speed  stops  dropping  accord- 
ingly. A  calculation  at  the  end  of  each  second  ^hows  exactly 
where  the  speed  is  at  such  time.  Space  will  not  admit  the  fig- 
ures here,  hut  the  curve  outlined  by  the  crosses  is  approxi- 
mately correct. 

It  is  now  evident  that  a  formula  can  be  deduced  that  can  be 
relied  upon  in  the  government  of  water-powers.  It  will  be 
somewhat  complex  on  account  of  the  many  factors  that  must 
necessarily  enter  into  it.  Many  of  these  factors  will  neces- 
sarily be  fixed  by  the  conditions  that  attend  the  plant  con-^ 
stniction.  The  size  of  the  power  unit  will  always  be  de- 
cided upon  first.  Next  will  be  the  maximum  change  in  load, 
with  the  greatest  variation  in  speed  permissible.  The  time  of 
change  in  power-supply  is  dependent  upon  the  action  of  gravity 
and  the  safety  of  the  plant.  \\'heu  ilie  imic  icqmied  to  supply 
power  for  the  change  of  load  has  been  learned,  it  is  an  easy 
matter  to  calculate  the  amount  of  stored  energy-  or  power  stor- 
age that  must  exist  in  the  plant  in  order  to  keep  the  variation 
01  speed  within  the  required  limits.  It  will  not  be  necessary 
to  explain  the  fact  that  the  speed  will  vary  a  fraction  less  in 
dropping  oft  a  load  than  it  will  in  adding  it. 

In  reducing  the  formula  to  its  simplest  form  it  will  be  nec- 
essary to  combine  or  add  together  quantities  that  are  of  the 
'same  denominations,  as  follows:  The  time  necessary  to  add 
power  to  overcome  the  increased  friction  in  penstock,  plus 
the  time  necessary  to  add  power  to  overcome  the  inertia  of  the 
increased  flow,  plus  the  time  necessary  to  add  power  for  the 
new  load,  may  be  represented  by  T.  .  The  power  necessary  to 
equalize  the  increased  friction,  plus  the  power  necessary  to 
overcome  the  inertia  in  giving  increased  velocity  to  the  sup- 
ply, plus  the  power  necessary  to  carry  the  increased  load  at 
speed,  may  be  represented  by  L,   The  variation  allowable  in 
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Speed  in  terms  that  are  a  fractional  part  of  normal  speed  may 
be  represented  by  F,  and  the  power  storagfc  may  be  repre- 
sented by  S.  Since  the  power  storage  iimst  carry  the  new  load 
for  one-half  of  T,  and  since  the  speed  of  plant  varies  in  one- 
half  of  the  ratio  that  the  stored  energy  is  given  out  or  ab- 
sorbed, it  is  evident  that  the  formula  must  read; 

2F 

Further  reduction  makes  it  read: 

The  following  example  will  make  its  use  understood:* 
In  the  formula  let  T  represent  four  seconds,  L  1,500 
horse-power,  and  f  3  per  cent.,  or  variation  of  speed  allow* 
able.  In  making  substitution  and  reducing,  the  stored  en- 
ergy or  power  storage  in  the  power  unit  must  be  50,000  horse- 
power. This  is  the  amount  necessary  if  1,500  horse^power  is 
to  be  added,  and  it  requires  four  seconds  to  get  the  proper 
effect  from  the  power-supply,  providing  the  variation  in  speed 
muat  noL  be  over  3  per  cent,  from  normal. 

Before  closing  it  will  be  necessary  to  make  a  few  sugges- 
tions concerning  governors.  A  properly-constructed  governor 
must  open  the  water-wheel  gates  as  fast  as  gravity  can  follow 
up  with  water,  no  faster.  It  must  close  the  gates  slow  enough 
to  insure  safety  to  the  penstocks,  no  faster.  It  must  be 
capable  of  stopping  the  gates  at  any  degree  of  opening.  It 
must  be  endowed  with  the  relay  principle,  adjusted  to  co- 

TL 

*  111  the  formula  ^  jr  —* 

Let  T=  4  seconds 
L  =  1,500  H.  P. 
3  per  cent,  or  yf^  variation  in  speed. 
By  snbatitutioii  we  have 

4     1500  _  6000 
4     rhv  ififtf 
8  50)000  H*  P*  ~  S> 
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operate  properly  with  the  power  storage.  It  must  not  ht  z 
separate  and  independent  feature  of  the  power  plant,  but  must 
be  made  a  part  of  the  plant  in  an  intelligent  manner,  and  at  best 
it  is  only  one  of  the  factors  in  the  government  of  a  water- 
power  plant.  It  must  be  remembered  that  all  the  governor 
can  do  is  to  open  or  close  the  gates  as  the  varuiiiuns  in  speed 
require,  and  no  water-wheel  can  be  governed  successfnllv  by 
var}'ing  the  gate-openings  unless  the  same  principles  are 
adhered  to  that  make  government  in  steam  engines  a  success. 

The  relay  principle  allows  the  governed  motor  to  run  at  a 
slower  speed  when  loaded  than  when  running  empty.  This  is 
for  the  purpose  of  using  systematically  the  stored  enei^  of 
the  revolving  parts  of  the  power  unit.  Recently  a  new  feature. 


PX^TE  V. 


generally  known  as  the  returning  principle,  has  been  added  to 
.some  of  the  best-known  governors.  Both  the  relay  and  return-^ 
ing  features  will  be  shown  in  Plate  V, 

It  is  wdl  understood  that  water-wheel  gates  are  too  pon- 
derous to  be  moved  directly  by  the  centrifugal  effect  of 
govemor  pendulums.  It  is  necessary  lu  allc^w  the  speed  i^ov- 
ernor  to  trip  some  heavier  mechaniral  a|)paratus  which  moves 
the  heavy  gates.  In  some  governors  the  i)endulums  throw  iniu 
action  an  auxiliar)-  fK>wer  that  in  turn  trips  the  apparatus  that 
moves  the  gates.  In  Fig,  J,  a  is  a  speedy  governor,  b  its  pulley 
Vol.  CXLV.  No.  866.  7 
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that  receives  motive  power  from  the  water-wheel  iihaft,  c  is  a 
trip  to  cause  the  heavy  apparatus  to  close  the  gate,  if  is  a  trip 
to  cause  the  mechanism  to  open  the  gate,  w  is  the  wheel,  g  is 
the  wheel-gate,  and  /  is  a  connection  between  gate  and  speed 
governor.   (For  the  sake  of  convenience  in  the  illustration  /  is 
a  straight  lever.)    When  the  lever  is  so  held  by  the  governor 
balls  that  it  touches  neither  c  nor  d,  the  gates  do  not  move. 
If  a  change  in  load  causes  the  speed  to  drop,  the  governor  balls 
will  allow  /  to  touch      and  immediately  cause  the  power 
mechanism  to  begin  to  open  the  gate.   The  gate  in  opening 
will  raise  I  off  of  (i,  as  is  shown  in  dotted  lines,  causing  the 
gate-moving  apparatus  to  drop  out  of  action.  If  this  operation 
did  not  add  new  power  enough  to  prevent  the  speed  from  a 
further  drop,  the  same  operation  is  repeated  until  the  new 
power  balances  the  demand  and  /  touches  neither  c  nor  d.  It 
wilt  be  noticed  that  the  governor  balls  are  running  at  a  lower 
position  after  the  gate  has  been  moved  to  a  wider  opening.  In 
practice  this  is  a  fact,  and  in  tins  lowering  of  the  speed  a  por- 
tion of  the  stored  energy  of  the  plant  is  fed  out  and  used  in 
carrying  the  new  load,  until  the  effects  from  the  increased 
gate-opening  can  he  had.    If  the  power  storage  of  the  plant 
is  proportioned  properly  to  the  chancre  made  in  load,  the 
speed  can  never  fall  out  of  the  relay  limits  of  the  governor. 
But  if  the  power  storage  is  deficient,  the  speed  on  making  a 
heavy  change  in  load  will  quickly  drop  out  of  the  relay  limits, 
and  the  governor  will  then  be  at  sea.  The  effect  is  called  hw/d- 
ing  or  racmg  by  engineers.   (Let  it  be  understood  that  an 
increase  in  speed  will  cause  /  to  touch  c,  and  close  the  gates  in  a 
similar  manner. 

Fig,  2  is  similar  to  Fig^  i,  with  the  exception  that  L  is 
flexible  or  jointed  at  £.  In  a  change  of  load  L  operates  as  a 
stiff  lever,  but  after  the  equilibrium  has  been  temporarily  re- 
stored the  lever  L  slowly  begins  to  bend  at  £,  allowing  A  to 
return  lu  its  original  position.  This  bending  or  returning  will 
cause  L  to  touch  D  and  add  a  little  more  water,  until  A  has 
found  Its  original  position  or  speed,  as  is  shown  by  dotted  lines. 
It  will  be  noticed  that  the  ixnver  storage  in  Fig.  2  is  made  use 
of  in  adding  new  load,  by  lowering  the  speed  in  the  same  man- 
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ner  as  in  Fig.  i.  But  this  defect  is  corrected  later  by  the  re- 
turning principle.  The  effect  of  the  returning  principle  is  to 
return  the  speed  always  to  normal,  leaving  it  identical  with  the 
speed  at  no  load,  a  condition  not  ordinarily  found  in  speed 
government  where  the  relay  governor  is  used. 

Let  it  be  understood  that  all  steam  engines  that  are  suc- 
cessfully governed  are  controlled  by  the  use  of  a  relay  gov- 
ernor, although  it  is  not  apparent  to  the  casual  observer. 
Some  of  our  best  steam  engines  use  the  returning  principle  in 
connection  with  their  governing,  although  no  reference  is 


litT  trf  rttsrai^t  te  iimrummf^ 
PZjkTK  VI. 

made  to  it  in  ordinary  conversation  concerning  steam-engine 

government. 

The  science  of  water-power  government  has  not  yet  reached 
so  great  a  degree  of  perfection  as  the  government  of  steam 
power,  yet  the  underlying  principles  are  being  carefully  studied 
by  our  engineers,  and  the  time  is  not  far  distant  when  our 
water-powers  will  ail  be  constructed  and  governed  as  reliably 
and  successfully  as  our  steam  plants  are,  but  that  time  will  not 
come  until  the  same  principles  arc  recognized  in  the  former 
as  in  the  latter.  (Plate  VL) 
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Mining  and  Metallurgical  Section. 

[Staied  Meeiingt  October  /j,  y^/.] 

Mr.  BsNjAMtN  Smith  Lymak,  President,  in  the  chair. 

RECENT  DEVELUPiMENTS  in  the  MANUFACTURE 
AND  APPLICATIONS  OF  WIRE-GLASS, 

By  F&ancis  Schumann. 


Having  been  requested  to  bring  before  you  any  facts  and 
information  bearing  upon  recent  developments  in  the  manu- 
facture and  application  of  wire-glass,  and  being  closely  iden- 
tified with  the  industry  and  occupied  in  observing  its  charac- 
teristics, I  am  enabled  to  present  to  you  the  following  data: 

Wire-glass,  first  suggested  as  early  as  1854,  differs  from 
ordinary  glass  only  in  that  a  sheet  of  wire  netting  is  inserted 
in  the  middle  of  the  glass  sheet  while  in  process  of  being 
rolled  into  plates  or  sheets,  and  while  the  glass  is  yet  in  a  plastic 
state.  The  addition  of  the  wire  nctiinc:  when  successfullv 
inserted  does  not  affect  either  the  strength  or  ductility  of  the 
glass  to  any  appreciable  extent,  but  does  mo^l  ctTectively  pre- 
vent disiiiieg^ration  or  separation  of  the  sheet  after  fracture, 
whether  i'rom  impact  or  heat. 

It  is  now  and  for  several  years  has  been  manufactured  to 
a  considerable  extent  in  the  United  States,  England,  and  Bel- 
gium, and  to  a  less  extent  in  Germany  and  France.  Its  prin- 
cipal uses  are  for  skylights,  windows  and  partitions.  It  is  also 
extensively  used  as  a  substitute  for  iron  fire^-proof  shutters, 
because  it  admits  light  and  greatly  excels  in  its  fire-resisting 
qualities. 

Wire-glass  is  made  in  sheets  one-quarter  inch  thick,  and  of 
any  size  and  shape,  the  maximum  size  of  sheets  being  30  inches 
wide  by  120  inches  long. 

Its  fire-proof  qualities  are  extraordinary  l>nt  will  readily  be 
explained  if  the  non-conducting  power  of  glass  be  considered: 
thus,  sheets  of  Li'Ia<^  st-i  in  wooden  frames  covered  with  some 
non-cond)ustii'le  material,  such  as  asbestos  cloth  or  ordinary 
tin,  remained  in  position  and  prevented  the  passage  of  flames 
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or  hot  gases,  although  subject  to  a  heat  on  one  side  sufficiently 
great  to  fuse  the  surface  of  red  brick.  The  first  action  of  the 
heat  was  to  expand  and  bulge  the  Jrlass,  and  also  to  cause 
cracks.  As  the  heat  intensified,  the  exposed  side  of  the  glass 
partly  fused  or  became  plastic,  but  never  beyond  a  certain 
degree,  no  doubt  due  to  the  dissipation  of  heat  from  the  oppo- 
site side,  which  was  exposed  to  the  ambient  normal  air,  and 
which  prevented  the  temperature  from  reaching  a  point  that 
would  completely  melt  the  glass. 

The  wire  netting,  woven  of  No.  22  B  W  G  wire,  having 
hexagonal  meshes  about  i  inch  across,  is  not  affected  by  the 
atmospheric  moisture  or  other  corrosive  agents,  except  to  a 
slight  degree  at  the  edges  of  the  glass  where  the  ends  of  the 
wire  are  exposed,  the  imbedding  of  the  wire  within  the  glass 
proving  an  absolute  protection. 

The  resistance  of  wire-glass  to  Ijicakm^  docs  not  vary 
from  that  of  glass  of  the  same  thickness  without  the  netting, 
because  the  netting  lies  within  the  neutral  axis  of  the  sheet 
when  considered  as  a  beam  subject  to  a  transverse  load,  nor  is 
the  ductility  atTected.  proxided  care  be  taken  to  attain  homo- 
geneity when  inserting  the  netting,  and  also  in  applying  the 
proper  treatment  in  annealing.  This  operation  causes  the 
greatest  difficulty,  in  that  it  depends  on  the  application  of  a 
certain  temperature  at  a  certain  stage,  and,  because  of  the  well- 
known  lack  of  measuring  appliances  or  instruments,  the  hitting 
of  the  right  conditions  is  largely  dependent  upon  a  personal 
equation.  Hence  it  is  that  the  breakage  in  one  order  will  be 
practically  m7,  while  in  another  it  may  reach  an  appreciable 
percentage,  although  both  lots  have  been  made  by  the  same 
persons  with  the  same  methods  and  with  the  same  care. 

Defective  annealing  causes  initial  stresses  in  the  sheet  of 
glass,  which,  unfortunately,  do  not  manifest  themselves,  no 
matter  how  carefully  the  glass  may  be  exauimed,  until  after 
the  gla^b  15.  set  in  position  and  exposed  to  the  elements,  not- 
withstanding the  strains  it  was  sul>iected  to  when  cutting  to 
size  or  concussions  during  transportation  or  handling  previous 
to  being  placed  in  position  in  a  skylight.  Acquired  experience 
and  knowledge  are  of  course  lessening  these  difticulties  and 
gradually  removing  them. 
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It  has  been  asserted  that  failure  of  wire-glass  would  finally 
result  by  reason  of  the  difference  of  expansion  between  the 
glass  and  the  iron  or  steel  composing  the  imbedded  wire  net- 
ting. That  sucli  is  not  the  case  is  readily  proven.  The  rate  of 
expansion  (or  contraction)  of  iron  or  steel  is  about  one-third 
greater  than  that  of  glass.  This  very  fact  makes  wire-glass  a 
possibility,  and  for  the  following  reasons:  The  wire  nettings 
when  being  inserted  into  the  hot  and  plastic  glass,  because  of 
its  power  of  rapidly  conducting  heat,  quickly  attains  the  tem- 
perature of  the  glass,  and,  in  consequence,  its  maximum  degree 
of  expansion,  the  volume  of  wire  being  inappreciable  compared 
to  that  of  the  glass.  The  ^lass  Ijeing  still  plastic  clings  to  the 
expanded  wire,  but,  as  cooling  proceeds  and  coruraction  en- 
sues, it  gradually  shrinks  from  the  glass,  leaving,  when  entirely 
cooled,  an  annular  space  between  it  and  the  glass,  and  hence 
no  possible  strain  can  come  upon  the  glass  from  any  future 
variations  of  temperature  which  may  arise  in  service. 

As  to  the  effect  from  variations  longitudinally,  it  will  be 
found  that  the  strength  of  the  glass  in  sheets  one-quarter  inch 
thick  is  su  gieally  in  excess  of  the  ultimate  tensile  resistance  of 
the  wire  as  to  cause  it  to  tear  without  the  slightest  effect  upon 
the  glass,  were  it  possible  io  luring-  the  ultimate  stress  upon  the 
wire.  That  the  wire  in  the  glass  is  under  tension  is  of  com  se 
a  consequence,  and  a  most  desirable  result,  as  experience  has 
shown,  in  that  it  tends  to  closely  unite  the  glass  when  cracked, 
and  thus  prevents  leakage  from  rain;  this  trait  has  often  been 
observed  and  noted,  and  has  been  a  reason  for  the  retention  of 
sheets  in  skylights  which  otherwise  would  have  been  removed. 

As  to  the  passage  of  light,  recent  tests  have  shown  that 
ribbed  wire-glass  diffuses  more  light  throughout  a  building 
than  ordinary  glass,  the  greater  efficiency  being  of  course  due 
to  the  effect  of  the  ribbing. 

Wire-glass  can  be  bent  or  curved  into  any  form.  The 
operation,  however,  is  expensive,  requiring  special  forms  or 
moulds,  and  its  use  is  consequently  avoided  as  much  as  pos- 
sible. 

In  wire-glass  the  architect  and  engineer  has  an  article  of 

undoubted  value  m  ihc  light  of  modern  requirements.  A 
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tnedium  for  enclosing  space,  fire-proof  and  water-proof,  trans- 
mitting iigln,  not  liable  to  disintegration  by  corrosion  or  com- 
bustion, and  difficult  of  penetration,  which  still  maintains  its 
utility,  no  matter  how  much  it  is  subdivided  by  cracks,  as  it  will 
neither  leak  nor  fall  apart  aiid  injure  those  below  when  used 
in  skyli^its. 

I  have  here  a  sample  of  wire-glass,  i  foot  square,  cut  from 
a  large  sheet.  The  piece  was  reheated  to  almost  fusion  (about 
1,200**  Fahrenheit),  then  suddenly  immersed  to  half  its  width 
in  cold  water.  You  will  notice  that  the  piece  is  yet  intact  and 
complete,  suitable  for  any  purpose  for  which  it  was  originally 
intended. 

Here,  again,  is  another  sample,  showing  the  mode  of  deco- 
ration when  used  for  partitions  or  screens;  while  this  third 
sample  is  a  piece  of  so-called  "rough-ribbed  wire-glass,"  much 

used  for  skylights  and  windows,  the  ribbing  greatly  adding  to 
the  diffusion  of  lit: in. 

Within  the  past  year  the  principal  nuuuifactnrers  in  the 
United  States,  England  and  Belgium  have  sfreatly  enlarged 
their  plants  for  its  manufacture,  and  are  making  such  rapid 
strides  in  perfectinic^  the  methods  of  manufacture  that  it  will 
not  be  \c\w<^  before  wire-glass  will  be  generally  accepted  as  an 
established  commercial  product,  its  pro'cess  of  evolution  being 
analogous  to  that  of  steel. 

In  conclusion,  I  will  exhibit  several  lantern  slides  illus- 
trating the  action  of  heat  upon  the  glass,  as  also  a  view  of  a 
skylight  roof,  from  below,  of  a  large  structure  in  this  country, 
which  will  permit  of  a  comparison  of  wire-glass  with  ordinary 
skylight-glass. 

Figs.  I  to  8  illustrate  a  test  of  the  fire-resisting  qualities 
of  wire-glass,  made  under  the  supervision  of  Secretary  Chas. 

A.  Hexanier  and  Inspector  W'm.  McDevitt,  of  the  Philadel- 
phia Fire  Underwriters'  Association,  on  Aj^ril  the  30th,  1896.* 

*  The  brick  test-houso  referred  to  in  <iccoin]),iii\ iiig  serip»;  of  views,  waa 
built  of  9-inch  walls,  measuring  3'  x  4''  x  9^,  interiorly.  Iron  grate-bars  were 
placed  about  3  ioches  above  the  groond  level,  immediately  above  the  cross* 
shaped  openings  ananged  to  supply  air  for  combustion.  The  top  of  the  test* 
houae  was  roofed  with  a  skylight,  one  side  with  )l^-inch  wire-glass,  an  l  the 
other  with  X'ii^ch  rough-rolled  skylight  glass  of  the  ordinary  kind.  The 
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Fig,  J  shows  the  test-house  itainedistely  after  lighting  the  five  end  dostag 

the  door. 

Fig.  ^  is  a  view  taken  two  minutes  after  lighting  the  fire.  The  smoke  had 
blackened  the  glass  of  the  door  and  cracked  the  glass  in  the  window.  The 
hetf  of  deyligfat  glased  with  ji^tMSIx  wire-glass  is  on  the  same  side  «•  tlie 
window,  and  shows  in  this  pietnre.  • 

Fig.  J  is  a  view  taken  three  minutes  after  starting  fire.  The  heat  is  suflR- 
cient  to  warp  the  wire-glass.  The  plain  glass  on  the  other  side  of  the  sky- 
light had  just  commeuced  to  break  and  fall. 

Fig.  4.  shows  the  condition  of  things  fifteen  minutes  after  starting  fire. 
There  is  evidence  of  considerable  increase  in  the  intensity  of  the  heat,  and 
evident  charring  of  the  wood  in  the  frame  and  door  incased  in  tin. 

Fig.  5. — Fire  twenty-five  minutes  under  way.  Wire-glass  in  door  and 
window  at  a  red  heat,  sufficient  to  cause  the  glass  to  buckle.  This  buckling 
was  due  largely  to  portions  of  the  firewood  pressing  against  it  while  in  this 
plastic  condition. 

Fig,  tf.— Fire  thirty-five  minutes  under  way.  This  view  shows  the  tide  of 

skylights,  glazed  w^ith  ordinary  glass,  which  had  fallen  in  five  minutes  after 
the  fire  had  started.  The  portions  of  gla.ss  still  reniainiiig  were  protected 
from  direct  heat  by  the  thickness  of  the  brick  walls  immediately  undemeath» 
which  also  prevented  them  from  fallin^^. 

Fig,  7  is  a  view  taken  after  water  had  been  thrown  on  the  skylight  while 
the  fire  was  at  its  greatest  intensity.  The  walls  had  cncked,  and  the  plain 
glass  was  partly  melted,  as  is  seen  in  the  opening  at  the  opposite  side  of  the 
buildinj.'.  Tlie  wire-glass  in  the  window  below,  o'^\  ini^  to  the  absence  of  clips, 
had  curved  outward  at  the  top.    The  door  was  stili  intact  and  in  position. 

Fig.  ^  is  a  view  taken  after  the  fire  had  been  extinguished  and  water  bad 
been  thrown  on  the  ^ass  with  a  hose.  All  of  the*wiie^lasa  was  intact.  The 
panel  of  the  door  is  seen  with  the  tin  covering  ripped  off » siiowing  the  charred 
condition  of  the  wood  inside,  but  which  still  retained  its  form. 

Fig,  p  is  a  photograph  of  the  ruins  of  two  factory  buildings 
at  Newark,  N.  J.  One  was  a  five-story  and  the  other  a  one- 
story  building,  separated  by  an  alley  4  feet  8  inches  wide.  The 
one-story  building  contained  eight  windows,  furnished  with 
wire-glass,  set  in  angle-iron  frames,  in  place  of  iron  shutters. 
The  view  shows  one  of  these  windows  after  the  fire,  which 
caused  the  fall  of  the  smokestacks  of  the  large  building  and  the 
destruction  of  all  of  the  small  building;  a  portion  left  standing 
coniainiiii::'  the  window. 

frame  of  skvlij^hl  and  the  sash-bars  were  of  wood  co\  ered  witli  tin,  Vtoih 
b^ing  glazed  with  wire-glass  held  in  place  by  iron  clips.     A  window  of  jsi- 

incb  thick  wire-glass,  with  iron  frsme,  was  set  in  one  side  of  the  home, 
and  the  wooden  door,  with  an  upper  panel  of  ^•inch  wire^lass,  waa  tin«lincd. 

The  tin  covering  the  woodwork  has  lock  seams. 

A  quarter  of  a  mrrl  of  wood,  thoroughly  saturated  with  oil  and  mtzed 
with  resin,  was  placed  on  the  grate-bars  ready  for  lifhtiiig. 
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Fig.  I.— Test-lunise  at  starting  fire. 


I'IG.  2.— Two  Tniiiutes  after  lighting  fire. 


Fig.  3. — After  three  minutes. 


Fig.  4. — After  fifteen  minutes. 
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lO.  7. — After  water  had  been  thrown  on 
skylight.    Fire  at  greatest  intensity. 
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Fig.  8. — Test-house  at  close  of  experiment. 
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Fig.  10  is  an  interior  view,  looking  up  towards  the  roof,  of 
a  large  train  shed  of  a  railroad  station  in  one  of  the  large  cities 
of  this  country.  The  photograph  was  taken  a  few  days  after  a 
severe  March  snow^  storm. 

The  upper  part  of  the  roof  was  glazed  with  ordinary  sky- 
light-glass, while  the  lower  portion  was  wire-glass.    How  the 


■^(C-  9 — Wire-glass  window  in  building  of  Newark  Stamping  Company, 
after  fire. 

Storm  affected  the  ordinary  glass  will  be  noticed  by  the  number 
of  broken  sheets.  The  opacity  of  this  part  of  the  section 
of  the  skylight  is  caused  by  the  soot  clinging  to  the  glass,  the 
safety  wire  netting  stretched  l)eneath  interfering  with  the 
proper  cleaning  of  the  glass. 

While  many  of  the  wire-glass  sheets  were  cracked  by  the 
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Storm,  none  of  them  were  displaced,  and  they  remain  in  place 
to  this  day.  Attention  is  also  called  to  the  bright  appearance  of 
the  wire-glass  section,  which  denotes  its  clean  condition.  This 


is  due  to  the  fact  that  it  requires  no  protecting  shield  of  wire 
below,  which  is  necessary  with  ordinary  roof  lights,  and  hence 
interposes  no  difficulty  in  cleaning. 
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THE  FRANKLIN  INSTITUTE. 

Stated  meetings,  September  1$  and  (Mober  20,  iSgj. 
Mr.  John  Birkinbine,  President,  in  the  chair. 

The  smoke  NUISANCE  and  its  REGULATION,  with 
ESPECIAL  REFERENCE  to  the  CONDITION  PRE- 
VAILING IN  PHILADELPHIA— IMPROVED  FUR- 
NACES AND  MECHANICAL  STOKERS. 

{Concluded  J  torn  loL  cxlv,  p.  ^4.) 

THE  BLACK  DIAMOND  SMOKELESS  FURNACE.* 

The  Secretary: — The  accompanying  illustrations  ^how 
the  design  and  construction  of  a  smokeless  furnace  containing 
all  the  necessary  elements  for  smokeless  combustion  and  high 
economy.  The  simplicity  of  construction  is  shown  in  several 
illustrations,  where  it  will  be  seen  that  the  practical  operation 
of  the  furnace  for  high  efficiency  and  smokeless  combustion 
ii  comprised  in  the  method  of  providing  highly-heated  sur- 
faces of  ample  dimensions  to  maintain  the  requisite  tempera- 
ture for  complete  combustion  and  the  provision  that  it  is  made 
for  the  introduction  of  a  suitable  quantity  of  air  to  supply  such 
combustion  at  the  proper  time  and  only  so  long  as  required. 

The  bridge  wall  in  this  furnace  is  made  to  conform  to  the 
shape  of  the  boiler  for  a  portion  of  its  height,  leaving  suflicient 
space  between  l)ridgc  wall  and  boiler  for  passagfe  of  the  gases, 
while  the  main  portion  of  the  gases  and  products  of  combus- 
tion find  free  outlet  through  several  arched  openings  in  the 
lower  portion  of  the  wall. 

An  essential  feature  is  placing  the  arched  portion  of  the 
bridge  wall  back  some  distance  from  the  grates,  to  provide  an 
opportunity  for  the  proper  mingling  of  the  air  and  gases  and 
permitting  time  for  combustion  to  take  place  before  they  pass 
the  bridge  wall.  This  is  an  important  feature,  for,  in  ordinary 
furnaces,  sufficient  time  is  not  given  for  the  mingling  of  air 
and  gases  before  passing  the  bridge  wall,  where  they  come  in 
contact  with  the  cooler  boiler-plate,  thereby  ha\ing  their 
temperature  reduced  below  the  combining  point,  so  that  air 
•M«nufactui«d  by  Bowe  &  Co.,  Chicago. 
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and  gases  mixed,- *but  uncombined,  pass  off  unconsumed, 

carrying  away  a  large  number  of  heat  units  that  might  be 
utilized  by  proper  arrangement  of  furnace,  such  as  is  here 
provided. 

The  temperature  required  for  the  complete  combustiofl 
of  the  gases  of  coal  with  air  is  known  to  be  800®  and  upwards^ 
while  the  temperature  of  boiler  at  the  highest  steam  pressure 
is  less  than  one-half  the  ignition  point  of  coal  and  less  than 


Black  Diamond  smokeless  fnnuice. 


one-third  the  temperature  of  comi)Iete  comlnistion,  so  that  in 
furnaces  as  ordinarily  constructed  a  large  amount  of  heat- 
making  matter  is  wasted.  In  the  method  adopted  in  this  fur- 
nace the  products  of  combustion  are  compelled  to  pass 
through  the  brick  flues  in  the  bridge  wall,  which  are  always  at 
red  heat,  a  temperature  sufficiently  high  to  provide  for  com- 
plete comlnistion.  This  temperature  being  secured,  the  gases 
combine  with  the  development  of  a  greater  heat  and  provide 
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a  temperature  at  which  soot,  as  such,  cannot  exist,  conse- 
quently cannot  be  produced 

The  attention  necessary  with  this  combination  is  so  slight 

as  to  give  no  inconvenience  to  the  fireman,  as  the  results  are 

obtained  automatically  after  the  apparatus  is  once  adjusted 
to  the  kind  of  fuel  used  and  the  amount  burned.  Any  change 
in  kind  or  amount  of  fuel  necessitates  but  slight  and  easily- 
made  adjustment  of  the  automatic  device. 

That  part  back  of  the  bridge  wall,  commonly  called  the 
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combustion  chamber,  is  partially  filled  with  earth  and  paved 
with  fire-brick,  forming  a  fiame  bed,  which  is  always  main- 
tained at  a  high  temperature,  thus  assisting  in  the  complete 

combustion  of  any  unconibined  air  and  gases  which  may  have 
passed  the  bridge  wall.  By  this  arrangement  the  gases  enter- 
ing the  tubes  at  the  back  end  are  of  a  temperature  due  to  the 
complete  combustion  of  the  fuel,  which  is  provided  for  by  the 
heat  radiated  from  the  fire-brick  paving.  The  temperature 
thus  secured  overcomes  the  necessity  of  a  large  combustion 
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chamber,  in  which  the  gases  are  given  more  time  to  thor- 
oughly mix  and  combine,  the  heat  in  this  case  greatly  reduc- 
ing the  time  necessary  for  the  combustion  to  take  place. 

The  arch  and  other  highly  heated  surfaces  providing  the 
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proper  temperature,  the  air  supply  for  complete  combustion 
is  obtained  through  the  panel  door  and  batHe  plates  shown  in 
the  front  view  of  boiler.  The  door  is  provided  with  a  damper 
hinged  at  its  center  and  controlled  by  the  automatic  device 
shown  on  the  left.  By  this  arrangement  the  air  supply  through 
the  front  begins  as  soon  as  the  doors  are  closed*  at  the  time 
when  most  air  is  needed,  in  order  to  provide  for  smokeless 
combustion.  The  automatic  device  gradually  decreases  the 
amount  of  air  supplied,  by  slowly  closing  the  dampers  in  the 
doors  and  shutting  off  the  steam  operating  the  steam  jets, 
w  hich  are  pro\  ided  for  use  in  cii?»c  very  rich  coal  is  used,  or  the 
<  ion  land  for  steam  requires  strong  firing.  The  air  thus  in- 
jected is  drawn  through  a  passage  concealed  in  the  brick- 
work, thus  heating  it  to  a  high  temperature  before  permitting 
it  to  mix  with  the  gases. 

The  automatic  regulation  of  the  air  supply  is  a  most  essen- 
tial  feature  in  the  economical  production  of  smokeless  com- 
bustion. 

Practice  proves  that  suitable  means  for  maintaining  a  high 
temperature  of  the  air  and  gases  must  be  provided  in  order 
that  perfect  combustion  can  take  place.  The  bridge  wall  and 
flame  bed  lining  provide  this,  as  just  explained.  The  arrange- 
inent  of  bridge  wall,  flame  bed.  etc.,  is  shown  in  the  vertical 
section  througli  furnace  and  boiler  and  in  the  small  cut  show- 
ing cross-section  through  furnace  in  front  of  bridge  wail. 

It  is  claimed  for  this  furnace  that  it  is  constructed  on  cor- 
rect scientific  principles,  and  that  it  will  both  burn  smoke  and 
iconsume  any  kind  of  coal  without  smoke,  and  with  any  kind 
of  chimney  draft,  while  it  has  been  shown  to  yield  very  eco- 
nomical results.  The  furnace  is  simple  in  construction  and 
durable.  (From  data  furnished  by  the  manufacturers.) 

THE  ACME  MECHANICAL  AUTOMATIC  STOKER.* 

Mr.  Wm.  E.  Gray  [New  York]: — The  theory  of  smoke 
prevention,  as  well  as  the  theory  of  combustion,  has  been  so 
thoroughly  and  ably  presented  in  the  previous  discussion  of 
*  i^nfectnicd  by  the  FidU  Rivet  and  Machine  Co.,  Cayaiioga  Palls,  O. 
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the  smoke  nuisance  question,  which  has  appeared  in  the 
Journal,  that  it  will  not  be  necessary  for  me  to  attempt  to  add 
anything  to  that  phase  of  the  subject. 

The  "Acme  Stoker,"  which  I  have  the  pleasure  of  bringing 
to  your  notice,  burns  all  grades  of  bituminous  coal  practically 
without  smoke,  and  comes  well  within  the  limits  of  the  strict- 
est smoke  ordinance.  It  is  durable,  economical,  efficient  and 
l>ractical,  and  embodies  in  its  construction  several  novel  fea- 
tures. 

An  examination  of  Figs.  1,2,^  and  4  will  explain  its 
n^chanism  and  operation. 


Fig.  I. — Boiler  front  equipped  with  Acme  stoker. 


In  erecting  the  stoker  in  connection  with  any  of  the  differ- 
ent types  of  boilers,  the  regular  lower  half  of  the  front  (as 
supplied  for  hand-firing)  is  replaced  by  a  special  cast-iron 
stoker  front,  as  shown.  In  Figs,  i  and  2  this  front  is  shown 
with  the  grates  in  position  for  automatic  stoking. 

The  stoker  is  operated  by  the  small  engine  shown  on  the 
left-hand  side.  The  hopper  is  filled  with  coal,  which  is 
pushed  onto  the  dead-plate,  C,  and  then  down  to  the  auxiliary' 
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Fig.  2.— Acme  stoker  ;  grates  in  position  for  automatic  stoking. 
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grates,  D,  by  the  coal  pusher,  B,  which  is  operated  by  the 
regulator  at  E — this  being  so  arranged  as  to  g^ve  any  desired 
feed,  from  nothing  up  to  the  full  capacity  of  the  stoker.  The 
auxiliary  grates,  D,  are  moved  by  the  lever,  F,  and  are  con- 
trolled by  £.  The  grates,  (7.  are  inches  wide,  each  alter- 
nate one  being  movable,  the  remainder  being  fixed. 

The  alternate  grates  are  moved  by  levers,  K  /C,  their 
motion  being  regulated  at        First,  they  are  raised  above  the 


Fig.  2.— .\cme stoker ;  grates  dropped  for  hand- firing. 


fixed  grates  and  then  moved  forward,  carrying  the  burning 
coal  with  them,  afterwards  dropping  back  to  their  original 
position. 

The  dumping  grate  is  shown  at  /.  Vig.  2,  in  position  to 
receive  the  ash  and  clinker  from  the  grates.  C  This  is  con- 
trolled by  the  lever.  L.  and  can  be  dropi)ed,  as  shown  in  Fig.  4, 
to  de])osit  the  refuse  in  the  ash-pit.  which  is  then  cleaned  out 
in  the  ordinary  way. 
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Figs.  3  and  4  show  the  stoker  with  the  grates  dropped  to 
a  position  where  they  can  be  fired  by  hand  in  the  ordinary 
manner  IV  IV  m  counterbalance  weights  to  assist  in  raising 
and  lowering  the  grates  G.  The  grates  can  be  shaken  by  hand 
from  the  front  by  means  of  By  this  means  there  is  no 
danger  of  loss  of  boiler  service  on  account  of  accident  to  the 
stoker  mechanism,  and  it  also  makes  every  part  as  accessible 
as  in  a  plain  furnace.  It  also  greatly  facilitates  the  starting  of 
the  fires. 

In  rcL^iilar  operation  the  cnal  is  filled  into  the  hopper,  A, 
and  from  there  fed  to  the  dead-plate,  C,  where  the  coking  is 
commenced;  from  there  it  passes  to  the  auxiliary  grates.  D,  for 
the  completion  of  the  coking  and  tlie  full  ignition  of  all  the 
ccal  and  coke,  which  is  greatly  aided  by  the  extra  large  air 
space  at  this  point.  It  then  passes  to  the  grates,  G,  where,  as 
it  bums,  it  is  gradually  pushed  down  to  the  dumping  grates, 
at  which  point  nothing  remains  but  ash,  this  being  dropped 
into  the  ash-pit  at  regular  intervals. 

For  the  prevention  of  smoke  and  the  complete  comlms- 
tion  of  the  volatile  nuiUer  in  the  coal,  an  inclined  lire  brick 
arch  is  started  over  the  auxiliary  grates,  D,  and  carried  imck 
towards  the  1  ridge  wall. 

Methods  of  construction  and  attachment  vary  with  the 
dilTerent  styles  of  boilers,  but  it  will  not  be  possible  to  describe 
thcni  in  this  brief  abstract. 

The  "Acme  Stoker"  is  a  thoroughly  practical  smoke  pre- 
venter, and  a^  such  has  been  presented  to  this  Institute,  in 
response  to  the  invitation  of  your  Secretary. 

* 

THE  COLUMBIA  MECHANICAL  STOKER  AND  SMOKELESS 

FURNACE.* 

Mr.  G.  E.  M.WNiNG  [Westfieid.  Mass.]: — This  stoker  is 
a  simple  and  durable  apparatus,  which  receives  the  fuel  in  bulk 
and  feeds  it  mechanically  at  any  desired  rate  to  the  furnace, 
and  after  consuming  all  combustible  matter  contained  in  the 
fuel,  deposits  the  ash  and  clinkers  in  the  ash-pit. 

*  Manufactured  bj  the  Coliambia  Stoker  Compati}',  Holyoke,  Mas». 
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There  are  two  vital  features  of  this  stoker  which  should 
have  sj>ecial  consideration: 

(1)  The  grate  is  stationary;  there  are  no  moving  parts  ex- 
posed to  the  fire  and  likely  to  cause  expensive  repairs  and 
shut-downs. 

(2)  The  coal   is  fed  under  the  burning  fuel,  and,  all 

¥  c      -  1 
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Fic.  I. — Front  view  of  the  Columbia  stoker. 

-gases  liheralcd  tlierefroni  l)eing  thoroughly  mixed  with  the 
incoming  air  before  passing  through  the  incandescent  bed  of 
fire,  a  practically  smokeless  chimney  is  the  result. 

The  operation  of  the  *'Columl)ia  Stoker"  is  as  follows: 
Owing  to  the  incline  in  the  fuel  passage,  the  fresh  fuel  will 
have  a  tendency  to  slide  along  the  fuel  plate  directly  on  to  the 
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blast  grates,  and  in  doing  so,  cause  the  bed  of  incandescent 
fuel,  in  course  of  combustion,  to  bulge  or  rise  up;  the  heat 
from  the  burning  fuel  will  slowly  liberate  the  gas  from  the 


incoming  fresh  coal,  and  the  air  forced  through  openings  in 
the  blast  grates  in  passing  up  through  the  fresh  fuel  will  be 
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thoroughly  mixed  with  the  g^ses  liberated  before  passing 
through  the  burning  fuel  above,  resuhing  in  a  bright,  clear 
fire  and  the  complete  consumption  of  all  combustible  elements 
in  the  fuel.  The  incoming  fuel  (on  account  of  being  pushed 
up  the  incline)  is  in  a  compact  mass,  and  will  not  permit  cold 
air  to  pass  into  the  furnace,  as  the  whole  of  the  grates  is  cov- 
ered with  an  even  layer  of  coal.  This  process  of  feeding  in 
fresh  coal,  ubich  raises  or  replaces  the  ignited  fuel,  is  going 
on  continuously,  the  resnlting  ash  and  clinkers  1)eing  gradu- 
ally forced  ()\  er  the  top  on  to  llie  inchncd  (^r?ites  for  final  com- 
bustion, air  l)eing  supplied  througli  the  opcnuigs  in  the  grates 
induced  by  ordinary  chimney  draft.  A  drop  or  dump  grate, 
provided  for  the  removing  of  chnkers  and  ashes,  is  located  on 
the  lower  end  of  the  incline  grates,  and  is  operated  by  handle 
bars  extended  through  the  front  of  the  furnace.  The  whole 
operation  of  removing  the  clinkers  and  ashes  only  requires  a 
few  minutes,  and  can  be  done  without  interfering  with  the 
regular  course  of  firing.  (Correspondence.) 

DAVIES  AUTOMATIC  STOKER  AND  SMOKE  CONSUMER.* 

Mr.  .\.  T.  Eastwick  [Briducport.  Montgomery  County, 
Pa.]: —  *  *  *  xhe  Davies  Stoker  Company  has  recently 
been  organized  for  the  purpose  of  introducing  the  Davies 
automatic  stoker,  which  has  been  in  operation  for  nearly  a 
year,  and  has  been  thoroughly  tested  in  regard  to  its  effi- 
ciency  in  saving  fuel  and  in-  increasing  the  boiler  capacity.  It 
has  also  proved  to  be  very  effective  as  a  smoke  consumer,  but 
we  wish  to  demonstrate  more  exactly  its  efficiency  in  this 
respect,  and  we  are  now  equipping  a  Galloway  boiler  with  this 
object  s])eeially  in  view,  and  we  thitik  we  will  soon  be  able  to 
show  more  tuliy  that  our  stoker  will  consume  ]iractically  all 
the  smoke  from  ordinary  bituminous  coal.  In  the  meantime, 
we  do  not  care  to  make  any  specific  claims  for  the  machine  in 
this  respect.  We  have  no  doubt,  however,  that  it  consumes 
most  of  the  smoke,  as  the  machines  now  in  use  show. 


*  Manufactured  by  the  Daviea  Stoker  Co.,  Bridgeport,  Montgomery  Co., 
Pa. 
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*  *  ♦  The  appearance  and  construction  of  the  ma- 
chine is  shown  by  accompanying^  cuts.  It  was  constructed 
for  the  purpose  of  saving  fuel  and  increasing  the  boiler  capac- 
ity, but,  as  we  have  already  stated,  it  has  also  proved  to  be  a 
smoke  consumer.    For  the  purpose  for  which  it  was  con- 


Vertical  section  showing  parts  of  Davies  automatic  stoker. 

Structed  it  is  xtry  successful,  showing  a  saving  of  10  to  15  per 
cent,  in  fuel  over  hand-firing,  and  increasing  the  boiler  capac- 
ity from  15  to  25  per  cenL 
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The  stoker  is  so  simple  in  construciioii,  and  so  much  less 
expensive  than  any  other  stoker  we  have  seen,  that  we  feel  it 
only  remains  for  us  to  demonstrate  more  thoroughly  its 
smoke-consuming  merits  to  compete  successfully  with  the 
leading  machines  of  its  kind  in  the  market. 


Front  view  of  Davies  automatic  stoker,  attached  to  boiler. 

The  Davies  automatic  stoker  can  be  applied  to  any  make 
of  boiler  or  furnace,  and  is  attached  by  bolting  to  the  front 
plate  with  two  bolts  and  a  brace  from  below.  A  5-inch  hole 
is  cut  through  the  front  plate  and  brick  arch  above  the  fire- 
door,  and  15  to  iS  inches  above  the  tjrate  l)ars,  through  which 
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is  inserted  a  sleeve  for  the  revolving  tube»  which  carries  the 
fuel  into  the  furnace.  When  attached  to  a  marine  or  upright 
boiler  a  6-inch  hole  is  cut  through  the  water  space  into  the 

firc-box,  and  a  6-inch  tube  inserted  and  expanded,  in  order  to 
admit  the  sleeve  for  the  revolving"  tube.  The  two  2-inch  pipes 
leading  from  the  feeder  mto  the  smoke  flue  draw  back  the 
greater  part  of  the  smoke  and  waste  gas,  and  return  it  for  con- 
sumption with  the  fresh  fuel  into  the  furnace. 

It  feeds  the  fuel  into  the  furnace  in  any  size  required,  from 
chestnut  size  to  a  powder,  and  is  especially  adapted  for  the 
burning  of  soft  coals  of  all  kinds.  In  attacliin^  the  stoker  no 
alteration  of  grate  bars  or  tire-doors  is  necessary,  and  boilers 
can  be  fired  in  the  ordinary  way  if  necessary.  The  grate  sur- 
face may  be  reduced  15  to  20  per  cent.,  and  more  steam  ob- 
tained with  the  stoker  than  by  hand-firing.  It  is  easy  on  the 
brickwork,  and  does  away  with  heavy  bars  and  pokers  for 
shaking  the  fires. 

The  operation  of  the  stoker  is  as  follows:  The  coal  is 
placed  ill  the  hopper,  and  is  cn  iicd  111  uniform  quaniity  in  the 
furnace  through  the  tube  K  by  means  of  the  fine  steam  jet 
after  reaching  blower  /.  The  coal  is  spread  evenly  over  the 
grate  surface  by  means  of  the  deflector  M,  The  quantity  of 
steam  required  is  very  small,  being  about  one-fifteenth  of  i 
per  cent.  A  steam  jet  also  creates  a  suction  through  pipe  Q, 
which  passes  along  the  sides  of  the  furnace  to  the  rear  of 
boiler,  thus  furnishing  an  excess  of  heated  air.  (Correspond- 
ence.) 

DISCUSSION. 

THE  HCONOMETER  OF  MR.  MAX  AR.NDT,  OF  AIX  LA  CHAPELLE. 

Mr.  Arthur  Falkenau  contributed  to  the  discussion  a 
description  of  the  instrument  known  as  "The  Econometer,*' 
illustrating  his  remarks  by  reference  to  a  specimen  of  the 

apparatus  and  a  sectional  view  of  same  projected  on  the  screen. 

The  instrument  is  a  gas  l)alancc,  and  is  designed  specially 
to  act  as  a  continuous  indicator  of  the  percentage  of  carbonic 
acid  gas  present  in  the  products  of  combustion  from  a  steam 
boiler  furnace,  thus  affording  the  operative  in  charge  of  the 
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furnace  a  visible  indication  at  all  times  of  the  condition  of  hb 

furnace  fires. 

The  econonieter  is  said  to  be  extensively  used  in  Germany, 
where  its  vahie  as  a  practical  appliance  for  promoting  the 
economical  combustion  of  fuel  in  steam  plants  is  generally 
recognized. 

The  following  description  of  the  construction  and  opera- 
tive features  of  the  apparatus  (in  lieu  of  Mr.  Falkenau's  re- 
marks, which  were  not  furnished  for  publication)  is  abstracted 

by  the  Secretary  from  a  report  thereon,  lately  adopted  by  the 
Committee  on  Science  and  the  Arts: 

Referring  to  the  accompanying  cut,  the  apparatus  consists 
of  a  balance,  carrying  at  one  end  a  gas  vessel  provided  with  a 
neck  open  at  the  bottom;  a  gas  delivery  pipe  projecting  up- 
ward into  this  gas  vessel^  being  fixed  and  supported  in  it  in 
such  a  way  that  upon  the  oscillation  of  the  balance  beam  the 
gas  vessel  may  move  freely  up  and  down  without  coming  in 
contact  with  the  upward  projecting  pipe  through  which  tlie 
gas  flows  into  the  ^as  vessel. 

ilie  gas  vessel  is  balanced  by  a  compensating  vessel  sus- 
pended from  the  opposite  end  of  the  beam,  also  open  at  the 
bottom,  and  equivalent  to  the  gas  vessel  in  its  capacity  in 
conjunction  with  small  weights  placed  under  a  pan  under  the 
compensating  vessel,  that  the  pointer  of  the  beam  shall  move 
to  zero  on  the  scale  when  atmospheric  air  is  drawn  through 
the  appardius. 

The  ^^as  vessel  being  open  at  the  hoi  torn  so  that  the  pres- 
sure within  it  is  always  the  same  as  that  without,  fluctuations 
of  pressure  and  barometrical  readings  have  not  to  be  con- 
sidered in  the  use  of  this  apparatus;  likewise  fluctuations  of 
temperature  do  not  affect  its  action,  because  the  gases  passing 
slowly  through  the  apparatus  quickly  take  the  temperature 
prevailing  in  the  narrow  gas  passages. 

The  fluctuations  which  take  place  in  the  density  of  the 
gases  round  the  fixed  pipe  in  the  gas  vessel  cause  up-and-down 
motions  in  the  latter  vessel,  which  are  shown  by  the  pointer 
on  the  scale.  This  pointer  is  rigidly  fixed  to  the  beam  so  as 
to  follow  the  movements  of  the  gas  balance;  it  oscillates  in 
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front  of  a  scale  indicating  units  of  weight  by  the  distance 
between  its  dividing  lines-,  or  these  distances  shall,  in  conjunc- 
tion with  the  pointer,  indicate  a  particular  percentage  volume 
of  a  particular  kind  of  gas  in  a  gisisedus  mixture;  for  example, 

the  instrument  exhibited  and  described  had .  divisions  on  its 
scale  for  indicating-  the  percentage  volume  of  carbonic  acid 
gas  for  the  purpose  of  ascertaining  the  percentage  of  such  gas 
escaping  in  the  products  of  combustion  from  a  steam  boiler 
furnace. 

Two  tubular  orifices  are  provided,  one  for  the  inlet,  and 
the  other  for  the  outlet,  of  gases,  the  former  connecting  by  a 


The  Anidt '  Econouieter." 


flexible  tube  with  the  vertical  fixed  pipe  in  the  gas  vessel, 
and  the  latter  by  a  flexilile  tube  with  the  cup-shaped  vessel 
situated  below  the  gas  vessel.  The  source  of  the  gas  supply 
is  placed  in  communication  with  inlet  leading  to  the  gas  vessel 
and  a  suction  apparatus  of  any  suitable  kind  in  communication 
with  outlet  from  the  cup  vessel  under  the  gas  vessel.  A  por- 
tion of  the  air  present  in  the  casing  is  first  drawn  off,  that  is  to 
say,  the  air  is  exhausted  by  suction  to  so  much  of  a  vacuum  as 
corresponds  to  the  strength  of  the  suction  at  the  cup  vessel 
under  the  gas  vessel.   This  rarefaction  being  obtained,  the 
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gas  lo  be  weighed  passes  into  the  gas  vessel,  filling  it,  and 
then  out  of  this  vessel  into  cnp  vessel  below. 

The  gas  balance  is  enclosed  in  a  casing  provided  with  a 
glass  front  for  the  purpose  of  observation;  this  casing  is  pro- 
vided with  an  aperture  closable  by  a  plug,  upon  the  remo\^ 
of  which  the  weights  may  be  adjusted  as  required.  Further^ 
at  the  top  of  the  casing  there  is  an  aperture  filled  with  cotton- 
wool for  the  gradual  and  continuous  admission  of  atmospheric 
air  thereto.  The  balance  is,  therefore,  located  in  a  nearly  air- 
tight chamber,  with  its  several  parts  so  arranged  that,  when 
the  gases  to  be  weighed  flow  through  a  vessel  forming  part  of 
the  balance,  it  may  operate  without  resistance  and  with  great- 
est, sensitiveness. 

The  determination  of  the  percent nqe  volume  of  a  particu- 
lar kind  of  gas  contained  in  a  gaseous  mixture  is  only  practi- 
cable by  means  of  the  apparatus  when  the  specific  gravity  of 
the  gas  sought  for  is  different  from  the  specific  gravities  of 
the  other  gases  preponderating  in  the  gaseous  mixture,  but 
such  other  gases  may  be  of  like  specific  gravity  among  them- 
selves. This,  for  instance,  is  the  case  with  respect  to  the  smoke 
gases  of  steam  generator  furnaces,  which  gases  are  mainly 
made  up  of  oxygen,  nitrogen,  carbonic  oxide  and  carbonic 
acid.  Of  these,  the  first  three  arc  of  nearly  the  same  specific 
gravity,  approximating  that  of  atmospheric  air  =  i.  On  the 
other  hand,  the  specific  gravity  of  carbonic  acid  =  1*52.  and 
is  therefore  about  one-half  heavier  than  atmospheric  air,  and  a 
smoke  gas  mixture  must  consequently  be  heavier  the  greater 
its  contents  of  carbonic  acid. 

With  perfect  combustion  of  the  carbon  contained  in  the 
fuel  and  with  the  air  of  combustion  measured  in  a  theoretically 
accurate  manner,  the  carbonic  acid  of  the  smoke  gases- 
amounts  to  about  20  per  cent,  of  the  total  volume,  but  it  is 
less  than  this  when  the  air  of  combustion  is  supplied  in  a  lai^;er 
quantity.  If  now  the  zero  line  of  the  scale  has  such  a  position 
that  it  coincides  with  the  pointer  when  only  atmospheric  air 
is  present  in  the  gas  vessel;  if,  further,  the  end  line  or  division 
of  the  scale  has  such  a  position  that  it  coincides  with  the 
pointer  when  atmospheric  air,  mixed  with  carbonic  acid  to  the 
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^tent  of  20  per  cent,  of  the  total  volume,  as  determined  by  a 
•chemical  analysis,  is  drawn  through  the  gas  vessel;  and  if, 
further,  the  scale  has  twenty  corresponding  divisions,  then 
the  movement  of  the  pointer  from  one  division  to  another 

will  correspond  to  the  difference  in  the  weight  of  the  gaseous 
mixture  in  proportion  to  the  pcrceiiiage  volume  of  carbonic 
acid,  and  accordingly,  in  the  practical  use  of  the  ai)[)aratus, 
that  is  to  say.  when  smoke  gases  are  being  conducied  through 
the  gas  balance,  the  contents  of  carbonic  acid,  as  indicated  by 
the  pointer  in  a  sufficiently  accurate  manner  for  practical  pur- 
poses, may  at  any  time  be  read  off  from  the  scale  direct.  If, 
lor  instance,  the  pointer  points  to  the  division  line  marked  12 
on  the  scale,  this  would  indicate  that  the  smoke  gases  drawn 
through  the  vessel  contain  12  per  cent,  in  volume  of  carbonic 
■acid,  that  is  to  say,  the  volume  of  the  latter  would  amount  to 
12  per  cent,  of  the  whole  volume  of  the  smoke  gas  mixture. 

If  the  smoke  gases  of  a  steam  generator  furnace  when 
passing  lo  the  chimney  ha\  c  a  temperature  of  270  C.  (518'' 
F.j,  and  12  per  cent,  of  their  total  volume  consists  of  carbonic 
acid,  the  loss  of  heat  amounts  only  to  about  15  per  cent.,  but 
if  at  the  same  temperature  the  carl»onic  acid  contents  amount, 
for  example,  to  only  4  per  cent,  of  the  volume  of  the  waste 
gases,  this  would  show  a  loss  of  heat  of  about  45  per  cent.,  due 
in  a  great  measure  to  the  heating  of  an  excessive  quantity  of 
air  for  the  combustion  of  the  fuel.  Hence,  it  results  that  the 
gas  balance  herein  described  is  of  great  importance  as  a  con- 
trolling apparatus  for  steam  generator  and  other  furnaces,  and 
also  for  obtaining  the  specific  gravity  of  other  gaseous  mix- 
tures by  direct  weighing. 

A  practical  test  of  this  instrument  was  made*  at  the  Raid- 
win  Locomotive  Works,  in  \h\>  city,  wiili  results  of  a  \ery 
satisfactory  character.  The  boiler  lurnaee,  from  which  the 
supply  of  gas  was  taken,  was  one  in  which  anthracite  coal  wa-^ 
used.  The  boiler  \\  a«:  of  the  Babcock  &  Wilcox  manufacture, 
and  its  furnace  setting  was  in  no  re^^pcct  diiiercnt  from  their 
ordinary  practice.   The  indications  of  the  econometer  were 

*  For  the  detaiU  of  this  test,  consult  Report  No.  19731  Committee  on  Sd- 
'ence  and  the  Arts. 
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checked  from  time  to  time  by  chemical  analyses  of  the  tlue: 
gases.  These  analyses  were  by  Prof.  Harry  F.  Keller,  Ph.D.^ 
of  this  city;  each  analysis  was  made  immediately  upon  the 
withdrawal  of  the  samples  and  at  the  place  where  the  other 
tests  were  being  conducted. 

These  comparative  tests  demonstrated  the  substantial  ^ 
accuracy  of  this  instrument.  The  recorded  variations  show- 
discrepancies  so  trifling  that,  if  the  econometer  were  used  in 
the  management  of  steam  boiler  furnace  fires,  no  consider- 
able loss  would  occur  by  reason  of  the  difference  between  the 
econometer  reading  and  the  chemical  analysis.  A  saving^ 
in  fuel  would  result  because  of  a  belter  and  more  intelligent 
management  of  hre  and  damper,  allowing  less  surplus  air  to 
pass  through  the  furnace  than  would  ordinarily  be  the  ea<c. 

The  econometer  works  continuously  and  shows  automati- 
cally the  percentage  of  carbonic  acid  in  the  gases,  thus  ena- 
bling the  hremen  to  see  at  all  times  the  more  or  less  favorable 
conditions  of  combustion. 

Mr.  James  Christie: — desire  to  emphasize  the  state- 
ments made  this  evening — that  the  greatest  source  of  loss  in 
the  furnaces  of  steam  boilers  can  usually  be  traced  to  the  in- 
flux  of  an  excessive  quantity  of  air.  Combustible  gases  will 
sometimes  he  found  in  the  discharge  from  boilers  havings 
limited  combustion  chamliers  and  small  hre  tubes.  But  in  ordi- 
nary conditions,  with  stationary  boilers  of  the  usual  types,  the 
loss  from  unburnt  gases  is  generally  insignificant.  If  we  could 
burn  all  the  combustible  in  coal,  and  control  the  admission 
of  air  nearly  to  theoretical  requirements,  say  little  over  \2 
pounds  air  per  pound  of  carbon,  analyses  of  the  discharged 
gases  would  indicate  over  20  per  cent,  of  C02f  and  the  free 
oxygen  would  be  nearly  nothing.  If  these  gases  escaped 
below  500*^  F.,  we  should  evaporate  over  14  pounds  of  water 
from  the  boiling  point  of  water  to  steam  at  atmospheric  pres- 
sure for  each  pound  of  combustible.  This  subject  was  care- 
fully studied  by  the  late  Eckley  B.  Coxe,  and  the  statement 
just  made  by  the  representative  of  the  company  handling  his 
stoker,  that  they  have  found  flue  gases  to  analyze  2^  per  cent, 
free  O  and  16  per  cent.  CO2,  is  a  very  remarkable  one,  and  a 
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.degree  of  excellence  1  have  never  found.  An  analysis  of  10 
per  cent,  each  for  O  and  CO2  is  probably  near  the  average 
result  in  ordinary  combustion. 

Loss  through  excessive  dilution  of  air  is  a  frequent  result 
of  improper  firing,  especially  when  the  grate  surface  is  exces- 
sive; or  it  occurs  from  leaky  boiler  casing,  and  is  an  argument 
in  favor  of  a  forced  blast,  instead  of  pulling  from  the  rear  by 
natural  draught. 

Loss  from  this  cause  is  coiniiiou  in  some  of  the  stoker 
i>}  stems  now  111  vogue,  and  its  repression  should  be  studied  by 
those  who  desire  to  win  favor.  As  an  illustration,  1  give  the 
condensed  results  of  a  recent  extensive  series  of  tests  on 
boilers,  both  hand-fired  and  mechanically  stoked.  I  am  not 
interested  in  any  particular  boiler  or  stoker,  therefore  will  not 
discriminate  by  giving  names. 

About  twenty  tests  in  all  were  made  on  boilers  of  identical 
make  and  setting,  using  bituminous  coal,  in  their  daily  routine 
of  work: 


Water  Bvap- 

AMALYSU  OF  GAflW. 

Method 

oiated  Trom 

Kfficieticy 

or 

and  at  2i2  ' 

of 

Plriag. 

per  lb.  of 
Oombofltlble. 

Boiler. 

CO, 

1 

0     1  CO 

1 

Hand  lifcd  . 

io'(lbf»  ! 

7»PC 

9*00  p.c. 

it'i3pc.'*S4p>.c. 

Stoker  No.  i 

11*4  Iba. 

76  p.C. 

89SP.C. 

8  69PC.  59  P  C. 

Atmifccr  No.  3|    to'x  Ibi. 


M  p.c. 


5*8  p.c|tj-3  p.C. 


o6p.c 


Air  per  lb. 
of 

Ceabutible. 

AMearaoce 
of  DtebBTge 
at  Cbliaaey. 

Dense  black 
smoke 

32-48  lbs. 

Very  I'ghl 
smoke 

40'o«lbi. 

Smok*l<fl« 

No  boiler  test  is  complete  or  determinate  without  analyses 
of  the  waste  gases,  and  these  frequently  reveal,  as  in  the  above 
instances,  a  prolific  source  of  previously  unsuspected  loss. 

Mr.  Isaac  Bowe  [Chicago] : — ^Your  note,  inviting  me  to 
participate  in  the  discussion  of  the  smoke  question  at  tlic 
meeting  of  the  Instilule  on  Septemljer  15th.  is  at  haiul.  also  a 
copy  of  the  past  discussions  of  the  smoke  question.  1  sliall 
not  be  able  to  be  present  in  person,  l>ul  send  the  following 
contribution,  which  you  are  at  liberty  to  use  as  you  please. 

I  wrote  to  the  Board  of  Health  of  your  city  last  spring, 
making  inquiries  whether  there  was  any  ordinance  in  refer- 
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ence  to  smoke,  and  was  informed  by  the  President  of  the 
Board  that  there  was  none,  but  that  there  had  been  some  dis- 
cussion of  the  advisability  of  such  an  ordinance.  I  did  not 
gather  from  his  note  that  the  matter  was  in  such  active  siiape 
as  \  onr  note  indicates,  otherwise  I  should  have  been  only  too 
glad  to  have  lent  my  co-ojjeration. 

I  was  drawn  into  this  smoke  business  by  the  fact  that  I 
was  frequently  consulted  professionally  about  better  and  more 
economical  methods  of  buniing  soft  coal.  In  my  investiga- 
tions in  that  line  I  was  early  led  to  the  point  that  the  burning 
of  coal  without  smoke  must  be  one  of  the  requisites  of  better 
work.  For  twelve  years  I  have  had  an  intimate  experience  of 
the  joys  and  sorrows  of  the  smoke  business,  and  have  faith  to 
ijclieve  that  my  experience  may  be  worth  something  to  you 
in  avoiihng  stumbling  blocks. 

I  will  take  tlie  Hhcrty  at  this  time  to  give  you  briefly  the 
experience  of  ChicaL^o  and  a  little  of  my  own.    *    *  * 

The  Chicago  ordinance  has  been  in  force  for  over  fifteen 
years,  and  very  much  has  been  accomplished  in  cleaning  up 
the  city.  I  think  1  am  safe  in  saying  that  we  arc  making  fully 
70  per  cent.  Jess  smoke  than  formerly  in  the  down-town  dis- 
trict. Sometimes  I  wonder  at  what  we  have  accomplished 
when  1  look  back  over  the  way  it  was  done.  The  friends  of 
decency  and  cleanliness  have  kept  the  ordinance  alive,  not, 
however,  without  a  good  deal  of  opposition.  This  has  often 
been  pretty  stubborn  and  led  by  representative  and  innueniia: 
men.  The  protests— when  all  the  chall  was  sifted  out— were 
generally  found  to  Lc  nui  much  against  the  ordinance  as 
against  the  way  it  was  enforced. 

The  smoke  inspectors  enforced  the  ordniance  just  as  any 
other  ordinance  was  enforced;  namely,  from  the  standpoint 
that  it  was  not  the  duty  of  an  ofBcial  to  show  how  to  comply 
with  the  law,  but  to  compel  obedience.  Plainly  speaking,  the 
official  attitude  was  this:  '  Your  chimney  smokes.  Stop  it, 
or  I  will  haul  you-into  court  and  fine  you.** 

There  is  this  to  be  said  about  this  wa)  of  abating  smoke. 
It  is  very  simple,  and  saves  lots  of  work,  and  any  simpleton 
can  fill  the  bill  as  smoke  inspector,  on  this  interpret  at  ion  t>i  Ins 
duties. 
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The  opposition  also  claimed  that  this  was  the  wrong  way 
to  get  ready  compUance  and  good  results;  that  men  who 
knew  something  about  boilers,  coal  and  the  demands  of  a 
steam  plant  should  be  appointed  as  smoke  inspectors.  They 
charged  that  the  inspectors  cared  not  so  much  for  the  cleanli- 
ness of  the  city  as  for  the  devising  of  means  for  raising  revenue 
improperly  for  their  own  pockets;  that  the  owners  of  certain 
smoke  devices,  oil-lnirniiig  devices  and  special  brands  of  coal, 
said  to  lie  smokeless,  were  doing  a  suspicious  amount  of  busi- 
ness, not  on  their  merits,  but  as  the  direct  work  of  the  inspec- 
tors. However  that  may  be  (and  there  appears  to  have  been 
some  truth  in  the  chaises),  the  belief  became  general  that  the 
inspector^  were  crooked.  Some  owners  of  plants  acknowl- 
edged  they  had  changed  furnaces,  allowing  themselves  to  be 
blackmailed,  to  ^et  rid  of  the  city,  as  they  put  it;  others  went 
boldly  up  to  tliu  capiaiii's  office  to  find  what  burner  would 
satisfy  tliem.  They  were  told,  as  boldly,  the  city  recom- 
mended nothing,  but  a  way  was  found  to  convey  the  mspec- 
tors'  wishes. 

If  experience  is  worth  anything,  you  will  readily  see  that 
it  is  not  so  impgrtant  what  ordinance  you  recommend,  as  to 
get  the  confidence  of  owners  of  steam  plants  that  an  honest 
effort  is  being  made,  and  in  an  honest  way,  to  get  rid  of  the 

nuisance.  It  . is  much  easier  to  keep  confidence  liiaa  to  restore 
lost  confidence. 

I  have  essentially  stated  1  did  not  believe  a  "smoke  ordi- 
nance" should  be  enforced  as  ordinary  laws  are  enforced. 
Instead  of  putting  a  man  on  the  roof  of  a  high  building,  with 
a  spy-glass,  to  watch  chimneys,  I  believe  that  men  should  be 
sent  out  whose  duty  it  is  to  visit  the  boiler  rooms,  and  that 
these  men  should  be  competent  to  suggest  and  advise  what  is 
best  tf)  do. 

There  are  many  reasons  why  this  course  is  best,  and  a  few^ 
of  these  I  will  mention.  Correct  coal  burning,  that  is,  good 
combustion,  is  a  nice  chemical  problem,  but  the  men  who  bum 
the  coal  are  not  generally  men  who  have  very  much  education, 
except  what  they  have  picked  up  in  the  boiler  room.  They 
know  very  little  about  the  union  of  carbon,  hydrogen  and 
Vol.  CXLV.  No.  866.  9 
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oxygen.  They  do  know  that  they  have  got  to  do  certain 
wock  to  get  steam  and  keep  it.  To  get  the  same  results  and 
good  combustion,  such  men  need  instruction.  Every  furnace 
owner  knows  that  the  best  results  -are  obtained  by  his  furnace 
when  operated  by  a  certain  method  and  that  different  coals 
require  different  handling.  .Will  inexperienced  men  operate  a 
furnace,  then,  in  a  proper  manner?  Inexperienced  men  having 
no  knowledge  of  firing,  no  knowledge  of  the  particular  burner 
they  are  called  to  operate,  and,  in  fact,  no  knowledge  of  any 
burner,  are  sent  into  the  boiler  rooms  here,  to  work,  every  day. 
Shall  the  owners  of  plants  be  persecuted  and  prosecuted  uniii 
these  men  have  learned  what  to  do? 

Let  me  further  add  that  whatever  ordinance  is  passed, 
compel  the  inspector  to  keep  an  open  book  of  record;  for  just 
so  sure  as  his  work  can  be  concealed,  the  owner  of  some 
cheap,  inferior  device,  will  purchase  information  and  the  in- 
spector will  be  corrupted  to  pass  it.  Lastly,  don't  advise  any 
St.  Louis  ordinance,  as  .it  will  both  hamper  competition  and 
invention.  But  very  few  men  in  the  furnace  business  can 
afford  to  stand  the  expensive  testwhich  the  St.  Louis  ordinance 
calls  for.  The  tests  of  furnaces  are  utterly  useless  in  actual 
practice.  A  furnace  may  give  the  very  best  results  both  for 
economy  and  prevention  of  smoke  in  a  test,  working  under 
the  most  favorable  conditions;  but  when  put  into  the  actual 
daily  practice  of  a  steam  plant,  it  may,  and  often  has,  proved 
an  utter  failure.  *  ♦  *  (Abstract  of  abetter  addressed  to 
the  Secretary.) 

THE  RINGELMANN  SMOKE  SCALE. 

The  Secretary  made  reference  to  various  systems  in 
vogue  for  determining  the  relative  density  or  blackness  of 
smoke  delivered  from  factory  chimneys,  some  of  which  were  in 
use  with  official  sanction  in  connection  with  the  enforcement 
of  smoke  prevention  ordinances. 

^  One  of  these,  proposed  l)y  Prof.  Ringelmann,  of  Paris,  is 
said  to  liave  come  somewhat  extensively  into  use  in  Europe, 
and  is  favorably  spoken  of  by  Mr.  Bryan  Donkin,  of  London,- 
who  has  found  it  useful  in  connection  with  tests  of  steam 
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boilers  and  of  siiiokc-preventing  appliances.  Mr.  Donkin  has 
furnished  to  Engineering  Neivs  a  description  of  the  Ringelmann 
system,  which  is  herewith  reprinted  by  permission.  The 
method  appears  to  have  the  merit  of  great  simplicity  and  of 
si'fficient  accuracy  for  practical  use: 


3     ■  •  4 

The  Ringelmaun  smoke  scale. 

**In  making  observations  of  the  smoke  proceeding  from  a 
chimney,  the  four  cards,  on  which  are  printed  a  network  of 
black  lines,  together  with  a  card  which  is  printed  in  solid  black, 
and  another  left  entirely  white,  are  placed  in  a  horizontal  row 
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and  hung  at  a  point  about  50  feet  from  the  observer,  and  as 
nearly  as  convenient  in  line  with  the  chimney  whose  smoke  is 
to  be  observed.  At  this  distance  the  hnes  become  invisible, 
and  the  cards  with  printed  lines  appear  to  be  of  different  sliades 
of  gray»  ranging  from  very  light  gray  to  almost  black.  The  ob- 
server glances  from  the  smoke  coming  from  the  chimney  to  the 
cards,  which  are  numbered  from  o  to  5,  determines  which  card 
most  nearly  corresponds  with  the  color  of  the  smoke,  and 
makes  a  record  Accordingly,  noting  the  time  when  the  observa- 
tion  was  made.  Observations  should  be  made  continuously 
during,  say,  one  minute,  and  the  estimated  average  density 
during  that  minute  recorded,  and  so  on,  records  being  made 
once  every  minute.  The  average  of  all  the  records  made  ditr- 
in^  a  huiler  test  is  taken  as  tlie  average  figure  for  the  Mihjke 
densuy  during  the  test,  anil  tlie  whole  of  the  record  is  ])lotted 
on  cross-section  paper  in  order  to  show  in  the  form  of  a  curve 
or  broken  line  how  the  smoke  varied  in  density  from  time  to 
time. 

"A  rule  by  which  the  cards  may  be  reproduced  by  a  skilful 
draftsman  is  given  by  Professor  Ringelmann,  as  follows: 

Card  o,  all  white. 

Card  X,  block  linei  i  nun.  tbidc,  10  tnm.  apart  between  centres*  leaving 
gpaces  9  mm.  square. 

Card  2,  lines  2.3  rrmi  tliiok  ;  spaces  7.7  mm.  sq. 
Card  \,  titles  3  7  mm.  thick  ;  spaces  6.3  mm.  sq. 
Card  4,  lilies  5.5  mm.  thick  ;  spaces  4.5  mm.  sq. 
Card  5.  all  black. 

"Mr.  Donkin  advises  that  the  cards  be  made  about  8  inches 
square  each,  or  four  times  as  large  in  area  as  those  he  furnished 
us,  and  which  are  here  reproduced. 

"It  appears  to  us  that  this  system  of  smoke  grading  may 
serve  a  very  useful  purpose.  City  ordinances  are  already  in 
force  in  many  places  forbidding  the  emission  of  'dense*  smoke, 
or  'black'  or  'dark  gray  smoke/  etc.,  from  chimneys;  but  all 
such  phrases  are  indefinite  and  can  be  too  easily  per\'erted  to 
let  favored  parties  escape  and  to  pum^li  ihose  who  are  not 
favored  with  a  'pull'  and  will  not  i)urchase  inuuunity.  A  city 
ordinance  providing  that  the  density  of  the  smoke  emitted  Uy 
any  chinuiey  should  not  exceed  that  corresponding  to  Au.  2 
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on  the  Ringelmann  scale,  would  give  a  definite  standard  by 
v/hich  smoke  inspectors  could  be  governed.  To  bum  soft  coal 
without  producing  any  smoke  is  impossible  under  practical 
conditions;  but,  on  the  other  hand,  proper  appliances  and  good 
management  can  certainly  prevent  the  emission  of  smoke  ol 
the  density  corresponding  to  Card  4.  If  a  smoke  ordinance 
rtqnires  ini]^ossibilities,  it  is  IjouikI  lo  be  a  dead  letter.  If  it  is 
so  iuterpreteil  as  to  reach  only  those  whose  chimneys  emit 
smoke  of  positive  blackness,  it  will  not  help  much  the  general 
condition  of  a  city's  atmosphere.  This  scale,  however,  makes 
it  possible  to  draw  a  line  and  state  what  will  constitute  good 
practice  in  smoke  prevention." 
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{Concluded  from  vol.  ixlv,  p.  jj.) 

Next  in  point  of  value  to  the  ruby  ts  doubt- 
less ranked  the  beauliial  j^reen  euieraUl.  The  remarkable 
lu-toi  v  of  emerald  production  has  already  been  referred  to  as 
anciently  from  Mt.  Zabarah,  in  Upper  Egypt,  and  then  the 
locality  was  completely  lost  sight  of  and  abandoned  for  many 
hundreds  of  years,  during  which  the  source  of  emeralds  was 
unknown.  Then  came  the  discovery  of  the  New  World,  and 
the  finding  of  these  gems  in  the  possession  of  the  natives,  ob<* 
tained  from  the  mines  at  Muzo,  near  Bogota,  United  States  of 
Colombia.  All  of  the  emeralds  sent  to  Spain  at  the  time  of 
the  first  conquest  were  from  these  mines.  From  that  time 
these  Bogota  mines  have  been  the  principal  source  of  this 
gem.  For  two  centuries  they  were  the  only  one,  but  about  100 
years  ago  the  emerald  locality  of  Takowaja,  in  the  Ural 
Mountains,  was  discovered,  and  for  a  time  was  a  second  im- 
portant source.  But  the  Ural  mines  have  been  for  thirty 
years  unworked,  owing  to  the  enormous  privilege  demanded 
by  the  Russian  Government:  and  until  this  is  changed,  no 

*A  lecture  delivered  before  the  Frankliu  Inuititute,  April  9,  1897.  Copy- 
righted by  George  P.  Knoz,  1897. 
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more  emeralds  are  likely  to  be  brought  from  that  locality;  as 
the  fine  log  roads  have  gone  to  decay,  and  the  thousands  of 
tons  of  chrysotile,  or  asbestos,  as  it  is  erroneously  and  com- 
mercially called,  recently  discovered  at  a  locality  near  the  old 
tnines,  have  more  commercial  value  than  the  former  output  of 
the  emerald  mines. 

It  is  very  possible  that  many  of  the  fine  emeralds  now  in 
the  Orient  were  taken  there  and  bartered  by  the  great  jeweler 
and  traveler,  Jean  Baptiste  Tavernier,  in  the  middle  part  of  tlie 
seventeenth  century. 

The  immense  hexagonal  sections  of  emerald  that  are  in 
the  jewelry  that  was  captured  from  King  Thebaw,  of  Burma, 
may  date  from  this  time,  when  the  ruby  mines  were  visited  by 
Tavernier,  and  he  may  have  exchanged  the  emeralds  for 
Burma  rubies. 

When  the  emeralds  of  New  Grenada  were  brought  to  the 

knowledge  of  Europe,  it  was  assumed  by  many  that  here  must 
be  the  long-lost  source  of  these  beautiful  gems,  and  that  in 
some  way  they  must  have  been  carried  across  the  Pacific  to 
the  East  Indies,  and  thence  found  their  way  to  Europe.  Some 
curious  treatises  were  written  on  the  supposed  intercourse 
between  America  and  Asia,  based  on  this  hypothetical  founda- 
tion. 

An  equally  curious  discussion  has  been  carried  on  for  the 

past  twenty-five  years,  attributing  to  the  Mayas  a  Burmese 
origin,  because  jadoite  is  found  in  Burma  and  Mexico,  and  the 
Mexican  source  has  not  been  discovered;  but  it  may  be  any 
day,  as  jadeite  undoubtedly  has  some  place  of  occurrence  in 
Mexico  or  Central  America. 

Garnets  were  evidently  one  of  the  early  articles  of  com- 
merce from  the  East,  although  in  modem  times  the  principal 
center  of  garnet  trade  and  garnet  cutting  has  been  in  Bohemia. 
Russian  excavations  in  the  Caucasus  have  brought  to  light 
gaiiicts,  originally  very  beautiful,  that  give  evidence  of  a  very 
ancient  trade,  probably  with  India.  The  same  may,  perhaps, 
be  said  of  many  garnet  articles  in  other  parts  of  Europe  found 
in  tombs  of  Roman,  Celtic,  old  English,  Merovingian  and 
Carlovingian  date,  and  Etruscan  and  Byzantine  remains. 
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Among  these  are  garnet  slabs  or  plates,  garnets  set  in  gold,  as 
well  as  beads,  which  may  have  been  brought  by  traders  irom 
Egypt  or  Pegu  or  other  parts  of  India,  rather  than  from 
Bohemia,  as  they  are  the  almandine  and  not  the  pyrope 
variety  of  garnet  Six  hundred  establishments  in  Prague, 
Meronitz,  and  other  parts  of  Bohemia  give  employment  to 
8,000  persons  in  the  garnet  industry. 

Turquoise  furnishes  a  marked  illustration  of  the  geo- 
g:aphical  chang-es  of  gem  production.  For  ages  it  was  only 
found  near  Nichapour  in  Persia,  and  in  the  Sinaitic  Peninsula, 
and  generally  sold  at  Teheran,  Cairo  and  at  the  great  Russian 
fairs,  held  annually  at  Nijni  Novgorod  and  at  Troitsk,  in  Oren- 
burg. It  was  carried  on  camels  or  horses  to  the  Volga,  then 
by  steamer  to  Nijni  Novgorod.  From  there  it  went  all  over 
the  world.  The  Arabian  mines  have  been  largely  abandoned, 
and  all  the  Eastern  localities  had  lately  begun  to  fail,  under 
the  primitive  methods  there  in  use.  But  just  at  the  time  when 
the  old  sources  were  ceasing  to  yield,  turquoise  was  discovered 
at  several  points  in  our  own  country — in  New  Mexico  and 
Arizona;  and  the  mining  and  production  of  this  Oriental  stone 
has  already  become  an  important  and  promising  industry  in 
the  far  New  West  But  these  very  mines,  as  now  appears, 
were  extensively  though  rudely  worked  by  the  pre-Columbian 
|j copies  of  Central  America  and  Mexico,  and  their  product 
was  highly  prized  and  wrought  into  various  singular  objects 
of  ornament  and  distinction.  The  stone  tools  and  piles  of 
debris  of  the  ancient  workers  are  conspicuous  at  the  numerous 
old  mines;  and  though  these  are  largely  abandoned  and  for- 
gotten, yet  traditions  linger  among  the  semi-civilized  tribes 
of  the  Pueblos,  of  the  value  and  sacredness  of  this  stone  to 
the  descendants  of  the  Aztecs  and  Montezuma. 

Two  rooms  in  New  York  office  buildings,  receiving  pack- 
ages from  the  mines  by  mail  or  express,  sell  annually  more 
turquoise  than  did  a  host  of  Persian  or  Armenian  traders, 
frequently  traveling  thousands  of  miles  to  eftect  sales. 

As  to  the  future  of  turquoise — ^it  is  a  beautiful  stone,  and 
will  always  find  a  sale,  although  occasionally  of  unstable  color. 
As  an  old  jeweler  once  said:  "If  a  lady  wants  a  turquoise,  you 
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can  tell  her  a  dozen  times  that  it  may  change  color,  and  that  it 
is  unstable,  but  she  will  buy  it  anyway."  The  American  mines 
to-day  yield  ten  times  the  greatest  output  of  Persia  in  her 
palmiest  days.  Egypt  is  again  furnishing  fine  stones.  Aus- 
tralia may  enter  as  a  producer,  and  even  Peru  and  Bolivia  may 
yield  as  much  as  the  United  States,  if  the  localities  are  dis- 
covered where  the  turquoise  objects  in  the  Montez  and  other 
Bolivian  and  Peruvian  collections  came  from. 

Among  the  curious  and  interesting  arch«xological  uses 
which  turquoise  has  been  put  to  are  clam  shells,  encrusted 
with  turquoise  to  resemble  toads,  and  the  human  skulis,  en- 
crusted with  turquoise,  now  in  the  Brunswick  collection,  in 
the  Chrystie  collection  in  the  British  Museum,  and  the  Pigo- 
rini  Musetmi  in  Rome;  and  double-headed  animals  resemr 
bling  tigers,  encrusted  with  turquoise,  that  were  brought  from 
Mexico  by  Humboldt,  and  human  teeth,  ornamented  with 
turqucuse,  from  Peru,  are  in  the  Berlin  Museum. 

A  somewhat  similar  record,  though  without  the  romantic 
interest  of  prehistoric  and  sacred  use.  may  be  given  in  regard 
to  the  beautiful  gem  opal.  This  stone  must  have  l)een  well 
known  to  the  ancients,  as  far  back  at  least  as  Roman  times, 
for  the  eminent  naturalist  Pliny  describes  it  with  great  enthu- 
siasm and  great  distinctness;  but  the  opal  for  which  Nonnius 
preferred  banishment  rather  than  parting  with  was  evidently 
another  gem,  perhaps  fractured  quartz  showing  iridescent  col- 
oring, called  ''iris/'  The  principal  source  has  for  three  cen- 
turies been  in  Hungary,  where  opal-mining  has  been  an  im- 
portant industry.  For  a  long  time  the  opal  was  under  a  cloud, 
owing  to  Scott's  ill-fated  Anne  of  Geierstein.  But  with  the 
discovery  of  new  mines,  it  has  become  popular  even  beyond 
the  great  supply,  and  thus  the  beauty  and  the  profusion  of 
this  gem  have  dispelled  the  superstition  of  a  century. 

Opal  is,  however,  largely  a  gem  of  the  New^  World,  some 
of  the  finest  material  coming  from  Mexico  and  Honduras, 
and  a  single  Idaho  opal  has  sold  for  $i,ooo. 

For  some  years  past,  also,  magnificent  opal  has  been 
brought  from  Queensland  and  from  Wilcannia,  New  South 
Wales.   In  the  latter  country  a  journey  of  600  miles  from 
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a  railroad  is  made  to  procure  the  gem,  and  beautiful  precious 
opal  replaces  wood  apd  ahells,  atom  for  atom.  A  recent  fine 
opal  of  271  carats  was  of  this  character.  In  both  of  these 
localities  are  found  opals  of  matchless  beauty  in  such  abund- 
ance as  to  rival  the  greatest  yield  in  the  Hungarian  mines* 
where  the  output  was  regulated  to  maintain  the  price. 

To  enter  into  an  account  of  the  distribution  of  the  many 
different  gems  and  precious  stones  that  are  included  among 
the  varieties  of  quartz  would  exceed  the  limits  of  this  lecture. 
I  can  only  refer  to  a  few  of  the  most  important  and  familiar 
of  them. 

Among  these  we  may  note,  first,  the  clear  transparent  qtiarta 
itself — ^the  mineral  in  its  purest  condition — known  as  rock 
crystal,  or  sometimes  crystal,  simply.  Common  as  this  sub- 
stance is  in  mineralogy,  it  is  rarely  found  in  pieces  of  suffi- 
cient size  and  clearness  combined,  to  make  it  of  value  in  the 
arts.  It  is  wrought  into  ornamental  objects — notably  the 
crystal  balls  of  Japan,  which  have  long  l  icen  celebrated  articles 
of  vertu  among  collectors  of  Oriental  art.  Recently  these 
have  also  been  cut  from  quartz  found  in  Brazil,  Madagas- 
car and  the  United  States;  though  but  little  of  the  Ameri- 
can material  is  fine  enough  for  this  purpose. 

The  many  centuries  in  which  Japan  was  closed  to  the 
world  led  to  an  accumulation  of  crystal  balls;  but  now  forty 
years  of  tourist  buying  has  drained  the  country,  and  the 
price  has  advanced  fullv  500  to  i,ooo  per  cent,  for  perfect 
crystal  balls  over  4  inches  in  diameter.  A  perfect  6-inch  ball 
commands  $10,000.  The  Ames  ball,  at  the  Boston  Museum 
of  Fine  Arts,  is  y}^  inches  in  diameter,  weighs  20  pounds,  and 
cost  over  $20,000,  and  yet  has  not  the  absolute  perfection 
demanded  by  the  collector. 

PKny  describes  how  the  quartz  crystals  were  found  in 
caverns  in  mountain  sides  among  the  Swiss  Alps;  how  they 
were  discovered  and  procured  by  letting  men  down  by  lupes, 
and  then  takmg  uui  tiic  crystals.  This  mode  of  exploitation  is 
carried  on  to  this  day  in  this  prolific  locality.  During  the 
Renaissance  in  Italy  and  Austria  this  was  a  favorite  art  mate- 
rial, and  the  treasures  of  the  Louvre,  the  Prado  in  Madrid, 
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the  Vienna,  Dresden  and  other  museums  contain  great  quan- 
tities of  priceless  quartz  coupes,  caskets  and  other  similar 
objects.  The  Thirty  Years'  War  entirely  broke  up  this  art  in 
Prague,  then  the  great  center  for  the  work;  so  completely, 
indeed,  that  I  was  unable  to  obtain  even  a  single  fact  regard- 
ing it  in  the  archives  of  that  ancient  city. 

In  the  fourteenth  and  fifteenth  centuries,  some  Romans 
founded  the  industry  of  cutting  agates  and  Tyrolese  garnets 
in  Fribourg,  in  Baden;  but  the  frequent  quarrels  and  raids 
of  the  knights  of  that  time  so  disturbed  the  industry  that  it 
was  withdrawn  to  the  village  of  Waldkirch,  a  short  distance 
from  Fribourg,  where  120  men  and  women  are  employed  at 
the  present  time. 

It  was  not  until  1536  that  agate  cutting  was  brought  still 
farther  northward  to  Idar  and  Oberstein,  in  the  Duchy  of 
Oldenberg,  where  for  15  miles  along  the  river  Nahe  the  agate- 
cutting  industry  flourishes,  and  where  now  fully  30,000  people 
are  dependent  on  the  industry. 

Doubtless  many  of  the  Cinque  Cento  gems,  and  probably 
some  of  the  earlier  Roman  ones,  were  found  in  the  amygda- 
loidal  rocks  in  this  vicinity,  and  tins  hnding  of  the  agates  led 
to  the  founding  of  the  industry  tllere. 

But  now  finer  agates  and  similar  stones  are  brought  to 
these  places  from  all  parts  of  the  world,  principally  from 
Brazil  and  Uruguay.  Collectors  go  out  to  South  America, 
New  Zealand  and  the  uttermost  parts  of  the  earth,  and  there 
search  for  these  agates^  with  characteristic  German  patience, 
until  they  have  succeeded  in  gathering  a  large  quantity  of 
material,  which  is  then  exported  to  Europe.  It  is  then 
worked  up  at  Oberstein  and  Idar,  and  wrought  into  an  endless 
variety  of  ornamental  objects,  which  are  once  more  sent  on 
their  travels,  and  exported  to  all  the  continents — ditterent 
knuis  of  articles  being  manufactured  regularly  for  the  needs 
and  fancies  of  different  nations  and  tribes,  civilized  and  savage. 
Nearly  all  the  colors  are  the  result  of  staining  the  gray  and 
bluish  chalcedony.  Thus,  the  agates  of  South  America  are 
carried  to  Germany,  and  thence  find  their  way  not  only  to  otir 
country  and  over  Europe,  but  to  the  remotest  parts  of  Africa 
and  Asia. 
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When  the  agates  are  well  marked  and  even,  they  afford 
opportunity  for  the  cutting  of  cameos,  and  the  production  of 
many  beautiful  effects.  In  1870  new  processes  were  discov- 
ered, by  which  any  piece  of  chalcedony  could  be  altered  into 
any  color  of  onyx.  Formerly  onyx  was  always  the  juncture 
of  two  nattiral  parallel  layers  of  agate. 

Next  to  the  metallic  coinage  of  the  ancients,  we  have  a 
higher  art,  and  more  history  of  the  periods  from  the  earliest 
times,  recorded  on  the  quartz  gems  than  in  all  other  sub- 
stances combined. 

In  Konigsberg,  Prussiai  a  single  firm  controls  the  amber 
industry,  and  annually  handles  132,000  pounds  of  amber,  em- 
ploying 1,500  people.  This  firm!  has  employed  for  many 
years  Professor  Klebs  to  gather  interesting  amber  specimens. 
As  a  result,  they  have  a  remarkable  museum  entirely  of  amber 
and  amber  articles,  which  is  of  especial  ethnological  interest, 
since  they  furnish  amber  to  India,  Persia,  Egypt,  Tripoli. 
Senegambia,  Corea  and  South  America,  and  exhibit  a  com- 
plete ethnological  collection  of  amber  from  wherever  it  has 
been  used  in  any  time. 

One  of  the  most  interesting  of  the  semi-precious  stones  is 
that  known  as  jade,  including  two  species — jadeite  and  nephrite. 
These  have  been  favorite  materials  for  ages  with  many  semi- 
savage  peoples  throughout  the  Orient,  and  venerated  as 
almost  sacred  in  China,  under  the  name  of  Yu.  An  extensive 
ancient  commerce  in  jade  existed  throughout  Asia;  one  of  the 
gates  of  the  Great  Wall  beinp^  known  as  the  Yu  Gate,  or  jade 
gate.  The  Chinese  used  jade  for  a  variety  of  figures  and 
statuettes,  and  traded  it  to  India,  where  it  was  wrought  into 
other  forms,  as  amulets,  sword  hilts,  etc.,  and  often  inlaid 
with  jewels  and  gold.  Many  such  objects  from  Persia  are 
believed  to  be  part  of  the  immense  spoil  of  $750,000,000 
bronq:ht  thither  by  Nadir  Shah  in  1751,  after  his  cnnqnest  of 
Aurungzebe.  Such  are  a  jeweled  jade  mace-head,  which  is 
now  in  the  American  Museum  in  New  York,  and  many  fine 
specimens  in  European  collections.  A  dark  green  variety, 
called  Oceanic  jade,  was  largely  used  in  New  Zealand  and  the 
South  Pacific;  and  prehistoric  jade  celts,  etc.,  occur  through- 
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out  Europe.  A  few  remarkable  jadeite  objects  have  been 
found  in  the  New  World,  but  there  is  no  reason  to  think  that 
they  came  from  Asia»  as  no  other  indications  of  such  inter- 

course  appear.  Jadeite,  indeed,  occurs  in  worked  objects,  and 
\vc  liaxe  not  yet  traced  ii  to  its  finding  place  in  America,  but 
we  will  surelv  do  so  ere  long,  just  as  Lieutenant  Stoney  found 
jade  in  Ma  ska. 

A  recent  meteor-like  passing  of  a  gem  across  the  tinna- 
ment  of  fashion,  rising  to  the  zenith  and  then  falling  out  of 
sight  from  the  height  it  had  reached,  is  curiously  seen  in  the 
"tiger-eye/*  a  yellow-brown  quartz  cat's  eye,  from  Griqualand, 
South  Africa,  selling  from  $6  to  $io  a  carat  to  jewelers  on]y» 
but  owing  to  the  competition  of  two  rival  dealers,  who  sent 
cargoes  of  it  to  the  London  market,  the  price  fell  to  $i,  then 
to  25  cents  per  pound  by  the  quantity,  within  two  years'  time; 
and  to-day  it  is  only  used  in  the  cheapest  jewelry. 

Of  course,  in  speaking  of  commerce  in  precious  stones, 
there  is  no  question  of  a  great  carrying  trade  such  as  we  think 
of  in  food  products  or  manufactured  goods;  but  the  questions 
are  those  that  pertain  to  security  of  transportation,  and  greatly 
concentrated  value.  Precious  stones  possess  three  requisite 
qualities  to  make  them  important  articles  of  commerce:  (i) 
They  are  desirable.  (2)  They  are  scanty  of  supply.  (3)  They 
are  readily  transferable.  But  these  same  qualities  also  render 
their  transportation  hazardous,  and  require  extreme  precau- 
tion. In  regard  to  the  great  value  of  precious  stones,  a  few 
recent  figures  may  not  be  uninteresting.  A  pearl  necklace^ 
weighing  if  ounces,  is  valued  at  $90,000.  A  diamond  neck- 
lace, weighing  \\  ounces,  at  $45,000.  A  small  red  diamond, 
of  ^'8  carat,  was  sold  for  $1,200,  or  at  the  rate  of  $450,000 
per  ounce.  A  ruby,  of  y^s  carats,  at  about  $50,000,  or  a  value 
of  $723,000  per  ounce. 

In  regard  to  the  small  size  or  minuteness  of  some  cut 
stones:  Perfect  l>rilliants  are  cut  from  200  to  250  to  the  carat; 
in  other  words,  from  30,000  to  37,000  to  the  ounce;  and  rose 
diamonds  2,000  to  the  carat,  or  302,000  to  the  ounce.  The 
highest  price  paid  in  modem  times  for  a  single  stone  was  by 
the  Nizam  of  Hyderabad,  in  1892,  for  the  Imperial  or  Vic- 
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toria  diamond,  of  180  carats,  £400,000,  or  $2,000,000,  for  a 
stone  weighing  i ^  ounces;  in  the  United  States  $200,000 
for  a  pearl  necklace,  and  a  few  years  since  over  $320,000  was 
paid  in  the  United  States  for  a  diamond  necklace. 

In  former  times  the  gem  merchant  was  peculiarly  exposed 
to  perils,  and  could  only  travel  in  the  company  of  a  caravan,  or 
under  the  protection  of  friendly  chiefs  and  rulers.  At  the 
present  day,  however,  the  jewels  of  India.  Africa  and  Brazil 
are  sent  over  the  world  in  a  different  way,  and  with  far  greater 
safety.  The  caravans  of  the  East  and  the  diamond  convoys  of 
Brazil  and  the  armed  secret  messengers  of  former  days  are 
replaced  now  by  the  International  Postal  Service.  Almost  all 
of  the  $36o,ooo,cxx)  worth  of  rough  diamonds  taken  from  the 
South  African  mines  have  been  sent  to  London  by  mail,  and 
packages  of  rough  stones  are  constantly  going  to  and  fro 
between  the  great  diamond  cutters  of  Europe,  apparently 
without  a  thought  of  risk.  The  comparison  with  our  own  mail 
service  is  not  complimentary  to  the  latter. 

A  somewhat  similar  contrast  may  be  noted  between  former 
and  present  conditions  in  regard  to  the  keeping  of  precious 
stones  and  articles  of  jewelry.  In  past  times  the  owners  of 
such  treasures  had  to  depend  eitlier  upon  concealment  or 
armed  force  for  security  in  their  possession. 

Many  01  tlie  great  Oriental  collections  are  kept  in  out-of- 
the-way  rooms.  Sometimes  the  gems  are  wrapped  in  rags,  or 
concealed  in  ginger-jars,  old  boxes  and  out-of-the-way  places, 
so  that  even  an  intimate  visitor  may  be  a  guest  for  weeks  and 
only  occasionally  see  a  jewel;  not  unless  he  has  the  entire  con- 
fidence of  his  host  are  the  treasures  gradually  brought  to  him 
one  at  a  time,  from  their  queer  and  uninviting  hiding-places. 

By  means  of  safety  deposit  boxes,  the  jewels  of  the  private 
owner  or  dealer  are  safer  than  the  jewels  of  the  imperial  houses 
ever  were,  even  under  armed  guards,  or  in  the  Duke  of  Bruns- 
wick's impregnable  room  in  Paris,  l^y  the  exi)endilure  of  a 
merely  nominal  sum.  the  family  jewels  now  have  absolute 
protection  from  theft  or  fire,  which  the  monarchs  of  foreign 
lands,  with  their  hosts  of  servitors,  often  failed  to  attain. 

A  few  words  as  to  some  radical  changes  immediately 
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affecting  us,  are  brought  in  by  the  subject  of  diamond  cutting 
in  the  United  States.  Since  1868,  we  have  imported  about 
$200,000,000  worth  of  cut  diamonds,  with  a  duty  of  10  per 
cent.  The  original  rough  stones  could  not  have  cost  more 
than  one-half;  and  if  the  cutting  had  been  done  in  this  country, 
allowing  a  liberal  margin  for  profits  and  interest,  it  would  have 
given  employment  to  5,000  men  for  the  past  twenty  years,  at 
the  average  yearly  wages  of  $1,000. 

It  was  the  siniplo  presentation  of  a  cat's-eye  engagement 
ring-  by  the  Duke  of  Connaught  to  his  bride,  in  1878,  that  led 
to  a  great  search  for  the  phenomenal  gem,  and  resulted  in  all 
the  phenomenal  gems  being  sought  for  by  Dame  Fashion, 
stimulating  the  public  interest  in  the  fancy  for  semi-precious 
stones,  which  has  increased  greatly  since  our  Centennial  Expo- 
sition. 

Formerly,  jewelers  sold  only  diamonds^  rubies,  sapphires 
emeralds,  opals,  pearls,  garnets  and  agates,  but  now  it  is  not 
unusual  for  the  mineralogical  gems,  such  as  zircon,  star  sap- 
phire, star  ruby,  tourmaline,  spinel  or  titanite  to  be  called  for, 

not  only  by  collectors,  bnt  by  the  public,  whose  taste  has  ad- 
vanced as  much  in  the  matter  of  precious  stones  as  it  has  in  art. 

Spinel  is  tlie  most  valuable  of  the  semi-precious  stones,  and 
it  is  one  ol  the  few  minerals  that  are  ornamental  and  beautiful 
enough  for  gems  in  their  natural  state.  Another  recent  gem 
is  the  wonderfully  beautiful  green  garnet,  or  demantoid, 
found  in  the .  gold  washings  in  the  Ural  Mountains.  This 
rivals  the  emerald  when  small,  inasmuch  as  it  has  a  play  of  fire 
absent  in  the  queenly  green  gem.  Because  the  name  olivine 
strikes  the  ear  as  more  pleasant,  this  gem  has  lost  its  identity 
and  nearly  everyone  persists  in  calling  it  olivine,  a  name  that 
does  not  belong  to  it. 

The  rapid  mode  of  travel  in  modem  times,  when  a  trip 
around  the  world  can  be  made  in  comfort  in  less  time  than  a 
trip  to  India  one  way  could  be  made  in  previous  times,  results 
in  the  gems  being  sent  to  markets  instead  of  the  traveler  seek- 
ing the  gems.  Formerly,  the  dealer  was  a  traveler,  and  re- 
turned with  wonderful  tales  of  the  East.  To-day,  agates  of 
Oberstein,  opals  of  Australia,  tiger-eye  and  diamonds  of 
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the  Cape,  the  gems  of  Ceylon  and  Burma  are  scattered  to  the 
uttermost  ends  of  the  world  within  three  months,  and  the 
gems  of  the  East  go  to  the  far  West»  until,  as  with  civilization, 
there  is  no  more  West,  or  more  correctly,  the  West  is  East,  or 
rather  they  meet  on  the  Pacific  Coast. 

Looking  back  on  the  past  history  of  the  gem  traffic,  as  we 
have  thus  sought  to  outline  it,  we  may  say,  that  since  the  dawn 
of  history  the  principal  markets  for  the  gathering  and  distri- 
bution of  precious  stones  have  been  probably  the  following: 
Ancient  India,  Egypt,  Babylon,  Tyre,  Alexandria,  Rome, 
Byzantium,  Venice,  Augsburg,  Golconda,  Goa,  Colombo, 
Ratnapura,  Amsterdam,  Antwerp,  Paris  and  London.  For 
the  semi-precious  stones  and  agates,  Oberstein,  in  Germany, 
St.  Claude,  in  the  French  Jura,  and  the  great  fair  at  Nijni 
Novgorod,  in  Russia,  are  the  most  important;  and  the  United 
States  is  the  ultimate  home  of  from  one-third  to  one-half  of 
the  world's  product. 

[The  lecture  was  profusely  illustrated  throughout  with  the 
aid  of  lantern  slides.] 


IN  MEMORIAM. 

MATHEW  CAREY  LEA. 

Our  late  member,  M.  Carey  Lea,  was  the  son  of  the  dis- 
tinguished naturalist,  Isaac  Lea,  LL.D.,  and  Frances  A.  Lea. 
His  maternal  grandfather  was  Mathew  Carey,  widely  known 
as  a  publisher  and  writer  on  political  economy.  He  was  bom 
August  16,  1823,  being  the  second  son  of  a  family  of  three 
sons  and  a  daughter,  the  eldest  son  dying  in  infancy.  His 
brother,  Henry  C.  Lea,  the  well-known  publisher  and  writer 
upon  historical  subjects,  still  survives  him  at  the  age  of  72. 
The  father,  who  died  in  1886,  had  reached  the  great  age  of  94. 

The  subject  of  this  sketcli  was  OiU  ^,i  nt  to  school  or  to  col- 
lege, but  was  given  a  very  careful  anu  thorough  education  by 
the  best  teachers  propurable,  under  whose  care  his  strong 
intellectual  powers  and  retentive  memory  enabled  him  to 
acquire  a  culture  at  once  broad  and  thorough  in  languages, 
literature,  and  the  natural  and  physical  sciences.  His  father's 
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eminence  as  a  student  of  natural  history,  coupled  with  the 
possession  of  ample  means,  furnished  exceptional  opportuni- 
ties for  him,  even  as  a  boy,  to  acquire  this  broad  culture. 
Thus,  in  1832,  when  9  years  of  age,  he  accompanied  his 
parents  to  Europe,  where  they  spent  over  six  months  in  travel 
and  making  the  acquaintance  of  the  most  eminent  English 
and  Continental  men  of  science,  with  many  of  whom  his  fother 
had  been  in  correspondence  for  years. 

He  was  destined  for  the  legal  profession,  and  studied  under 
the  late  Wm.  M.  Meredith,  then  the  leader  of  the  Philadelphia 
bar,  and  was  admitted  to  practice  about  the  year  1847.  lU 
health,  not  long  after,  forced  him  to  abandon  the  profession, 
and  iie  spent  some  years  in  Europe  in  search  of  relief,  but  :roni 
that  time  he  lemiiined  more  or  less  an  invalid,  with  repeated 
attacks  of  illness,  which  incapacitated  him  k>r  the  active  pur- 
suits of  life. 

Shortly  after  abandonnig  the  legal  profession  he  entered 
the  laboratory  of  Prof.  Jas.  C.  Booth,  and  there  acquired  that 
love  of  chemical  research  to  which  he  devoted  the  remainder 
of  his  life. 

The  branch  of  science  which  attracted  him  especially  was 
the  chemistry,  of  photography.  His  contributions  to  this 
branch  of  science  were  numerous,  and  some  of  them  of  such 
capital  importance  that  they  secured  for  him  a  world-wide 
recognition  as  one  of  the  half-dozen  pioneer  investigators  who 
have  laid  the  scientific  foundations  of  photograph)-. 

From  1870  to  1878  he  contributed  to  the  photographic 
journals  many  papers  of  much  practical  value  to  amateur  pho- 
tographcijj  on  methods  of  preparing  collcjdio-bromide  emul- 
sions and  developing  agents.  Among  his  earlier  contribu- 
tions was  the  investigation  of  the  influence  of  color  on  the 
reduction  by  light  of  the  iodide,  ])rom!de  and  chloride  of  silver. 
Of  more  recent  date  were  his  experinients  with  a  series  of  the 
salts  of  silver  (chieliy  the  chlorides),  with  the  view  of  making 
use  of  them  in  obtaining  photographs  of  objects  in  their  nat- 
ural colors,  summarized  in  a  paper  on  the  photo-chemistry  of 
the  silver  haloids,  which  has  been  pronounced  the  most  valu- 
able contribution  to  photographic  chemistry  made  in  a  quarter 
of  a  century. 
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He  is  best  known  to  the  chemical  world  by  his  description 
of  the  photo-bromide  and  photo-iodide  of  silver  and  the  dis- 
covery of  the  identity  of  these  salts  with  the  substance  of  the 
latent  photographic  image,  and  by  his  remarkable  discovery 
of  the  allotropic  forms  of  silver.  This  extremely  interesting 
and  valuable  discovery,  which  was  published  but  a  few  years 
before  his  death,  gained  for  him  the  honor  of  election  to  the 
National  Academy  of  Sciences.  He  published,  as  early  as  1868, 
his  "Manual  of  Photography,"  a  second  edition  of  which  ap- 
peared in  1 87 1. 

Along  with  these  scientihc  studies  he  kept  up  his  interest 
in  hterary  culture,  and  his  intimate  acqnriint;nice  with  the 
classics,  and  with  what  is  best  in  the  literature  of  Europe,  of 
England,  France.  Germany,  Italy  and  Spain,  with  all  of  the 
languages  of  which  he  was  familiar. 

Mr.  Lea  united  himself  with  the  Franklin  Institute  in  1848, 
and  with  the  Chemical  Section  shortly  after  its  organization. 
Although  never  participating  actively  in  the  work  of  the  In- 
stitute, he  manifested  his  appreciation  of  its  rich  possessions 
of  scientific  serials  l.)y  a\'ailing  himsch'  frequently  of  the  special 
privileges  which  the  Library-  Committee  was  pleased  to  accord 
him,  in  recognition  of  his  devotion  to  scientific  research.  The 
value  which  he  placed  upon  the  advantages  thus  (leri\  ed  from 
his  connection  with  the  Institute  was  manifested  in  his  bequest  ^ 
to  the  Chemical  Section  of  his  large  and  valuable  collection  of 
physical  and  chemical  apparatus  and  material  and  scientific 
books,  and  a  fund  to  provide  (in  perpetuity)  for  the  purchase 
of  books  and  periodicals  devoted  to  physics  and  chemistry. 

He  was  twice  married,  first  to  Elizabeth  Jaudon,  widow  of 
William  W'oodliouse  Bakewell,  of  Cincinnati,  who  died  in 
1881.  leaving  a  son.  (ieorgfe  H.  Lea,  and,  secondly,  to  Eva 
Lovering,  daughter  of  the  late  Prof.  Joseph  Luvering,  of  Har- 
vard I'niversity.   His  son  and  widow  survive  him. 

His  death  occurred  at  his  residence  at  Chestnut  Hill,  Phila- 
delphia, on  the  15th  of  March,  1897. 

S.  P.  Sadtlbr, 
Jno.  Carbutt, 
Wm.  H.  Wahl. 
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APPBNDIX. 

LIST  OI"  the;  more  important  SCIKNTII-IC  PAPERS  OF  M.  CARKV  LEA. 

Numerical  Relations  between  Chemical  I^uivalents.  American  Journal 
of  Science^  vols.  I  and  II,  i860. 

Production  of  Ethylamine  by  Reactions  of  the  Oxy -ethers.  Amerieaif 
Joumed  0/ ScUnce,  vol.  II,  i860. 

Sonroes  of  Brror  in  the  Detection  of  Potash.  American  Jwmai of  Scuncet 
yol.  I,  1861. 

Production  of  Kthyl  base«5.    Americau  Journal  of  Science,  vol.  II,  i86r. 
Exact  Separation  of  £thyl-Bas^.   American  Journal  of  Science,  vol.  II, 
1861. 

Preparation  of  Ethyl  N  itrate  and  Nitrite.  American  Journal  of  Science^ 
yoL  II,  1861^ 

ReftctionB  of  KthyUunine  and  Diethylamlne.  American  Jontnal  of  Seieuee, 
vol.  1, 1862. 

Production  of  Methyl-bases  and  Formation  of  Methyl  Nitnte.  American 
Journal  of  Science ,yo\  T.  1862. 

(Jii  Methylamine.    Amcricau  Journal  of  Science,  vol.  I,  1862. 

On  Triethykmiine.   American  fournal  of  Science^  vol.  II,  1862. 

Arithmetical  Relations  of  Chemical  Equivalents.  Influence  <A  Oxone  and 
other  Chemical  Agencies  on  Germination  and  Vegetation.  Americam  foumal 
cf  Science,  vol.  I,  1864. 

Remarks  on  the  Distillation  of  Suhatanoesof  Different  Volatilities.  AmeH^ 
can  fournal  of  Science,  vol,  I,  1864. 

Notc^  on  the  Platitniin  Metals  and  their  Separation  from  each  Other. 
American  foumal  of  Science,  vol.  II,  1864. 

Notes  on  the  Reactions  of  the  Platinum  Metals.  American  fournal  oj 
Science,  vol.  11,  1864. 

Colored  Derivatives  of  Naphthaline.  American  foumeU  of  Science,  vol.  II, 
i864* 

Preparation  of  Oxalate  of  Ethyl.  American  foumal  of  Science,  voL  I, 
1865. 

Reactions  of  Gelatine.    American  Journal  of  Science,  vol.  II,  1865. 

Nature  of  the  Invisible  Photographic  Image.  American  Journal  of  Sci- 
ence, vol.  II,  1865. 

Detection  of  Iodine.  American  fonrHol  of  Science,  vol.  II,  1866. 

Nature  of  the  Action  of  Light  on  Silver  Iodide.  American  JonmaloJ 
Science,  vol.  II,  1866. 

New  Manipulation?;.    American  Journal  of  Science,  1866. 

Influence  of  Organic  ami  Inorganic  Substances  on  Germination  and  Vege- 
tation.   American  fournal  of  Science,  vol.  I,  1867. 

Contributions  toward  a  Theory  of  Photo-Chemistry.  American  fournal  of 
Science,  vol.  II,  1867. 

New  Test  for  Hyposulphites.    American  foumal  of  Science,  vol.  II,  1867. 

On  Nitroglucose.    American  foumal  of  Science,  vol.  I,  1S6S. 

Criticism  on  a  Proposed  Method  of  Estimating  Ethylic  Alcohol  in  Presence 
of  Metbylic.    ^hnerican  Journal  of  Science,  vol.  I,  1872. 

Inilucuce  of  Color  on  Reduction  by  Light.  Atncttcau  Journal  of  Science, 
vol.  I,  1874- 
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Laboratory  Notes     Amencau  Journal  of  Science,  vol.  I,  1874. 
Nature  of  Action  of  Light  on  Silver  Bromide.   American  Journal  of  Sci. 
ence,  vol.  1,  1874. 

Dctectioii  of  Hydrocyanic  Acid.  Ameritan  Journal  of  Science,  vol.  I, 
1875. 

Action  of  the  leas  Refrangible  Ray  on  Silver  Iodide  ftnd  Bromide.  Ameri' 

etmjoumal  of  Science  y  vol.  I,  1875. 

Influence  of  Color  on  Reduction  by  Light.  Ameriean  Journal  of  Science^ 

vol.  I,  1875, 

Explosive  Properties  of  Methyl  Nitrate.  Amcrtcan  Journal  of  Science, 
VOL  II,  1875. 

Notes  on  Sensttivenew  of  Silver  Bromide  to  Green  Rays  as  Modified  by 
other  Snbstancea.  American  Journal  of  Science,  vol.  1, 1876. 

Sensitiveness  to  Light  of  Varions  Salts  of  Silver.  Ameriean  Journal  of 

Science y  vol.  I,  1877. 

On  Certain  New  and  Powerful  Means  of  Rendering  Visible  the  Latent 
Photographic  Image.    American  Journal  of  St  it  nee,  vol.  II,  1677. 

Action  of  Certain  Organic  Substances  in  Increasing  the  Sensitiveness  of 
the  Silver  Haloids.  American  Journal  of  Science,  vol.  II,  1877. 

Reactions  of  Silver  Chloride  and  Bromide.  Americau  Journal  of  Science, 
vol.  I,  1878. 

On  Auinionio-arg-entic  Iodide.    .  Imt-rioni  Journal  of  Scietici ,  vol.  I,  1S7S. 

On  Combinations  of  Silver  Chloride  and  Iodide  with  Coloring  Matters. 
American  Journal  of  Scifttcr,  vol.  I,  1885. 

On  Red  and  Purple  Chloride,  liroinide  and  Iodide  of  Silver.  On  Helio- 
dirouiy  and  on  the  Latent  Photographic  Image.  American  Journal  of 
Science,  vol.  I,  1887. 

Identity  of  the  Photosalts  of  Silver  with  the  Material  of  the  Latent  Photo- 
graphic Image.    American  Journal  of  Science,  vol.  I,  1887. 

On  Photo-bromide  and  Photo-iodide  of  Silver.  American  Journal  of 
Science,  vol  I,  1S87. 

Image  Xraiisfereuce,   American  Joutyial  of  Science,  vol.  II,  1887. 

Combinations  of  ^ver  Chloride  with  other  Metallic  Chlorides.  American 
Journal  of  Science,  vol.  n,  1887. 

On  Allotropic  Forms  of  Silver.  American  Journal  of  Science,  vol.  I,  1889. 

On  Allotropic  Forms  of  Silver.  American  Journal  of  Science,  vol.  II,  1889. 

On  the  Properties  of  Allotropic  Silver.  Amerimn  Journal  of  Science,  vol. 
II,  1889. 

On  Ring  Systems  and  other  Curve  Systems  produced  on  Allotropic  Silver 
by  Iodine.  American  Journal  of  Science,  vol.  II,  1889. 

On  Gold-colored  Allotropic  Stiver.  American  Journal  of  Science,  vol.  I, 
1890. 

On  Allotropic  Silver.    American  fournal  of  Science,  vol.  I,  1891. 

On  Allotropic  Silver,  f  Read  before  the  National  Academy  of  Sciences, 
April  24,  i8oi,by  Prof,  ira  Reinsen). 

On  Allotropic  Silver,  Blue  Silver,  Soluble  and  Insoluble  Forms.  American 
Journal  of  Science,  vol.  I,  189 1. 

Notes  on  Allotropic  Silver.  American  Journal  of  Science,  vol.  II,  1891. 
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Franklin  Institute^ 


[^Proceedings  of  the  annual  mtrtinf^  held  Wednesday ^  January  jS^.\ 

Hai,];  op  thb  Frahkun  Imsvitittb, 
PBit.ABst.rHXA,  Joanaiy  x^,  189&. 

Mr.  John  Birxikbimb,  Prendent,  in  tbe  chair. 

Present,  163  nieinbers  and  visitors. 

The  annual  report  of  the  Board  of  Managers,  the  reports  of  the  various 
Committees' and  Sections,  and  of  the  Trustees  of  the  Elliott  Cresson  Medal 
Fund,  were  presented.  They  were  accepted  and  ordered  filed.  {See  Appendix:^ 
The  Secretary  presented  letters  of  thanks  to  the  Institute  from  the  New 

England  Cotton  Manufacturers'  Association  and  the  Local  Committee  of 
Entertainment,  for  coxirtesies  extended  to  members  of  the  Association  on  the 
occasion  of  the  meeting  that  body  in  Philadelphia,  on  October  27-28,  1897. 

Dr.  A.  C.  Crehore,  of  Hanover,  N.  H.,  and  Lieut.  Geo.  O.  Squier,  U.S.A., 
presented  a  joint  communication  on  the  Synchronograph ,  a  system  invented  by 
them  for  the  rapid  transmission  of  intelligence  by  the  use  of  the  alternating 
current.  The  communication  embraced  a  description  of  the  general  princi- 
ples of  the  system,  and  an  account  of  the  tests  lately  made,  under  the  direc* 
tion  of  Mr.  \V.  II.  Prcece,  Kngineer-in-chief  of  tlie  British  Postal  System,  in 
operatiji^  the  Wheatstone  in.stniments  by  the  aUernating  current,  according  to 
the  synchrunograph  method  devised  by  the  authors. 

Mr.  Melvin  L.  Severy,  of  B<^ton,  Maes.,  described  and  showed  in  practical 
operation,  the  Sevcry  impression  process.  This  is  claimed  to  be  an  improve- 
ment upon  the  present  method  of  printing,  by  the  use  of  which  an  instanta- 
neous and  perfect  adjustment  of  the  printing  surfaces  is  secured  auiomaH' 
rally,  thus  dispensing  with  the  tedious  and  expen.sive  operation  known  as 
"make-ready."  i  Ufferred  to  the  Committee  on  Science  and  the  Arts  for 
investigation  and  report. ) 

Mr.  H.  H.  Gross  described  and  illustrated  the  construction  and  principle 
of  operation  of  the  so-called  "  Lnxfer'*  prisma  This  invention  is  designed 
to  secure  the  more  efficient  diffu^on  of  l^^t  in  basements,  vaults,  and 
poorly-lighted  apartments  generally.  (Refemed  to  the  Committee  on  Science' 
and  the  Arts  for  investigation  and  report. ) 

The  report  of  the  tellers  of  the  annual  election  was  presented.  The  result 
of  the  election  was  as  follows  : 

¥01  President  (to  serve  one  year),  John  Birkinuink. 

**    Vice-I^esideni     (  '*        three  years),  .....  Gkokgi^  V.  Cresson. 

"  Secretary  (  **        one  year),  Wm,  H.  Wabx,. 

*'  Treasurer         (  "  **     ),  Samusl  Sartaxn. 

'*  Auditor  (  "         three  years)  JOHM  GboRGB  COPS, 

„       ,1  (for  the  unexpired  term  of  J.  H. 

Cooper,  deceased),   Wm.  H.  Grbsmb. 
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For  Managers  (to  serve  tliree  years). 


Gf.ori.k  H.  pRA/rKR, 

Alfred  C.  Hakkisun, 
Hsnrnv  R.  Hsvz^ 
Hbrbbkt  M.  Hows, 


Samubi,  M.  Vauci^ajn, 
GsoRGK  Vauz,  Jr. 


Alex.  Krumbhaar, 
C.  Hartman  Kuhn, 


For  the  Qmmittet  on  Science  and  the  Arts  (to  serve  three  years). 


L.  L.  Chhnhy,  J.  Lor.AN  KiTTS,  Lino  F.  Ru3)iDiNEm*A,, 

James  Christie,  Chas.  A.  Uexamer,  A.  J,  Rowland, 

LuiGi  D'AuKiA,  Jacob  Y.  McConneli.,  Samuel  Sartain, 

J.  H.  Bkamubi;^  Ct,AirToii  W.  Piks,  T.  Carpbntsr  Sicith, 

Wm.  Pbnk  Evans,  Stacy  Rbkvbs»  Thomas  Sprmcbr. 


The  tellers  received  a  vote  of  thanks  for  their  services. 
Adjourned.  Wm.  H.  WMSUtSeeretaty, 


COMMITTEE  on  SCIENCE  and  the  ARTS. 


{^Abstract  of  proceedings  of  the  stated  meeting  held  fanuarys* 


Reports  on  the  following  siibiecls  were  considered  : 

Compound  Lowtnotive  Engine. — Clifton  h.  Reeves,  Trenton,  N.  J.  (First 
reading.) 

Process  and  Apparatus  for  Manufaduring  Carbureted  Water^gas.^ 
Henry  C.  Rew,  Chicsgo,  111.  Discussed  and  referred  back  to  sab-coounittee 
with  additional  Aemhers. 

]Vave  J^otors.^Heury  Lotsgesell,  Philadelphia.  Referred  back  to  sub- 
committee. 

Stecl-I-i'it'd  Alittninutn  Culinary  IVare. — Remain  C.  Cole,  New  York. 
Referred  back  to  sub-committee. 

Frauttlin  Institute  Grand  Medal,  Held  under  advisement. 

Batanced  Driving  Wheel  for  Locomotipes.—VhiWp  Z.  Davis,  Philadelphia. 
Reoonsidered  on  the  applicant's  request,  to  permit  him  to  present  new  evi- 
dence of  the  utility  of  his  invention. 

[An  abstract  of  this  Committee's  aiintia!  report  is  incorporated  in  the 
Annual  Report  of  the  Board  of  Managers,  printed  elsewhere  in  this  itupres* 
sion  of  the  foumal.}  W. 


Mr.  Jambs  Cbristib  in  the  chair. 
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SECTIONS. 


Cbsmical  SscnoK.—kSte/^  ^4fr/fV/^  held  Tuesday,  j8,  189S.  President, 
Dr.  Lee  K.  Prankel,  in  the  chair. 

Prof.  W.  C.  Day  presented  a  commnnication  "  On  the  Action  of  Carbon 
Dioxide  on  Sodium  Aluminate  and  on  the  Formation  of  a  Basic  Aluminioni 
Carbonate."    Discussed  by  Dr.  Keller,  Prof.  Bradbtirj'  and  the  author. 

Prof.  F.  A.  Geiitli,  Jr.,  gave  an  oral  account  of  an  r)bservntion  he  had 
luade  in  reference  to  tiie  detection  of  salicylic  acid  iu  food  products,  which 
seemed  to  indicate  that  the  accepted  method  was  nnieliable.  The  commnni* 
cation  was  announced  to  be  a  preliminary  one»  and  further  infonnatlon  on  the 
subject  was  promised  in  the  near  future. 

The  following  officers  were  elected  for  the  year  1898,  via. : 

President — Dr.  Lee  K.  Frankel. 

Vice-Presidents — Dr.  Bruno  Tcrne  and  Dr.  W.  J.  Williams. 
Secretary'— Mr.  Lyman  F.  Kebler. 
Conseryator-^Dr.  Wm.  H.  Wahl. 

The  accompanying  Annual  Report  of  the  Section  was  approved,and  curdered 
to  be  transmitted  to  the  Inatitnte : 

JAHVARY  i»  1898. 

To  TBS  CoMMfTTBK  ON  Sbctzonaj;  AREANGBMSmra 

Ccfiilcintn  : 

I  am  directed  to  suhtnit  the  following  report  of  the  operations  of  the 
Chemical  Section,  during  the  year  1H97. 
The  oHicers  of  the  Section  were  : 
President— Dr.  Joseph  W.  Richards. 
Vice-Presidents— Dr.  Bruno  Terne  and  Dr.  I«ee  E.  Frankel. 
Secretary— Mr.  Lyman  F.  Kebler. 
Conservator— Dr.  Wni.  H.  Wahl. 

The  Section  has  held  stated  monthly  meetings  as  required  by  the  by-laws 
of  tlie  Institute,  on  the  third  Tuesday  of  each  month  (except  in  July  and 
August). 

A  list  of  communications  presented  and  diacnssed  is  hereto  appended.  In 
addition  to  these,  fonr  evenings  were  devoted  to  lectures  on  subjects  germane 
to  the  objects  of  the  Section .  These  are  also  listed.  A  numbqr  of  these  con- 
tributions have  appeared  in  the  Journal. 

TIk-  nicnibership  of  the  Section  at  the  clo«;e  of  1896  was  106.  During  the 
year  1897  there  were  adde<l  to  the  roll  six  new  nieinbers.  The  losses  of  mem- 
bership during  the  year  were  seven,  leaving  a  net  membership  at  the  close  of 
1897,  of  105,  a  decrease  of  i. 

A  circumstance  of  much  importance,  as  afiecting  the  prosperity  of  the 
Section,  was  reported  during  the  year  1897,  viz.,  the  bequest  to  the  Section, 
by  its  deceased  member,  Mr,  M.  Carey  Lea,  of  his  scientific  library  and  appar- 
ratn?,  and  of  the  income  of  a  piece  of  real  estate,  to  provide  a  permanent  fund 
for  the  ])urchaRe  of  books  anil  ]>eri(Klic.'^1«:  devoted  to  chemistry  and  physics. 

The  books  and  physical  and  chemical  apparatus  received  from  this  bequest 
represent  a  value  of  several  thousand  dollars,  and,  as  soon  as  the  needful  facili* 
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ties  can  be  furnished,  the  Utter  frill  be  made  available  to  the  mem1)eci»  under 
proper  icetxictlona.  The  income  of  the  book  fund,  it  is  expected,  will  become 

available  during  1S98,  and  will  probably  amount  to  about  I150  yearly. 

Following  is  a  list  of  the  lectures  and  communication  Resented  to  the 
Section  during  the  past  year ; 

I^KCTURES. 

Feb.  i6th,  Wiley  iDr.  H.  \V.  1.    "  Soil  Microbes  Useful  \\\  Agriculture." 
April  20th,  Leffmaun  ^Dr.  Henry).    "The  Chemistry  of  Food  Adultera- 
tion." 

June  15th.  Richards  (Dr.  Jos.  W.).   '*  A  Critical  Review  of  Methods  of 
Determining  Mineralsi**  ^ 
Nov.  i6th,  Teme  (Dr.  Bruno).   "Ammonia  and  its  Sources," 

coMmnncATioNs. 

Jan.  19th,  Nitze  (H.  C.  B.).  *'  Recent  Developments  in  the  Magnetic  Treat-' 
ment  of  Ores,  Describtng  the  Wetherill  Magnetic  Concentrator." 

Jan.  19th,  Richards  (Dr.  Jos.  W.)  and  Thom.son  (J.  A.).  "Recent  Deter- 
minations of  the  Electric  Conductivity  of  Ahuniniuni." 

Jan.  19th,  Kebler  (Lyman  F.).    "  Volumetric  Kstiniatioii  of  Acetone." 

Jan.  19th,  Richards  (Dr.  Jos.  W.).    "  A  New  Laboratory  Grinder." 

March  16th,  Leonard  (C.  L.).  "The  Permeability  of  Different  QuaUties 
of  Aluminium  to  the  Roentgen  Rays." 

*  March  i6th,  Richards  (Dr.  Jos  W.).  "  The  Relation  Between  the  X^atent 
Heat  of  Fusion  of  the  Elements  and  their  Melting  Points." 

May  i8th,  Shapleigh  (Waldron).    "  Notes  on  Lucium." 

May  18th,  DuBois  (H.  W. )  and  Mixer  (C.  T.).  "On  the  Determination 
of  Insoluble  Phosphorus  in  Iron  Ores." 

May  18th,  Keller  ( Dr.  H.  P.)  and  Maas  (Philip).  "  Some  New  Derivatives 
of  Diac^tyl." 

Sept  9ist,  Sadtler  (Prof.  S.  P.).  ^  Formation  of  Petroleum  isma  Linseed 
Oil." 

Sept.  2ist,  Sadtler  (Prof.  S.  P.).    "  Remarks  0*11  Peanut  Oil." 
Oct.  19th,  Keller  (Dr.  H.  F. ).    "  Analysis  of  Electrolytic  Copper." 
Oct.  19th,  Maas  (Philip)  and  Keller  (Dr.  H.  F.).    "  Vanadium  Minerals 
from  Leadville,  Col." 

Dec.  sist,  Peckham  (S.  P.).   " Chemistry  of  the  California  Petroleuma" 
Req>ectfully  submitted  by  order  of  the  Section. 

IiVMAN  P.  Kbbi:.br,  Secretary, 

Electricai.  Sncnoa.—Staied  Meeiing  h^id^  Tuesday,  January  11,  1898. 
President,  W.  9.  Harrington  in  the  chair. 

Mr.  David  Pepper,  Jr.,  read  a  paper  on  Line  and  Retum*Circuit  Con" 
struction  of  Blectric  Railways."  (Referred  for  publication.) 

ANNUAL  REPORT  t 

Philadelphia,  January  16,  1898. 

To  THE  Committee  on  Sectional  Arrangements. 
GenilemeH  .* 

I  beg  to  submit  a  report  of  the  work  of  the  Electrical  Section  during  the 
yesr  1B97. 
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The  foUowing  papers  weie  presented : 

Jaa.  C.  J.  Reed— New  Induction  Telegraph  Apparatus. 

Wm.  C.  L.  BgUii-"8ome  Tests  on  Enclosed  Arc  l«ampa." 
Feb.    Wm.  H.  Wcaton—"  Sub-division  of  RheoaUt  Coils.'* 

Mar.    C.  J.  Toering— "  Enclosed  Arc  Lamps." 

April.  H.  L.  Sayen— "  New  Form  of  Crookes  Tube  with  Automatically  Adjust* 

able  Vacuum." 
May.   Joa.  Sachs—"  Electric  Elevators." 

B.  G.  Willyonng— *'  Circuit  Breakers  for  Induction  Coils." 
Oct.  C.  B.  Carpenter—"  Blectric  Current  Controlling  Devices.  '* 

Prof.  W.  D.  Marks— "  Electric  Meters." 
Nov.  J.  L.  Woodbridge— "  The  Booster  System  applied  to  Electric  Rail- 
ways." 

\V.  H.  Harriugloii — '*  Railway  Bonding." 
Dec.    Mark  A.  Replogle— "  Speed  Government  in  Water  Powers." 

Paul  A.  Winand— "  The  Constant  Current  Transmission  of  Power.*' 
The  increase  in  membership  during  the  year  haa  been  gratifying,  while 
the  loss  of  old  tiie(n^>ers  by  resignation  or  Otherwise  has  been  trifling. 

A  considerable  increase  in  the  average  attendance,  which  has  been  during 
the  year  about  sixty,  is  an  even  better  j^mrantee  of  the  interest  iu  the  work  of 
the  Section.  Respectfully  yours, 

Clayton  W.  Pikk,  President. 

Mining  and  Mbtallurgicai,  ^vsc^ixw,— Stated  Meeting  held  Wednes- 
day, January  12,  1S98.   President,  Benj.  S.  Lyman,  in  the  chair. 

Mr.  Pedro  G.  Salom  read  a  paper  on  "The  Ivlcctrolytic  Production  of 
Lead  from  Galena."  The  method  is  based  on  the  reduction  of  lead  diri-^rtSv 
froTu  the  sulphide  ore,  in  an  electrolyte  of  acjucous  sul]ih;iric  acid  throuj^h  the 
agency  of  hydrogen.  The  paper  was  «liscussed  by  Mr.  C.  J.  Reed  and  the 
author.  The  author  submitted  specimens  of  lead  sponge  and  various  oxides 
of  lead  obtained  in  his  process.   (Referred  for  publication.) 

Mr.  Benj.  Lyman  presented  a  communication  entitled:  "Some  IUusp 
trations  of  the  Influence  of  Geological  Structure  on  Topography.**  (Referred 
for  publication.) 

The  following  ohicers  were  elecleil  for  the  year  189S,  viz.  ; 

President— Mr.  A.  E.  Uuterbridge,  Jr. 

Vice-Presidents— Dr.  David  K.  Tuttle  and  Mr.  James  Christie. 
Secretary— Mr.  Wm.  C.  Henderson. 
Conservator— Dr.  Wm.  H.  Wahl. 

The  accompanying  annual  report  of  the  Section  was  approved  and  ordered 
to  be  transmitted  to  the  Institute,  viz. : 

To  THB  COMMlTrSB  ON  SBCTIONAL  ArRANGBKSNTS. 

Genffftiien  : 

III  presenting  this  first  aiiuuai  report  of  the  Mining  and  Metallurgical  Sec- 
tion of  the  Franklin  Institute,  it  has  been  thought  of  possible  interest  to  enter 
upon  a  resum^  of  the  events  that  have  led  to  establishing  this  Section. 
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The  Mining  and  Metallurgical  Section  is  the  outgrowth  oi  the  Committee 
on  Mlncnls  sad  Gealogtcal  Specimens ;  it  owes  its  exiatence  to  the  untiring 
effiwrts  of  Mr.  Benj.  Smith  Lyman,  chairman  of  that  committee,  who,  in  a 
letter  to  Mr.  John  Birkinbine,  President  of  the  Institute,  dated  February 
90.  1897,  brought  tlie  matter  up  in  the  following  terms  : 

"  Before  any  final  decision  of  the  fate  of  our  Committee  on  Minerals  niul 
Geological  S])ecimens,  it  may  be  worth  while  to  con«i:der  an  idea  or  two  that 
have  occurred  to  me  *  *  *  \\  has  long  seemed  quite  possible  that  solarjj;e 
a  number  of  men,  members  of  the  American  Institute  of  Mining  liugiueers, 
interested  m  mining  and  metallurgy,  and  inclined  to  associate  themselves 
with  others,  might  find  it  agreeable,  useful  and  convenient  to  meet  for  paper 
reading  and  discussion,  and  social  intercourse,  more  frequently  than  the  half 
yearly,  generally  distant  meetings  of  the  Institute  *  *  *  A  close  associa- 
tion and  frequent  meeting  of  mining  engineers  and  metallurgists,  under  the 
Franklin  Institute,  would  cost  them  no  additional  annual  fee  (unless  they 
chose  to  increase  the  attrartif  n  byasmnll  snhsrrijition  for  some  slight  refresh- 
Mient)  ;  they  would  have  the  pleasure,  instruction  and  manifold  profit  of  a 
society  ;  and  perhaps  could  publish  some  of  their  valuable  results  in  the 
Franki;.in  iNSTiTiTTE  JOURNAL  *  ♦  ♦  The  proposcd  Association  of  Min- 
ing Kngineen  and  Metallurgists  in  the  Franklin  Institute  might  either  be 
organized  as  a  Mining  Section,  or  a  Mining  and  Metallurgical  Section." 

At  the  meeting  of  the  Committee  on  Minerals  and  Geological  Specimens, 
held  March  10,  1897,  Mr.  Lyman  laid  the  matter  of  the  organization  of  a 
Mining  and  Metallurgical  Section  before  the  committee,  and  it  was  finally 
decided  to  istine  to  such  persons  a«?  it  was  thought  would  be  interested,  the 
circular  letter  which  hears  tlie  date  of  March  31,  1897,  the  purpose  of  the 
letter  may  be  gathered  from  the  following  extract  : 

Dear  Sir  :— The  Standing  Couunittee  on  Minerals  and  Geological  Speci- 
mens of  the  Franklin  Institute  has  done  nothing  for  many  years  past,  as  the 
^>eeimens  have  been  deposited  with  the  Academy  of  Natural  Sciences,  but 
now  desires  to  become  active  again,  with  perhaps  some  modification  of  scope 
or  of  organization,  and  requests  yonr  co-operation  in  forming  an  important 
Mining  and  Metallurgical  Museum,  and  a  Mining  and  Metallurgical  Section  of 
the  Institute.  *  *  ♦  You  are  invited  to  signify  your  approval  of  the  plan 
by  signing  the  enclosed  card  and  returning  it  to  the  I-ranklin  Institute,  so  that, 
if  there  be  reasonable  encouragement,  a  meeting  may  be  shortly  called  to 
organize  the  Section. 

By  order  of  the  Committee  on  Minerals  and  Geological  Specimens. 

Bsn;.  Smith  Lyman, 
Chairman » 

This  letter  evoked  a  favorable  response  from  siitty-two  persons.  Upon  this 
encouragement  a  meeting  was  called  for  the  evening  of  April  28, 1897.  This 
inaugural  meeting  was  attended  by  thirty -five  persons,  the  Section  was  organ- 
ized, and  at  the  adjourtic  1  luceting.  held  May  12,  1897,  the  following  officera 
were  elected  to  serve  during  the  year: 

President — Mr.  Benj.  Smith  Lyman. 

Vice-Presidents— Dr.  D.  K.  Tuttle,  Mr.  A.  t.  Uuterbridge,  Jr. 
Secretary — Mr.  Wm.  C.  Henderson. 
Conservator— Dr.  Wm.  H.  Wahl. 
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Six  meetings  have  been  held  duriDg  the  year,  with  an  average  atteodaafie 
of  thirty.  There  have  been  read  before  the  Seetion  eleven  papers*  as  follow : 

(I)  **Mechanlcal  and  Engineering  Progress  aslnflnenced  by  the  Mtmwg 

Indtistry,"  John  Birkinbine. 

(2)  "The  Undeveloped  Mineral  Wealth  of  Newfoundland,'*  A.  B.  Outer- 
bridge,  Jr. 

(3)  *'  Compass  Variation  as  Affected  by  Geological  Structiire  in  Bucks  and 
Montgomery  Couuties,  Pa.,"  B.  S.  Lyman. 

(4)  Underground  Water  Supply,"  F.  I,.  Garrison, 

(5)  "  Monastte,"  H.  B.  CNitze. 

(6)  *'  A  Special  Process  for  Treating  Cast  Iron,"  Charles  James. 

(7)  **  Some  Remarks  on  WIre-Glsss,"  Francis  Schnmann. 

(8)  "Copper  Traces  In  Bucks  and  Montgomery  Counties,  Fa.,  S. 

Lyman. 

{9)     Forestry  as  Related  to  Geoloffv  and  "Engineering,"  John  Giffor  ! 
(10)  "Kryolith:  its  Mining,  Preparation  and  Utilization,"  Wm.  C.  Hender- 
son. 

(II)  "  Fatigue  of  Metalsin  Iron  and  Steel  Forgings,  '  H.  F.  J.  Porter. 
Thememberriiip  to  date  consists  of  seventy-three  persmis. 

Qoite  a  number  of  Interesting  communications  have  been  promised  for  tiw 
near  future,  among  which  may  be  mentioned : 

(1)  "The  Electrolytic  Froduction  of  Lead  from  Galena,*'  Pedro  0. 
Saloni. 

( 2)  "  Thf'  ?>rnrtical  Aspect  of  Present  Methods  of  Testing  Iron  and  Steel," 

Paul  Kreuzpointner. 

(3)  Building  StonevS,"  Alexis  A.  Julien,  Ph.D. 

(4)  "  The  Development  of  Liie  American  Portland  Cement  Industry,"  Rob- 
ert W.  Lesley. 

(5)  *'Tfae  Secret  of  the  Strait,*'  Lewis  M.  Haupt,  CB. 

(6)  "  Gold  Mining  in  Georgia.'*  William  Tatham. 

(7)  "Japanese  Swords,"  Capt.  E.  L.  Zalinski. 

(8)  "The  Supply  of  Iron  Ore,"  John  Birkinbine. 

At  present  the  outlook  for  the  Section's  future  ^eem^  very  encouraging, 
and  it  is  believed  by  those  most  interested  in  its  welfare  that  the  "M  1:1:  ::  v^  and 
Metallurgical  Section  has  fairly  entered  upon  a  field  of  great  useluiuess  and 
prosperity. 

By  direction  of  the  Mining  and  Metallurgical  Section. 

Wm.  C.  Hsnuxksqit, 
Secretary, 


Digitized  by  G( 


Feb..  1898.] 


Reports, 


155 


ANNUAL  REPORT  OF  9BB  BOARD  OF  MANAGBRS  OF  tHX 

FRANKLIN  INSTITOTB. 

(For  the  year  1897.) 

The  Board  of  Managers  of  the  Franklin  Institute  of  the  biate  of  Penasyl- 
vaaU  fiftr  the  Promotioii  of  the  Mtchaoic  Afts  xespectfnUy  prcients  the  fol* 
lowing  report  of  the  operations  of  the  Institate  for  the  jeer  1897 : 

MEMBERS. 

Members  at  the  close  of    1*867 

Number  of  new  members  elected  who  hsve  peid  their 

dnes  in  1897   100 

  1,967 

Lost  by  death,  resignation  and  non-payment  of  dues,  129 

Total  membership  at  die  end  of  1897   1,838 

LIBRARY. 

The  additions  to  the  Libraiy  daring  the  past  year  numbered  nearly  3,000 
new  titles,  a  gratifying  eschibit  in  view  of  the  diminished  income  of  the  Com- 
mittee. This  good  showing  was  msde  possible  through  the  accession,  by 
bequest,  of  the  valuable  private  library  of  the  late  M.  Carey  Lea.  The  storing 

of  the  library  iu  the  new  fire«proof  slack-room,  now  almost  ready  for  their 
reception,  willinsure  the  safety  of  thc^e  invaluable  literary  treasures,  and  will 
be  a  cause  for  satisfaction  to  tlie  mcuibers  of  the  Institute.  It  may  not  be 
amiss  to  uote  the  fact  that,  exclusive  of  a  cousiderable  number  (about  5,coo) 
of  maps,  charts,  etc.,  the  library  of  the  Institute  at  present  contains  the 
imposing  number  of  80,000  boohs  and  pamphlets.  As  a  large  proportion  of 
this  collection  is  composed  of  serial  pttblications  used  for  study  and  reference, 
and  as  many  of  the  books  are  long  out  of  print  and  diffienlt  of  replacement  if 
lost  or  «!e9troyed,  the  course  adopted  by  the  managers,  in  making  provision 
for  til  c  1  ■  ner  secnrity  of  the  library,  it  is  believed,  will  be  cordially  approved 
by  the  members. 

JOURNAI,. 

The  financial  statement  of  the  Journal  for  the  year  1897  (see  appendix) 
exhibits  a  slight  improvement  in  the  receipts,  over  those  for  tiie  previous 
year,  although  this  increase  is  not  as  large  as  was  anticipated  when  the  year 
begun.  The  Committee  on  Publications  reports  that  the  prospect  for  the 
present  year  is  encouraging,  and  affords  reasonable  basis  for  the  hope  that 
the  next  Hrrountinj^  will  exhibit  a  surplnn. 

The  sL-r\  ice  rLMi  lorcd  to  the  library  Ijy  the  exchauv;es  of  tlie  Journal, 
though  it  does  not  appear  in  its  cash  account,  is  invaluable,  and  represents 
annually  the  addition  of  about  $1500  worth  of  the  most  valuable  class  of  cur- 
rent scientific  and  technical  literature. 

The  Board  desires  to  expresi  its  high  appreciation  of  the  services  rendered 
to  the  Institute  by  the  editorial  branch,  and  of  the  csre  and  econoim  with 
H-liich  the  business  affairs  of  the  Journal  have  been  conducted  by  the  Com- 
mittee  on  Publications. 
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COHMITTEB  ON  SCIRNCB  AND  THE  ARTS. 

This  Committee  has  exhibited  its  customary  activity  dumig  the  pa^i  year. 
The  owes  received  for  iavestigation,  or  referred  to  the  Committee  by  the 
InBtitntei  nnmbe  ed  46.  The  namber  of  c«ms  reported  upon,  or  otherwise 
dispoicd  of,  was  5a.  There  have  been  awarded  or  recommended,  through  this 
Committee*8  agency,  of  EUiott-Cresaon  Medals,  4 ;  of  John  Sco£t  Premiums 
and  Medals,  it ;  of  Edward  I^ngstreth  Medals,  5,  and  of  Certificatea  of  Merit, 
1.  In  ao  casea  no  awards  were  made. 

09HBR  COMMITTBBS. 

Daring  the  past  year,  the  attempt  was  made  to  revivify  several  of  the 
atanding  commttteea,  whose  work  for  many  years  had  been  allowed  to  &U 
into  a?)eyance. 

77,',  (  nitmittee  on  the  Cabinrf  ■>/"  Arts  and  Mann f~u'/Krr-  bns  held  several 
meetings  during  the  year.  It  reports  that  while  a  Cabinet  ot  Arts  and  Nfanu- 
facturcs  does  not  at  present  exist,  and  while  there  are  grave  doubts  as  to  ihe 
adviMbility  of  undertaking  to  establish  one,  it  is  possible  that  iu  the  dearing 
and  rearranging  of  the  building,  incident  to  the  removal  of  the  hooka  to  the 
new  stack,  or  at  an  exhibition  that  may  be  held  in  the  near  future,  there  may 
be  fonnd  material  which  it  will  be  the  province  of  this  committee  to  amnge 
and  care  for. 

The  Committee  on  the  Cabinet  of  Minerals  and  Geoloj^ical  Specimens 
likewise  has  held  several  ineelingsat  which,  the  question  of  its  present  and 
future  operations  was  considered.  It  was  ascertained  that  the  small  co11e<'- 
tion  at  one  time  in  possession  of  the  Institute  had  been  deposited — some 
fifteen  years  ago— with  the  Academy  of  Natural  Sciences,  for  the  reason  that 
the  room  in  which  it  had  been  dbplayed  was  needed  for  the  Drawing  School 

The  Committee  considered  that  the  general  purposes  for  which  it  had 
originally  been  instituted  could  be  much  better  subserved  by  a  Section  of 
Mining  and  Metallurgy  to  be  devoted  to  the  promotion  of  these  and  kindred 
branches  of  applied  science,  for  the  formation  and  maintenance  of  which  the 
present  by-laws  of  the  Tfistitute  tnake  liberal  provisions 

The  outcome  of  the  Committee's  li-^mssion  ot  iliese  matters  wm^  the  forma- 
tion of  a  Section  on  the  lines  aViove  indicated,  which  was  autboriied  by  the 
Board  at  its  stated  meeting  of  April  14,  1S97.  This  Section  has  at  present  a 
membership  of  73,  and  has  fully  justified  the  hopes  of  its  fonndera  aa  to  its 
utility. 

The  Committee  concludes  its  annual  report  with  the  statement  that  tfiis 
Section  meets  the  present  needs  and  opportunities  in  its  special  field  so  fully 
that  there  no  longer  exists  any  substantial  reason  for  the  Committee's  oontina'- 
ance,  and  reronimends  accordingly  that  it  be  discontinued 

The  CoiHnnttee  on  Meteorology  met  several  times  fluritig  the  year  for  the 
reading  and  discu«?Hion  of  professional  ]iapers,  and  also  lor  the  consideration 
of  the  questiou  of  its  future  work.  With  reference  to  this,  the  following 
statements  are  contained  in  the  Committee's  annual  report. 

"  Respecting  the  future  of  the  Committee,  there  is  romn  for  difiereoccs  of 
opinion,  but  since  the  diversion  of  the  work  of  the  State  Weather  Service 
ficom  the  control  of  the  Institute,  several  years  a^o.  there  appears  to  be  iiotii« 
ing  in  sight  with  which  the  Committee  could  actively  employ  its  members. 


Digitized  by  Co  >  ^ 


Feb.,  i«y8.i 


Reports. 


157 


with  dixect  «dvaiitage  to  tb*  Instttntei  Uiat  eoold  not  be  mneli  bettor  iiid 
miteli  more  effectively  nnderteken  throogb  tbe  inetnsmeiitality  of  e  Section 
devoted  to  Meteorology  and  Climatology. 

*'The  liberal  provisions  of  the  By-laws  of  the  Institute  afford  an  eeey 
method  by  which  all  members  who  are  interested  in  this  branch  of  science 
may  become  associated,  for  the  pury»o«;e  of  pursuiit^  it  with  greater  possible 
benefit  to  themselves  and  to  the  TTisiitutc,  than  ihrouxb  the  instrumentality 
of  a  committee  restricted  in  iiieriibeii,hip  to  ten  persons. 

"The  Committee  on  Meteorology,  therefore,  would  respectfully  suggest 
that  it  be  diicotttuiiied»  aod  that  an  eA>rt  be  made  to  cieete  In  ita  atead  a 
Section  of  Meteorology  and  Climatology." 

The  Cdmrniiieeim  Meetings  haa  held  regular  aeaaiona  during  the  year,  the 
reanlta  of  wbidi  have  appeared  in  the  programs  of  the  stated  meetings  of  the 
Institoto,  printed  in  the  Bulletin  issued  monthly  under  the  Committee'a  direc- 
tion, an^l  ^ent  to  all  members  \\\  j^ood  standing. 

At  the  ten  stated  meetings  of  tiie  lustitute,  seventeen  papers  and  other 
communications  were  presented,  some  of  which  were  of  considerable  import- 
ance. This  is  e&pecially  true  of  the  "  Smoke  Prevention  "  question,  referred 
to  the  Inatitnte  by  the  Bntean  of  Health,  of  Wladelphia,  wUdi  called  forth  . 
an  cactcnded  dincnaaion,  and  which  included  the  preaentation  of  deacriptiooa 
of  all  the  important  forma  of  improved  fumacea  and  antomatie  atokera  in  uae 
throughout  the  country.  The  conchi^ions  reached  by  the  Institute,  as  the 
result  of  the  careful  consideration  which  the  subject  received,  will  shortly  be 
offirially  laid  before  the  Rnreau  of  Health,  and,  it  is  believed,  will  prove  of 
substantial  service  in  the  framing  of  legislation  00  the  subject,  which  is  now 
admitted  to  be  neces&iry. 

The  Commitiee  on  the  Cabinet  of  Models  has  held  several  meetings,  at 
which  it  waa  decided  to  make  a  complete  examination  of  all  the  modela  in 
poMcasion  of  the  Inatitnte  with  the  view  of  making  a  jadiciooa  selection  of 
the  aame,  reaerving  for  daasificatton,  cataloguing  and  preservation  those 
which  appear  to  have  sufficient  value,  and  discarding  auch  aa  seem  to  be 
vnluelesa.  The  Committee  had  made  considerable  progress  with  this  work, 
whefi  \\'^  members  were  compelled  to  suspend  tjie  work  on  account  of  the 
building  alterations  decided  on  by  the  Board.  The  Committee  intends  to 
resume  and  complete  its  work  as  soon  as  opportunity  is  afiforded. 

The  Committee  on  Instructiont  with  the  co-operation  of  the  professoza, 
sncceedcd  during  the  past  year  in  arranging  a  more  miscellaneona  and  gener- 
ally useful  series  of  lectnres  than  heretofore. 

In  view  of  thedifficulty  heretofore  experienced  in  attracting  large  audiencea 
to  the  lecture-room  of  the  Institute  to  listen  to  lectures  of  a  technical  charac- 
ter, it  was  f^ccided  to  assign  all  such  to  one  or  another  of  the  Sectionp  iti  the 
form  ot  communications  for  reading  and  discussion.  This  course  has  proved 
satisfactory,  not  only  by  increasing  the  activity  and  importance  of  the  Sections, 
but  also  by  affording  the  couiributors  of  technical  papers  a  select  and  more 
appreciative  audience  of  ezperta. 

In  fnrtiierance  of  thia  general  schemei  arrangements  were  made  vrith  the 
officais  of  Central  Bianch  of  the  Young  Men's  Christian  Association,  for 
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giving  six  of  the  mosl  attractively  illustrated  lectures,  in  the  more  commo- 
dious and  centxally-located  hall  of  the  Association,  at  Fifteenth  and  Oiestnat 
Streets,  withoitt  diatg^  for  rentil,aaid  iritb  tlie  sole  coadittan  thftt  they  ^mttt 
to  be  MiiiotiBoed  as  gives  under  the  joist  patronage  of  the  two  aodetica. 

Thna  far  the  ezperimest  has  proved  highly  wtisfactory.  The  attesdasoc 
has  been  large*  and  the  memberi  of  the  Isatitnte  have  very  generally  avadled 
themselves  of  the  opporttinity  of  profiting  by  the  arrangenient. 

The  Board  calls  attention  to  the  fart  that,  as  in  previous  years,  its  Com- 
mittee on  Instruction  has  been  able  to  obtain  the  services  of  its  lecturers 
(many  oi  whom  are  men  of  distingnished  reputation  wiihoiit  remunexalioo, 
the  siucerest  evidence  that  could  be  presented  oi  the  respect  in  which  the 
Inttitntc  ia  hdd.  The  Board  reoommenda  that  the  Isatitnte  ahoold  teatify  its 
appreciation  of  the  gratnitons  services  of  ita  lectnrers  by  the  paaaege  of  a 
vote  of  thanks. 

DRAWING  SCHOOI,. 

The  attendance  of  pupils  in  the  Drawing  Schoolp  and  in  its  Branch  School 

at  Germantown  Junction,  shows  a  slight  increase  over  the  previous  year, 
encouraging  the  hope  that  the  steadj'  diminution  in  the  number  of  pupils 
that  we  have  bad  to  note  for  the  past  three  or  four  years,  has  at  length  been 
arrested. 

The  efficiency  of  the  Schools  has  been  fntly  maintained. 
The  expediency  of  establishing,  in  connection  therewith,  dassca  for 
inatmction  in  maUiematics  ia  nnder  consideration. 

SECTIONS. 

The  Chemical  and  Electrical  Sectiona  exhibited  during  the  past  year  a 
commendable  degree  of  activity,  and  the  character  of  the  profeasional  papeis 

read  and  discussed  at  the  meetings  (many  of  which  have  enriched  the  pages 
of  ih^  Journal)  amply  demonstrated  the  utility  of  affording  the  members  the 
fullest  opportunity  to  form  such  associations  within  the  Institute  for  mutual 
improvement  and  as  a  stimulus  for  the  advancenictit  of  the  Arts  and  Sciences. 

The  lustitute  has  bee u  streugtheued  during  the  past  vear  by  the  formation 
oi  a  new  Section  devoted  to  Mining,  Metallurgy  and  kmdred  branches  of 
applied  science.  Thia  Section  has  already  a  large  membership,  and,  from  the 
interest  taken  in  its  meetmgs,  gives  promise  of  an  active  and  naefnl  career. 

The  programa  of  the  Electrical  and  Mining  and  Metalluigical  Sections,  ss 
will  appear  from  an  inspectioti  of  the  list  of  papers  printed  in  the  announce* 
ment  book,  haveV)een  so  well  filled  as  to  have  made  it  necessary,  in  a  number 
of  instances,  to  increase  the  number  of  meetings  to  two  in  eac^  month. 

GENBRAI,  RBMARKS. 

Summarizing  the  results  of  the  work  of  the  past  year,  it  may  fairly  be 
stated  that  every  hraiu  h  of  the  Institute  has  made  the  best  possible  use  of  it«; 
opportunities  for  active  wurk.  The  serious  limitations  which  lark  of  funds 
and  lack  oi  bpace  have  imposed  upon  the  Committees  and  the  becUuus  are  too 
well  known  to  need  repetition. 

The  present  improving  condition  of  general  bndnesa  eneoongea  the  hope 
that  the  Endowment  Committee,  lately  established  by  yonr  Board,  may  be 
aocceasfnl  in  its  efforts  to  secure  a  substantial  sum  by  anbacriptioo  to  provide 
a  maintenance  fuud,  out  of  the  income  of  which  the  cnitest  woi^  of  the 
Institute  may  be  conducted  on  a  scale  of  proper  efficiency. 
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The  alterations  iu  the  building,  now  approaching  completion,  were  deter- 
mined npon  by  your  Board  after  the  most  cerefol  coasideratioa.  Wlien  com* 
pleted,  it  is  bdiered  that  the  greater  safety  to  the  library  which  will  be 
secured  thereby,  and  the  large  amount  of  room  for  reading  tables,  the  display 

-  of  interesting  models  and  other  uses,  that  will  be  gained  by  the  change  will 
be  found  most  satisfactory,  and  that  the  advantages  the  members  will  derive  * 
therefrom  will  amply  justify  the  Board's  action. 

The  It^stitute's  financial  statement  for  the  year  1897  is  hereto  appended. 

By  order  of  the  Board, 

John  BiRKiNBiMB,  President. 
Haia  of  Thb  Instituts,  Philadbi^bia,  January  12,  1898. 

APPENDIX. 

FINANCIAL  STaTHMBNT  FOR  THE  VBA&  1897. 


Balance  on  hand,  January  i,    $196  99 

Receipts  : 

*Commiitee  ou  Publications   $2,802  78 

Committee  on  Library   36  30 

Cmnmittee  on  Instrnction   807  oo 

Committee  on  Science  and  the  Arts   151  30 

Committee  on  Meetings   16  50 

Curators   11  50 

Committee  on  Stocks  and  Finance   635  33 

Income  iiioomfield  H.  Moore  Memorial  Fund    .  .  785  90 

Income  Memorial  Library  Fund   55  45 

Frederick  Graff  Fund   3  00 

Interest  on  Investments  of  funds  in  the  hands  of 

the  Board  of  Managers  ,  940  o^ 

Income  from  Endowments  in  the  hands  of  the 

Board  of  Trustees   3,033 

Receipts  from  Members,  annual  ........  SiTSo  35 

Receipts  from  Tvife  Memberships   392  00 

Kntrance  1  i  f No!i  Resident  Members  ,  .....  14500 

Interest  ou  hauk  deposits   ^4^7 

Receipts  from  sales  of  Index  to  Journal   35 

Receipts  from  salea  of  Exhibition  Reports  ....  13  65 

Receipts  from  sales  of  Membership  Certificates .  .  5  00 

Blectiical  Section  (a  donation  to)   31  00 

Temporary  Loan   3,000  00 

Scott  Legacy  Premiums   aoo  00 

Proceeds  of  Sales  of  Central  Railroad  of  New 

Irr^ey  Bonds                                                .  .  2,200  70 

Interest  on  B.  H.  Bartol  Fund   50  00 

 I19.133  68 

Payments:  |i9>3i9  67 

Committee  on  Publications   14*^57  32 

Committee  on  Library                                   .  i»o7i  08 


*  Credits  other  thau  ca!>h  tu  the  accouut  ot  CotumiUcc  ou  I'ubiicaliou!*  rcpresentinj;  the 
v«l«e  of  exelwiifMt  books  reviewed  fttid  books  pareluuwd  In  eschMflfe  for  advertising  space, 
•ggr€satcd#(.S(H  7S. 
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Bloomfield  Mooic  F«fl4  B^nditnics   5^9  44 

Memorkl  I«ibf«r)r  Fttid  BspeadHnrc*   45  4^ 

Committee  on  IiMtxuction   1,041  "^6 

Committee  on  MfeHagp   .-34  7 1 

Committee  oa  Sdenoe  wid  the  ArU   195  04 

Curators   01 

lucidentftl  Expenses   669  56 

Saiahes  aud  Wages  .  .  .  .  •   4*^*^  5°  • 

CilcmicalSectioii   "7 

Bledricnl Section  

Mining  Mid  MeUllurgicnl  Section   56  a8 

Committee  on  Exhibitions   ho  co 

Interest  on  Temporary  Loans   '  395 

Insurances    53'  ^ 

Committee  on  Buikiiug  Alteratk>nt   3,39$ 

Actuary's  Petty  Ciah  Fnud  (to  be  Mconatcd  for  W  joo  00 
Contxibntions  for  Life  Hembitnliip  (pnid  to  Boud 

of  TmatMs)   400  00 

Certificate  of  Mcmbcnbip   > 

Scott UgMy Preminm    aoooo 

  $19.339  71 

Bttlance   ^ 

ENDOWMENT  FI  NDS, 

Tbe  Permanent  Endowment  Funds  of  tlie  Inatitote*  *t  the  end  of  i897» 

consist  of  the  following  : 

'  In  the  haiiJs  of  the  Institute.^ 

Bloouinekl  H.  Moore  Memorial  Fund  $l5»O0O  OO 

Memorial  Library  Fund  

B.  H.  Bnrtol  Pnnd  1,00000 

Amount  recetTed  from  Life  M  enbenhipn  between 
TannaTT  1, 1891.  mtd  October  1, 1894   «>    .  ^ 

,  iu  the  hand*  of  EUiott-OesKm  Tirajtecs. » 

The  BUiott-CMsMm  Med«l  Fnnd   4.«67  68 

iln  the  bands  of  the  Bowd  of  Tmstecs  of  the  F*ankhn  Institute.) 
The  legacy  of  Gcoige  S,  Pepper  l35  6S7  50 

The  legacj  of  Kugr re  N'agent   ^  <^ 

Legacy  of  Mrs.  Emcline  B.  Nicholfon  i,5-» 

The  Edw&ni  Lon?«lreih  Medial  FuiiJ   1.000  OO 

The  donation  of      uuknown  friend  .   5 

The  donation  of  Sigmund  Rieflcr   »  00 

Life  memberahip  fnnd  since  October  1. 1S9*  •  -  ■    ■•<«0  00 

/o»rwtf/ Endowment  Fund   i3»  «> 

By  will  of  John  Turner,  deceased  one-fourth  of  net 
"incon-.e  on  2  per  «:ent.  of  his  res-.v'.uar>'  esuie. 
vie'.dlng  about  fi^-^-  or  more  pcx  vea:.  equ:va:ent 

to  a  capiial  >um  01   41>S»o  50 

Toul  .  .  -  

[An  inctesae  in        of  |i9*^0 


METALINED  OR  OILLESS  BEARINGS 
rrnyv  'I  Of  othcr  lubricant,  cither 

,  -.  d  by  as..-  v)r  t  i  -  * 

,  ,,..,v  .  n  l-MTv-^      '1  '"V* 

I.  called  "  ^  !i- 


ii  tht;  starl,  but 


;c!>l  ot  ijinc  and 


vicc,!.» 


ft  beat 

•  1 


•I  to  the  public,  no  one  had  ever 

•     '     ^ome  other  lubi .  i;. 

d  this  Oillcss  Bearing  on  the 

rc  now  llic  sole  and  exclusive  manul.iciuu  rs. 

NORTH  AMERICAN  HETALINE  CO. 

IS  WEST  AWENUt.  ISLAND  CITY,  N.  V. 

THIS  CUTREPRKSBNTS 

ALMOND  S  PATENT 

Quarter-Turn 
^  cs^Coupling 

To  Replace  Mule  Pulleys 
and  Bevel  Gears 

It  In  a  nolneletH  Ounrtrr-Turn 
(  ouiiterHhHft.  «.  «f  c»MitaliH  d,  per- 
Itcilv  liibi  uimI  t;jv»s»»  no 

trouble.  imrtlculttr«. 

T.  R.  ALMOND 

83  AND  85  WASHINGTON  STREET.  BROOKLYN.  N.  Y. 

THE  STEVENS  INSTITUTE  OF  TECHNOLOGY. 

School  of  Mechanical  Engineering. 

Founded  by  the  late  Edwin  A.  Steven*,  at  Hoboken,  N.  J. 

— FACULTY — 


HENRY  MORTON,  Ph.  D.,  Sc.  D.,  LL.  V  

I    BURKITT  WEBB.  C.E.,  

CHARLES  W.  MacCORD,  A.M.,ScD 

ALBERT  R.  LEEDS   Ph  D.  

CHARLES  F.  KROl  H,  A.  M.  

REV    EDWARD  WAl  L.A  M., 
JAMES  F,    DKNTON.  M.  E..  . 

wiVflA  Ph.D..  ProfiaiorofGene 

ADAM  RI^  »     '    ■  ■  As.Utani  Professor o(Math*matic« 

^riLLlAM  J.,  M.K_.  •  ■  •  ••  AMistint  Professor  of  Mechanical  Drawing 


 Prtsidenl. 

I'ro'tclsor  'ol  Maihemalica  and  Mechanica. 
Professor  of  Mechanical  Drawiag. 
.  .  .  Professor  of  Chemistry, 
i'rofessor  of  Languages. 
.'.*..  ProfcskOrof  Belles-Lettrea. 
Prole*sor  of  Mechanical  Engineering. 

'  Pr.ictice. 


Professor  of  Engineermc  Pr.icuce. 
sral  Physics  and  Applied  Electricity. 
Professor  of  \  <  I'vtical  Chemistry. 


SAMUF.L  O.  G 
ROBERT  M.  a; 


AJuianV Professor  of  Etpcrimental  Mechanics  and  Engin 

ALRFRT  F.  GANZ.M.  E  Assi.fmt  Pr^fr.snr  nf  Oneral  Physic*  and  Ap 

^,BERTR.LAWTON  A  M 

I  ■    ■•:■.-(  I       nr  I        '       M  A  N  .  M.  E.,  .  ■ 


ylS,  M 

M.  E., 


V\  vsics. 
ity. 

Instruci"!  Ill  i.ji .^u.igea, 
'  Insliuclor  in  Mechanical  Diawing. 

 Inslrucior  in  Chemistry. 

Instructor  in  Ap^1licd  Electricity, 
.  instructor  in  Mathematics, 
instni'ciing  Mechanic  in  Workshops. 

aU 


The  Course  of  the  Stevens  IN-stttute  U  of  four  years'  duraUon,  and  covers  aU 
that  Ip^r^ins  to  the  profession  of  a  Mechanical  Engineer.  By  ^^^J^'^^J^ 
orovtdid  with  excellent  machinery,  Physical  Laboratories  whose  appomtmcnU  are 
Sut  aJT  cqtial.  and  with  the  finest  Cabinets  of  Instnunenti,  every  opportunity  for 
the  acquisition  of  thorough  and  practical  knowledge  is  afforded. 

For  farther  p.r,ic»l.r,,  addrcs,  fte  P'«»'Jc";|;,ort.ON.  Hobokon.  N.  J. 
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GRAPH LINES  OF  THE  BRITISH  GOVERNMENT. 

THE  WHEATSTONE  RECEIVER  OPERATED  BY  THE  ALTERNATING 
CURRENT  IN  TRANSMITTING  INTELLIGENCE. 

BY 

Albert  Clshing  Crehore,  Pii.D.. 
Assistant  Professor  of  Physics^  Dartmouth  College,  ' 

AND 

George  Owen  Squier,  Ph.D., 
First  Lieutenant  of  Artillery,  U.  S.  Army;  Instructor  Department  of 
Electricity  and  Mines.  U.  S.  Artillery  School. 


In  April,  1897,  a  paper*  was  read  before  the  American 
Institute  of  Electrical  Engineers,  describing  the  general  princi- 
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Voi«  CXLV.  No.  867.  " 


Crthore  and  Squier: 


IJ.  F.  U 


pies  of  the  s>  nclironograph  and  the  experiments  at  that  time 
completed  in  developing  it.  As  stated  therein,  the  next  step 
desirable  was  to  test  the  system  upon  long  telegraph  lines  hav* 
ing  considerable  distributed  capacity,  the  length  of  the  only 
line  used  up  to  that  time  being  thirteen  miles.  Since  t: 
opportunity  has  been  presented  to  make  these  trials  on  actual 
lines  of  considerable  lengths  and  having  ditterent  distributed 
capacities.  Through  the  courtesy  of  Mr.  W.  H.  Preece,  En^- 
neer-in-Chief  of  the  British  Postal  System,  every  facility  has 
been  afforded  for  conducting  the  experiments  on  the  telegraph 
lines  of  the  British  Government. 

The  tests  were  made  over  loops  of  var\  iiig  lengths  from 
the  General  Post  Oftice,  London,  where  both  transmitters  and 
receivers  were  located.  The  lines  can  best  be  used  for  expen- 
mental  purposes  on  Sundays,  and  the  tests  were  made  on  two 
•dates,  viz.,  August  8th  and  22d,  1897,  when  the  lines  were 
available  throughout  the  day.  Mr.  A.  Eden,  of  the  technical 
staff  of  the  Engineer-in-Chief,  assisted  throughout  these  ex- 
periments, and  his  experience  and  assistance  in  conducting  the 
.trials  were  invaluable. 

The  apparatus  available  for  experiment  was  more  exieii- 
•sive  than  would  usually  be  found  in  a  laboratory.  There  was 
41  high  frequency  alternator  of  wide  range  giving  practically 
iiarmonic  waves,  from  50  to  720  complete  waves  per  second; 
actual  telegraph  lines  with  values*  of  KR  varying  from  o  to 
261.000  and  i  cMbUincc  varying  from  o  to  10,000  ohms;  an  arti- 
ficial submarine  cable  representing  to  within  I  per  cent,  of 
accuracy,  an  actual  cable  of  180  knots  in  length,  and  also  the 
latest  types  of  Wheatstone  transmitters  and  receivers,  with 
adjustable  condensers,  etc. 

The  longest  loop  tried  was  1,097  miles,  from  London  to 
Glasgow,  Aberdeen,  Edinburgh,  and  return  to  London  by  a 
difTerent  pole  line,  as  inuicaied  on  the  map,  Fig.  4.  This  con- 
tained some  iron  wire  and  also  4^  miles  of  underground  cable, 
and  a  total  value  of  KK  equal  to  201,000. 

It  was  found  in  the  course  of  trials  with  the  different  appa- 
ratus that  it  was  possible  to  operate  the  Wheatstone  receiver 

*  The  value  oi  R  is  in  ohuis ;  K  is  iu  microfarads. 
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without  alteration  by  means  of  the  synchronograph^  and  a  test 
was  made  over  the  longest  line  to  compare  the  efficiency  of  the 
two  transmitters  when  operating  the  same  receiver  under  iden- 
tical conditions  of  line.  The  surprising  result  was  discovered 

that  the  synchronograph  could  operate  the  Wheatstone  re- 
ceiver aj^proxiiuately  three  times  as  fast  as  the  Wlieatstone 
transmitter  on  any  line,  provided  the  mechanical  limit  of  the 
receiver  is  not  already  reached.    The  Wheatstone  system 


Fig.  I. — Diagram  of  the  Wheatstone  tfatumittcr. 

operated  from  London  to  Aberdeen  ordinarily  employs  two 
automatic  repeaters  to  increase  the  speed.  Without  any  re- 
peaters the  synchronograph  operated  the  Wheatstone  receiver 

over  this  line  practically  up  to  its  niecliaiiical  limit.  By  the 
synchronograph  method  of  transmission  it  thus  becomes  pos- 
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sible  to  operate  Wheatstone  receivers  at  the  present  speeds 
without  repeaters  anywhere  in  the  British  Islands. 

One  of  the  most  important  results  of  the  trials  to  be  de- 
scribed has  been  to  emphasize  tlic  probability  that  the  sine 
wave  possesses  superiority  over  other  forms  of  wave  for  any 
speed,  slow  or  fast 

To  make  the  experiments  more  clearly  understood,  a  brief 
description  of  the  Wheatstone  instruments  is  g^ven. 

THE  WHEATSTONE  INSTRUMENTS. 

For  a  detailed  description  of  the  latest  types  of  Wheatstone 
automatic  transmitters  and  receivers  reference*  is  made  to 
books  on  the  subject,  as  it  is  desired  to  direct  attention  in  this 
paper  only  to  such  essential  features  as  should  be  noted  when 
a  comparative  test  is  made  of  the  Wheatstone  instruments  and 
the  synchronograph.  The  diagram,  Fig.  J,  indicates  the  ar- 
rangement of  the  parts  of  the  transmitter.  The  messages  are 
prepared  by  perforating  paper  tape  with  two  rows  of  holes  at 
the  proper  intervals  to  secure  correct  signals,  one  row  on  each 
side.  The  tape  is  about  12  mms.  wide,  and  in  the  center,  be- 
tween the  two  rowsT  of  holes  mentioned,  runs  an  uninter- 
rupted series  of  smaller  holes  about  i  mm.  in  diameter,  which 
serve  to  feed  the  tape  regularly  through  the  transmitter.  The 
large  holes  in  the  outer  rows  always  come  opposite  a  central 
hole.  In  the  figure,  W  is  a  star-wheel  which  engages  the  cen- 
tral line  of  small  holes  to  feed  the  paper,  and  is  rotated  by  a 
weight  actuating  clock-work.  Geared  to  the  star-wheel  is  the 
rocker  arm  j?,  which  therefore  runs  in  synchronism  with  the 
wheel,  so  that  the  tape  is  advanced  a  fixed  distance  for  every 
complete  oscillation  of  the  rocker.  It  advances  from  one  cen- 
tral hole  to  the  next  for  one  complete  oscillation  of  the 
rocker. 

A  characteristic  of  the  transmitter  is  the  fact  that  the  con- 
tact for  the  electrical  circuits  is  not  made  through  the  holes 
in  the  paper  as  in  some  transmitters;  but  by  the  small  steel  rods 
LL\  which  pass  through  the  holes  in  the  paper,  contacts  are 

•American  Telegraphy,  by  W.  Maver,  Jr.,  published  by  MaTer  &  Co., 
New  York,  page  296. 
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made  and  broken  in  another  i).irt  of  the  apparatu:^  Ijy  means  of 
the  levers  AA'  and  rods  HH' .  For  every  complcie  oscillation 
of  each  rod  L  or  L',  including  an  up-and-down  motion,  the 
battery  connections  are  twice  reversed,  and  as  the  rods  move 
in  83mchronisni  with  the  paper  tape,  the  distance  between  con* 
secutive  holes  in  the  tape  when  continuous  rows  are  per- 
forated corresponds  to  two  reversals  or  to  one  complete  wave 
of  electromotive  force.  The  wave  of  electromotive  force 
impressed  upon  the  line  by  the  Wheatstone  transmitter  is  ap- 
proximately represented  by  the  broken  line  shown  in  Fig.  2, 
where  the  letters  a  and  b  are  shown.  Only  the  positive 
currents  cause  the  receiver  to  make  a  mark.  A  dot  together 
with  the  accompanying  space  corresponds  to  a  complete  wave 
of  current.  A  dash  with  its  following  space  occupies  twice 
the  time  of  a  dot  with  its  space,  and  corresponds  to  the  time  of 
two  complete  waves,  although  in  reality  it  is  a  single  wave 
with  the  positive  portion  three  times  as  long  as  the  negative, 
and  thus  the  mark  for  a  dash  is  about  equal  to  three  dots. 


Pig.  2. 

The  chief  characteristics  to  be  noted  are  that  the  waves  of 
impressed  electromotive  force  are  square-topped,  and  those 
for  a  dash  are  longer  than  for  a  dot. 

The  Wheatstone  Receiver. — An  essential  i)art  of  the  receiver 
is  a  polarized  relay  consisting  of  a  permanent  magnet  and  an 
electro-magnet.  The  armature,  to  which  the  recording-wheel 
is  attached,  is  by  this  arrangement  moved  in  one  direction  for 
a  direct  current  and  in  the  opposite  direction  for  a  reversed 
current.  The  small  recordii^-wheel  is  kept  moistened  with 
ink,  and  every  positive  current  drives  it  against  the  paper, 
while  a  negative  one  raises  it  from  the  paper.  The  paper  tape 
is  driven  forward  by  clock-work,  the  speed  of  which  is  con- 
trolled by  an  in^^eiiious  device,  and  thus  a  series  of  marks  is 
made  upon  the  tape  corresponding:  to  the  positive  portions  of 
any  set  of  current  waves.  For  a  w  ave  like  that  in  Tig.  2  there 
would  be  dots  and  dashes  received  forming  the  letters  a  and 
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b.  By  this  receiver  only  one  mark  is  made  upon  the  paper 
during  a  complete  wave  of  current  consisting  of  a  positive  and 
negative  portion.  The  reverse  currents  are  not  used  for  mak- 
ing marks  on  the  paper. 

The  electro-magnet  of  the  receiver  consists  of  two  solid 
soft-iron  cores  wound  with  spools  of  wire  on  tlie  ditTerentia! 
plan.  To  give  the  two  coils  exactly  opposite  magnetic  etfects 
for  duplex  working,  the  two  wires  are  wound  together  as  one 
upon  the  spools.  The  resistance  of  each  coil  is  made  equal  to 
loo  ohms  in  the  British  service.  They  may  be  connected  in 
different  ways  when  not  used  for  duplex  working,  \vith  the 
coils  in  series  making  200  ohms,  or  in  parallel  making  50  o'mns 
for  the  instrument. 

In  practice  it  is  found  that,  when  connected  direct i\  to 
the  hne  and  the  return,  and  operated  by  the  transmitter,  the 


speed  obtainable  over  most  lines  can  be  increased  by  the  use 
of  condensers  properly  arrancjed.  The  arrangement  of  con- 
densers and  resistance  in  actual  use  in  England  is  indicated  by 
Fig,  ?.  Common  values  of  the  resistance  and  capacity  are 
about  8,000  ohms  and  10  to  20  microfarads,  which  would  van' 
according  to  the  line. 

DESCRIPTION  OF  THE  EXPERIMENTS. 

The  apparatus  was  motmted  in  tlie  experimental  room  in 
the  General  Post  Office,  London,  which  is  conveniently  wired 
for  such  tests,  so  that  the  terminals  of  any  line  can  be  con- 
nected to  the  room  from  the  switchboards  in  the  operating 
rooms  above.  The  details  of  the  experimental  transmitter  used 
were  practically  the  same  as  those  employed  in  the  original 
experiments,  and  described  in  the  first  paper  to  which  reference 
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is  made.  This  part  of  the  ai)|)aratus.  however,  was  constructed 
specially  for  tliese  experiments  l)y  Elliott  Bros,  of  London. 
The  messages  were  prepared  by  fastening  strips  of  paper  upon 
the  metal  surface  of  a  large  wheel  geared  directly  to  the  shaft 
of  the  alternator  as  before  described. 

As  it  was  desired  to  make  tests  over  a  considerable  range  of 
frequencies,  the  adaptability  of  the  small  Pupin  alternator  used 
in  the  first  experiments  justified  cabling  for  this  particular 
machine,  which  was  loaned  a  second  time  for  these  trials.  The 
alternator  was  driven  by  a  i  horse-power  Lundell  motor  from 
hundred-volt  constant  potential  mains,  which  were  wired  for 
the  purpose  from  the  dynamos  used  for  lighting  the  building, 
and  a  storage  battery  was  available  for  the  excitation  of  the 
rotating  field  of  the  generator.  Since  the  generator  is  in  fact 
four  alternators  of  18, 22,  26  and  30  poles  respectively,  and  the 
motor  could  be  run  regularly  at  very  slow  speeds  as  well  as 
high,  this  combination  with  a  field  excitation,  which  could  be 
varied  at  will,  permitted  a  wide  range  of  frequencies  at  any 
desired  voltage.  Transformers  were  used  when  desired.  For 
the  most  rapid  speeds  the  chemical  receiver,  using  the  same 
formula  of  Delany  and  operated  in  the  simple  manner  described 
in  the  first  paper,  was  employed  with  the  synchronograph. 
The  paper  was  prepared  and  used  in  the  form  of  sheets  instead 
of  tape. 

The  preparations  for  the  first  trials  over  actual  lines,  which 

were  made  on  Sunday,  August  8,  1897,  included  a  series  of  ob- 
servations todetermine  the  \  ariations  of  a  voltmeterof  the  mag- 
netic type,  with  changes  of  frequency.  For  this  purpose  the 
Kelvin  multicellular  electrostatic  voltmeter  of  the  General  Post 
Office  was  used  for  comparison,  and  observations  taken  over  a 
range  of  frequencies  from  200  to  610,  and  curves  plotted  by 
which  any  given  reading  of  the  instrument  could  be  read  as  true 
volts.  The  unreliability  of  instruments  of  this  magnetic  type, 
when  used  for  frequencies  outside  of  that  for  which  they  are 
designed,  is  well  known,  and  for  a  frequency  of  610  tlie  read- 
ings were  but  73  per  cent,  of  those  of  the  electrostatic  instru- 
ment, while  for  a  frequency  of  325  this  was  increased  t<^  94  per 
cent.,  the  readings  coinciding  at  a  frequency  below  the  latter* 
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Fig.  4.— Map  showing  routes  of  lines  used  on  August  8th  and  aadi  1897. 
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Since  the  curves  ploLLed  iroin  ilic  obseivaiious  with  the 
electrostatic  instrument  proved  to  be  straight  lines  passing 
through  the  oric;-in,  showing  that  the  voltages  are  proportional 
to  the  speeds  with  constant  excitation,  the  readings  of  the  elec- 
trostatic instrument  were  probably  correct. 

SUNDAY,  AUGUST  8,  I897. 

The  location  of  each  of  the  four  lines  used  is  shown  in  the 

accompanying  map,  Fig.  4.   The  first  line  was  from  London 

l  ia  Leeds  to  Newcastle-on-Tyne,  and  return  to  London  via 
York.   The  data  are  given  in  the  following  table: 


Section. 

Mileage. 

R 

K 

ToUl 

K  R 

To 

Open 

Oovefed 

B  A 
UoiU 

Open  1  Oovcrad 

K 

I«MdS 

59» 

Lccdt 

Loiidf.m  via 
Ncwca«Ue-on- 

39^14 

5*94 

♦•73 

9»4 

559^ 

38-91 

43» 

8*38 

so*49 

18S7 

81518 

From  London  to  Leeds,  copper  wire,  400  pounds  per  mile; 
diameter,  '158  inch;  resistance,  R  =  2*225  ohms  per  mile. 

From  Leeds  to  London,  copper  wire,  200  pounds  per  mile; 
diameter,  -112  inch;  R  =  4*45  ohms  per  mile;  except  82fi 


~  itAfmr 


miles  of  iron  wire,  400  pounds  per  mile,  diameter,  '171  inch. 
R=i4  ohms  per  mile* 

K  for  copper  wire  200  pounds  per  mile  =  '0150  microfarads 
per  mile. 

K  for  copper  wire  400  pounds  per  mile  =  '0156  microfarads 

per  mile. 

NoTK  :  — The  capacities  giveti  are  for  a  line  with  earth  connection  at  both 
ends,  and  when  this  is  not  the  case,  the  circuit  being  a  simple  metalttc  loop, 
it  is  considerably  reduced  in  TCliie.  When  the  loop  U  o£  the  kind  described, 
hftTing  the  going  and  returning  condnctors  separated  by  aereral  mites  instead 
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of  being  upon  the  <;am<>  poles,  it  is  seen  that  the  total  distributed  capacitTof 
tlie  loop  is  approxiinatel  \  a  c|uartcr  of  its  value  when  the  earth  coaacction  b 
used.  M  the  point  Fig.  j,  represent  the  croiSHWction  of  the  direct  eo«' 
ductor,  and  S,  that  of  the  return,  the  distance  between  A  and  B  being  htgt 
as  compared  with  their  distance  from  the  earth.  When  the  line  is  csftk> 
connected  as  repres«ited  by  either  diagram  in  (5,  the  capadtf  is  tikcn 
from  the  conductor  to  earth  all  the  distance  around  the  loop ;  for  one  plate 
the  condenser  is  the  whole  conductor,  and  tlie  other  plate  the  earth.  T,etthc 
caxiacity  per  mile  when  earth  is  used  be  denoted  by  ^,  and  the  length  of  the 
whole  loop  in  miles  by  m.    Then,  if  the  total  capacity  is  A  ,  we  have 

A's  Am  when  eaithoconnectcd. 

If  no  connection  Is  made  to  the  earth,  and  the  ctrcnits  are  as  representid 

in  Fig.  7,  then  the  capacity  of  the  system  is  taken  from  one  conductor  to  the 
other  instead  of  to  earth.  Hence  one  plate  of  the  condenser  is  the  outgoing 
cond\ictor  A,  and  the  other  plate  the  return  conductor  B,  The  capacity  frm 

ALTCBNATOn 

^  ^ 


EATTTH 


^  O  


./Ml 


n4 


Fig.  6. 


AXjqB  when  separated  several  miles  is  different  from  that  when  they  are  on 
the  same  poles  near  together.  The  earth  is  a  neutral  conductor  comparstncl^ 
near  to  each  conductor  A  and  B  and  has  upon  it  equal  <±arges  of  the  oppo^ 

polarity,  one  kind  being  under  conductor  A  and  the  opposite  kind  under  B, 
each  being  equal  to  the  charges  upon  the  wires  A  and  B.  The  capacity  of  the 

condenser  from  A  to  B  is  therefore  equal  to  the  capacity  of  two  condensers  ifl 
series  having  a  capacity  of  k  per  mile.  The  equivalent  capacity^  of  cod- 
deusers  in  series  is 

AT'  -  ' 

T 

In  this  case  the  condensers  in  sei  ien  are  but  two  in  number  and  of  tqnal 
capacity  k  per  mile,  hence 

2 
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^he length  of  one  plate  of  the  coudeuser  is  oiiiy  equal  to  the  reluru^coiiduclor 
80  that  the  whole  capacity  of  the  loop  when  not  earth-connected  is 

324 

or  one-quarter  of  the  capacity  when  earth-connected. 

Although  the  capacity  of  the  ayitem  is  the  same  in  the  two  diagnms  of 
Fig*  6t  the  earth  intervenes  between  tranamitter  and  receiveifin  one  instance 
while  it  does  not  in  the  other,  and  there  is  theoretically  a  difference  between 
the  wave  propagation  in  the  two  cases,  the  velocity  in  the  earthy  however, 
being  approximately  the  velocity  of  light.  The  difference  is  so  slight  that  it 
has  no  appreciable  effect  in  practice.  This  question  has  been  settled'^by  years 
of  experience  with  the  Wheatstone  system  since  it  is  knowti  that  tlu  speed  of 
operatiou  is  practically  the  same  wliether  the  instnmient>  hr  si  It:  by  side  or 
separated  by  the  whole  length  of  the  line,  provided  the  capacity  times  the 
resistance  is  the  same  in  the  two  cases. 


LOOT 



Fig.  7. 

The  value  of  KR  in  the  line  to  Newcastle-on-Tyne  when  not  earth-con- 
nected was,  therefore,  20,380  instead  of  81,518,  and  the  one  loop  was 
employed  as  two  distinct  lines.  When  earth  is  nsed  it  is  approximately  equiv- 
alent to  a  line  nsing  earth  return  equal  in  length  to  the  entire  loop,  and  when 
not  earth-connected  it  is  equivalent  to  an  actual  line  using  earth  return  of 
lialf  the  length  of  the  loop. 

W  illi  110  caiili,  messai;;cs  were  received  with  ease  at  a  fre- 
quency of  652  or  1.304  alteniations  per  second.  This  fre- 
quency was  limited  by  the  fact  that  the  greatest  number  of 
poles  to  the  generator  was  30  and  the  number  of  revolutions 
to  produce  this  frequency  was  2,608,  beyond  which  it  was  not 
then  thought  advisable  to  go  for  fear  of  injuring  the  machine. 

With  earth  and  a  total  value  of  KR  equal  to  81,518,  a  fre- 
quency of  165  or  330  alternations  per  second  was  reached. 

To  obtain  a  longer  line  with  a  greater  value  of  KR,  a 
second  loop  was  made  up  as  follows: 
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Rouli. — London  via  Leeds  to  Glasg^ow,  and  return  via 
Edinburgh,  Newcastle-on-Tyne,  and  York  to  London. 

London  to  Glasgow  400  pounds  per  mile,  copper  wire, 
rf  =  •  1 58  inch.  R  =  2  "225  ohms  per  mile. 

Glasgow  to  London,  86  miles  of  copper  wire,  100  pounds 
per  mile,  d  =  •o/p;  I?  =  8-90  ohms  per  mile;  47  miles  of  iron 
wire  450  pounds  per  mile;  d  =  0'i8i.  i?  =  12 "O  ohms  per 
mile. 

As  before  through  this  line  without  earth,  KR  being-  31,771. 
a  current  was  sent  having  a  frequency  as  high  as  safety  to  the 
ahernator  permitted,  viz.,  652  complete  waves  per  second,  and 
no  limit  of  speed  due  to  the  line  was  renched,  the  messages 
being  received  with  perfect  clearness.  With  earth  and  KR  = 
127,082,  no  records  were  received  at  all  on  this  date  on  account 
of  not  having  at  hand  a  suitable  transformer  to  produce  high 
enough  potential  at  the  slow  speed  of  the  alternator  necessary. 
Before  the  next  trials  were  made  a  suitable  transformer  was 
available  to  deal  with  a  value  of  KR  much  larger  than  the 
above. 

To  test  the  fact  that  the  messages  were  actually  passing 
through  Glasgow,  and  that  the  records  were  not  being  caused 
by  leakage  currents  across  the  line  at  some  point,  ah  experi- 
ment was  made  of  breaking  the  circuit  by  the  operator  at 
Glasgow  at  a  certain  time  and  restoring  it  again  five  minutes 
later.  Before  and  after  the  line  was  so  broken  the  messages 
were  transmitted  readily,  while  duritiq-  the  time  it  was  broken 
not  the  slightest  record  could  be  obtained. 

An  instructive  experiment,  illustrating  forcibly  the  influ- 
ence of  increase  of  distributed  capacity  upon  serial  wires,  was 
that  of  suddenly  plugging  in  and  out  the  earth  connection, 
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thereby  practically  changing  the  length  of  the  line  two-fold, 
when  at  the  instant  the  earth  was  connected  the  motor  would 
slow  down  and  labor  under  the  increased  load. 

THE  SYNCHRONOCRAPH  AND  WHEATSTONE  RECEIVER. 

On  Thursday,  August  12th,  it  was  decided  to  try  the  syn- 
chron(^;raph  with  the  Wheatstone  receiver,  which  was  at 
hand  in  the  same  room.  This  was  done,  and  without  any  alter- 
ation of  the  receiver  whatever  it  responded  readily  to  each 
wave  of  curreiU  from  ihe  alternator.  Messages  were  ihcn  cor- 
rectly transmitted  and  received.  This  was  done  by  two  dif- 
ferent methods.  First,  the  messages  were  interpreted  by  the 
portions  of  current  omitted,  as  described  in  the  former  paper, 
the  omission  of  a  single  mark  denoting  a  dot  and  two  marks  a 
dash,  the  marks  themselves  meaning  spaces.  Second,  the  pres- 
ence of  the  marks  was  used  for  dots  and  dashes,  and  one  mark 
denoted  a  dot  while  two  or  three  consecutive  marks  denoted 

ir^SA  ^ 

 mm  , 

Pig.  8. 

a  dash.  The  marks  are  all  regularly  spaced,  and  the  eye  experi- 
ences no  difhculty  in  readnig  the  dash,  even  though  it  is  made 
up  of  two  or  three  separate  consecutive  marks  instead  of  a 
single  long  mark,  since  the  length  of  the  dash  is  of  more 
moment  than  the  continuity  of  the  mark. 

These  preliminary  tests  developed  the  fact  that  messages 
could  be  received  by  the  Wheatstone  receiver  in  the  laboratory 
faster  with  the  synchronograph  than  with  the  regular  Wheat- 
i,ione  transmitter.  When  this  discovery  wa^  made  the  Engi- 
necr-in-Chief  desired  to  make  a  more  extensive  series  of  exper- 
iments and  try  the  synchronograph  with  the  Wheatstone  re- 
ceiver over  actual  lines  having  a  value  of  A  A'  sufficient  to  re- 
duce the  speeds.  As  the  Wheatstone  receiver  was  to  be  used 
with  the  alternating  current,  the  first  thing  wanted  was  a 
knowledge  of  its  constants.  The  inductance  of  the  instrument 
measured  by  the  impedance  method  was  found  to  be  '875 
henry  for  a  single  coil  and  3  46  henrys  for  the  coils  in  series: 
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When  the  coils  were  connected  so  as  to  give  opposing  mag- 
netic eilects  the  measurements  gave  an  inductance  of  ^187 
heniy.  The  two  coils  of  the  receiver  are  wound  together,  the 
two  wires  being  wound  as  one  upon  the  spools  In  such  close 

proximity  that  the  mutual  iuduction  between  the  coils  is  at  i:s 
maximum,  and  is  nearly  equal  to  the  inductance  of  each  coil. 
In  such  a  case  the  inductance  of  the  two  coils  in  series  should 
equal  four  times  that  of  a  single  coil  if  there  were  no  magnetic 
leakage,  and  when  connected  in  opposition  the  inductance 
would  vanish.  This  agrees  approximately  with  the  measure- 
ments when  allowance  is  made  for  small  magnetic  leakage. 


^7U  M 

Fig.  9. 


^Uft  Cfiis         series  msittt 

Fig.  io. 

ft' 

1-lG.  II, 


Fig.  11, 

The  circuit  is  represented  in  Fig.  8  where  the  two  coils  <A 
the  receiver  are  represented  in  series  and  also  in  mutual  rela- 
tion. 

When  the  receiver  coils  are  connected  in  parallel  the  in- 
ductance is  practically  the  same  as  that  of  a  single  coil,  since 

the  two  coils  are  like  a  single  one  having  larger  wire,  ilie 
number  of  turns  being  identical. 

Figs,  p,  lo,  II  and  12  illustrate  the  relations  between  the 
impedances,  resistances  and  reactances  of  the  Wheatstone  re- 
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ceiver  coils  when  connected  in  different  ways.  Fig.  p  is  for  a 
single  coil  alone^  Fig,- 10  the  two  connected  in  series  to  assist, 
Fig,  II  in  series  to  oppose,  and  Fig.  12  in  parallel,  each  being 
drawn  for  a  frequency  making  co  =  1,300. 

An  inspection  of  the  diagrams  sliows  that  in  every  case, 
except  where  the  coils  are  in  series  to  oppose,  which  would 
never  be  practicable  because  there  is  then  no  map^netization 
developed,  the  reactance  is  many  times  larger  than  the  resist- 
ance of  the  coil.  In  the  cases  when  they  are  in  series  or  in  par- 
allel it  is  22  75  times  as  much,  and  for  the  single  coil  1 1  '375. 

When  the  receiver  is  used  with  reversing  currents,  such  as 
are  employed  in  tlie  W  hca. stone  system,  or  with  alternating 
cnrrents.  the  impedance  is  the  iiii}»nrtant  element,  and  the 
value  of  the  resistance  makes  very  httle  difference,  provided 
it  bears  so  small  a  ratio  to  the  impedance.   If  the  coils  of  the 

LINC  I 


T 


Fig.  13. 

Wheatstone  receiver  are  increased  to  400  ohms,  for  instance, 
instead  of  being  200  olims  as  at  present,  the  impedance  would 
only  be  increased  about  13  ohms  or  3^/  tenths  of  1  per  cent. 

It  is  found  in  practice,  as  above  mentioned,  that  better 
results  ar^  obtained  by  the  use  of  condensers,  as  indicated  in 
Fig.  3.  Instead  of  shunting  the  condenser  directly  around  the 
receiver,  however,  a  large  resistance  is  first  inserted  in  series 
between  the  recei\er  and  the  line  and  then  the  condenser 
shunted  around  this  resistance.  This  inserted  resistance  is 
often  larger  than  the  impedance  of  the  receiver.  The  reason 
for  this  particular  arrangement  of  circuits  seems  to  be  that  the 
waves  have  different  lengths  and  the  square-topped  wave  of 
electromotive  force  is  used. 

\\  hen  the  synchronograph  was  used  with  the  Wheatstone 
receiver  this  resistance  with  its  shunted  condenser  was  removed 
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from  the  line  and  the  condenser  shunted  directly  around  the 
receiver,  as  seen  in  Fxg.  /j. 

The  receiver  and  condenser  thus  form  a  resonant  circuit, 
and  by  properly  choosing  the  condenser  it  is  possible  to  in- 
crease the  receiver  current  materially,  making  it  larger  than 
the  line  current.  This  is  the  benefit  of  using  a  condenser,  but 
the  capacity  for  the  best  eflfect  should  vary  with  the  frequency 
of  alternation.  By  knowing  the  inductance  of  the  receiver  and 
the  frequency,  the  condenser  capacity  can  be  calculated  by  the 
formula 


where  C  denotes  the  caj^acity  of  the  condenser,  L  the  induct- 
ance of  the  receiver,  and  (o  is  2  rr  times  the  frequency.  The 
value  o£  the  capacity  for  any  frequency  is  not  very  critical,  that 
is,  a  condenser  will  improve  the  working  for  a  considerable 
range  of  speed. 

At  present  the  speed  of  operation  of  the  separate  Wheat- 
stone  transmitters  is  under  the  control  of  the  operator,  and  is 
independent  for  each  instrument.  In  London  the  speed  of 
operation  of  each  operator  is  noted  daily,  and  if  found  to  be 
below  a  certain  required  limit  an  explanation  is  required  from 
the  operator.  With  the  use  of  the  synchronog-raph  it  is  prac- 
ticable to  operate  a  number  of  transmitters  from  the  shaft  of 
one  alternator,  and  it  may  be  so  arranged  that  the  speeds  are 
fixed  beyond  the  control  of  the  operator. 

THE  SPEEDS  OBTAINED  BY  THE  WHEATSTONE  SYSTEM. 

The  present  perfection  of  the  Wheatstone  system  is  much 
superior  to  that  obtained  with  the  original  instruments.  This 
improvement  is  due  to  Mr.  Preece,who  has  gradually  increased 
the  speed  from  one  or  two  hundred  to  six  hundred  words  per 

minute.    The  Wheatstone  system  has  been  in  commercial 

operation  for  so  long  a  period  that  the  speed  expected  on  any 
given  line  is  accurately  known,  and  may  be  represented  closely 
by  an  equation  of  the  form 

KR  PF=  a  constant, 
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where  K  denotes  the  total  distributed  capacity  of  the  line,  R 
the  total  resistance,  and  W  the  number  of  words  per  minute. 

This  constant  depends  upon  the  kind  of  line  used,  and  differs 


for  iron  and  copper  wire  and  for  cables.  The  values  of  the 
constants  determined  by  a  series  of  experiments  extending 
over  a  long  period  are 
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lo  X  lo**  for  aerial  line  of  iron  wire. 
V2  X  lo'^  for  :eria1  line  of  coj)per  wire. 
15  X  10'^  for  submarine  cable  with  condenser  at  one  end. 
18  X  10°  for  submarine  cable  with  condensers  at  both 
ends. 

These  equations  are  exhibited  in  g^phical  form  in  Fig,  14^ 
where  the  values  of  KR  are  abscissas  and  W  ordinates.  With 
these  variables  the  curves  become  equilateral  hyperbolas,  hav- 
ing the  axes  as  asymptotes.  There  is  one  curve  given  for  each 
of  the  four  cousiaius  above,  representing"  different  kinds  of 
lines.  It  is  to  be  noted  that  all  the  curves  terminate  at  the 
limit  of  600  words  per  minute,  as  this  is  found  to  be  very  near 
to  the  mechanical  limit  of  operation  of  the  recei^  or  due  to  the 
inertia  of  the  moving  parts,  the  spattering  of  ink  or  other 
causes. 

A  copper  aerial  line  having  KR  equal  to  about  30,000  will 
reduce  the  Wheatstone  speed  to  about  400  words  a  minute; 
and  when  a  line  exceeds  this  it  is  customary  to  insert  an  anto- 
matic  repeater,  by  which  the  speed  is  maintained  over  longer 
distances.  Speeds  of  400  words  a  minute  are  regularly  main- 
tained in  England  in  commercial  working,  while  the  limit  of 
the  commercial  working  in  the  United  States  is  considerably 
lower,  about  200  words  per  minute. 

A  fifth  curve  is  added  in  Fig,  14  to  represent  the  speeds 
obtained  with  the  Wheatstone  receiver  when  operated  by  the 
synchronograph.  The  ordinates  of  this  curve  are  about  three 
times  those  of  the  correspoiKling  ones  lor  copper  air  line  for 
all  values  of  KR. 

A  curve  for  the  synchronograph  and  chemical  receiver 
might  be  given  which  would  lie  above  any  curve  shown  be- 
cause of  the  shorter  code  permissible  with  this  receiver.  There 
would  then  be  no  limit  at  600  words  due  to  the  mechanical 
construction,  so  that  the  curve  would  extend  up  into  thou- 
sands of  words  per  minute.  The  curve  is  not  shown,  because 
the  experiments  have  not  yet  established  the  law  of  speeds  for 
this  cunibination  ul  instruments. 
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The  SEVERY  IMPRESSION  PROCESS. 

By  Melvin  L,  Severy,  Boston,  Mass., 
Member  of  the  Institute. 


It  is  with  a  feeling  of  especial  gratification  that  I  am  able 
to  bring  before  an  institution  so  inilmed  with  the  spirit  of  its 
founder,  a  matter  which,  were  he  here  to-night,  could  hardly 
fail  to  interest  him,  so  intimately  does  it  seem  to  bear  upon  an 
industrial  art  which  touched  hira  very  closely.  As  his  repre- 
sentatives, I  take  great  pleasure  in  describing  to  you  a  new 
method  of  printing,  known  as  "The  Severy  Impression  Pro- 
cess.*' 

1  listoricallv  si)cakinc'*.  it  is  hut  vesterdav  that  the  Leibnitz 
theory  ot  innate  ideas  enjoyed  widespread  credence.  To-day, 
happily,  we  have  mostly  outgrown  this  hypothesis,  but  we  find 
something  akin  to  it  still  surviving  in  the  popular,  and  I  regret 
to  say,  legal,  view  of  the  genesis  of  inventions.  We  are  told 
about  the  relation  of  invention  to  intuition — how  a  new  inven- 
uve  idea  is,  as  ii  were,  a  detached  flash  of  genius  without  trace- 
able origin,  and  other  vague  metaphysical  means  are  brought 
to  bear  upon  us  in  the  attempt  to  convince  us  that  invention 
bears  no  especial  relation  to  logic  or  the  reasoning  faculties. 
This  view  of  the  matter  seems  to  be  about  worthy  to  rank 
with  the  Platonic  hypothesis  of  an  archetypal  world  which  has 
for  so  many  centuries  stilled  genius  in  academic  art.  In  briefly 
explaining  the  evolution  of  the  printing  process  in  (jucstion,  I 
shall  also  be  jnitting  before  you  what  I  regard  as  the  almost 
invariable  method  wliich  invention  pursues. 

I  had  invented  a  biological  game  to  be  played  with  cards, 
each  of  which  had  a  cut  of  an  animal  and  descriptive  matter. 
T  his  game  was  placed  in  the  hands  of  a  Boston  printer  to  pub- 
lish, and  when  i  came  to  correct  the  proof  I  was  repeatedly 
asked  to  wait,  for  the  reason,  as  I  was  told,  that  there  had 
been  difficulty  in  "bringing  the  form  up."  This  phrase  did 
not  convey  to  my  lay  mind  any  definite  idea,  and  on  one  occa- 
sion, when  I  was  told  that  the  delay  was  caused  by  inability  to 
"make  it  ready,"  I  asked,  in  despair:  "What  do  you  mean  by 
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'make  it  ready?'  **  "Come  out  and  see,"  was  the  laconic  reply, 
and  I  was  led  into  the  i)ress-rooni.  I  found  tliere  imperfectly 
printed  portions  of  my  game,  with  map-like  marks  in  blue 
pencil,  and  upon  these  cards  men  were  diligently  pasting  tissue 
paper,  which  they  cut  to  form  very  carefully  with  a  knife.  This, 
1  was  told,  was  "make-ready,"  and  it  was  my  first  acquaintance 
with  the  term.  It  was  explained  to  me  that  every  plate  or 
type-form  was  mie\en,  some  portions  l)ein.q^  higher  than 
otliers.  and  tliis  pastinpr  on  of  paper  was  for  the  puri)ose  ot 
opposing:  on  the  tympan  sheet  (which  is  to  say,  under  the  sheet 
of  paper  to  be  printed  upon)  a  valley  to  every  mountain  in  the 
type-form  or  plate,  and  vice  versa.  I  learned  later  upon  inquiry 
that  this  "make-ready,"  as  it  was  called,  represented  upon  the 
average  more  than  50  per  cent,  of  the  total  cost  of  press-work. 
It  was  an  entirely  novel  experience  to  me,  and  I  remarked  to 
the  printer  then  and  there  that  there  ought  to  be  a  l)etter  way 
of  doiniL;  that,  and  I  believed  I  couM  di>^cover  one.  He  replied 
that  he  would  rather  have  a  substitute  for  make-ready  than 
any  printing  business  in  the  world,  but  that  efforts  had  been 
for  many  years  made  in  that  direction  only  to  fail  in  every 
case* 

Thus  stimulated,  I  set  to  work.   The  first  thought  that 

occurred  to  me  after  some  weeks  of  study  was  along  the  Ime 
of  a  pneumatic,  or,  still  better. a  liyih-ostatic  cushion  of  peculiar 
construction.  This,  1  reasoned,  would  i^'i\e  an  equality  of 
pressure  all  over  a  plate  or  form,  and  this  pressure  could  be 
regulated  to  a  nicety  by  a  specially  devised  diaphragm  and 
adjustable  spring.  Several  hundreds  of  dollars  were  spent 
upon  devices  of  this  character,  which  were  put  upon  a  job 
press  and  tried.  The  result  of  these  tests  was  the  justiBcation 
of  the  theory  of  equality  of  pressure,  but  the  introduction  of 
another  factor  not  counted  upon.  It  was  found  that  when  a 
purliDU  <ii  the  plate  was  ])res>ed  into  the  cushion,  the  result 
was  tliat  the  cushion,  by  the  displacement  of  its  contents,  was 
forced  down  into  all  the  unsupported  or  low  places  of  the 
form;  in  short,  that  the  printing  of  type  had  a  tendency  to 
force  the  diaphragm  down  between  the  type  in  a  way  to  print 
in  some  cases  the  quads  and  furniture. 
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There  seemed  to  be  but  one  way  of  preventing  this,  ami 
that  was  by  using  furniture  and  quads  as  high  as  the  type,  and 
preventing  their  printing  by  keeping  the  ink  otf  of  them  by 
what  is  technically  known  as  a  "frisket»"  which  is  a  sheet  of 
paper  which  comes  over  the  form  just  before  the  ink  rollers 
pass  over  it  and  which  is  cut  away  over  such  portions  of  the 
form  as  are  to  be  inked  and  printed.  The  necessity  of  such  a 
"frisket"  presented  in  the  mind  of  the  printer  who  was  assist- 
ing in  the  performance  of  the  experiments  a  very  great  ob- 
stacle to  the  success  of  the  process,  so  much  so  that  he  laid 
the  matter  before  the  head  of  a  printers'  supply  house.  This 
gentleman  said,  in  effect:  'If  you  can  do  away  with  make- 
ready,  don't  be  afraid  of  either  type-high  furniture  or  the 
necessity  of  a  frisket,  for  such  is  the  trouble  and  expense  of 
make-ready  that  printers  will  gladly  accept  your  process  in 
spite  of  such  drawbacks."  This  was  reassui  ul^^  bnt  it  did  not 
tell  us  how  we  were  to  use  a  frisket  f(ir  tlie  middle  of  a  totally 
inclosed  area,  as,  for  example,  a  column  of  matter  with  a  rule 
around  it.  What  mechanician  is  there  who  has  not  at  some 
time  or  other  had  a  similar  desire  to  connect  one  part  of  a 
machine  with  another  across  a  line  cut  by  a  moving  portion 
of  his  mechanism?  Clearly  the  frisket  in  such  cases,  and  they 
were  very  numerous,  had  to  be  abandoned,  and  it  was,  there- 
fore,ai)]jarent  that  tlie  pneiiin.Li icor  hydrostatic  cusliion  wasnot 
a  satisfactory  substitute  for  make-ready.  It  fullilled  its  prom- 
ise of  equal  pressure,  but  in  doing  what  was  expected  of  it  at 
on€  portion  of  its  area,  it  was  made  to  do  something  else  at 
another  portion,  which  was  not  at  all  desired. 

A  great  scientist  has  said  that  one  often  learns  more  from 
the  experiment  which  fails  than  from  the  one  which  succeeds, 
and  this  was  to  some  extent  true  in  this  case.  I  learned  from 
this  failure  the  requisites  of  proper  printing,  viz.:  equal  pres- 
sure per  unit  of  area,  which  I  ap|)ro\nnatcly  j;ot  in  the  hydro- 
static cushion, and  independency  oi  action, 1  conspicuously 
did  mt  get,  and  the  failure  in  the  attainment  of  which  rendered 
the  results  unsatisfactory. 

How  then  to  get  this  independency  of  action.  That  was 
the  desideratum,  and  was  arrived  at  by  the  following  reason- 
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ing.  If  I  thoug-ht  I  could  get  coluniiis  of  molecules  which 
would  be  obliging  enough  to  yield  lont^itudinally  withom 
affecting  their  juxtaposed  neighbors,  I  should  have  what  i 
want.  Fluids  could  be  made  to  yield  readily,  but  not  inde- 
pendently. If  I  couldn't  get  cake,  I  reasoned,  I  must  take 
smelts,  and  as  molecules  wouldn't  oblige  me  as  T  could  have 
wished,  I  tliou<^dn  that  pins  with  a  spiral  spring  around  each  of 
them  and  capable  of  reciprocating  in  a  backing  would  be  the 
nearest  approach  to  what  was  wanted.  A  second's  considera- 
tion of  this  showed  that  it  would  be  too  coarse  in  arrange- 
ment, and  too  expensive  in  construction  to  meet  the  demands. 
The  springs  wotild  be  in  the  way  and  prevent  the  pins  from 
being  put  close  enough  logctlicr. 

The  next  step  of  reasoning  was  to  discard  the  springs, 
make  the  pins  themselves  springs  and  set  them  closely  to- 
gether in  a  backing.  The  invention  was  beginning  to  crystallize. 
I  had  a  bristle  brush  made  of  special  design  and  did  very  cred- 
itable work  with  it.  One  very  gratifying  thing  was  sure,  it  was 
entirely  independent  in  action  in  its  various  areas,  for  no  one 
bristle  had  any  possil^le  means  of  knowing  what  another  one 
was  doing.  Then  arose  the  question  of  durability  and  a  mmor 
question  of  the  uncertainty  of  the  direction  in  which  straight 
bristles  would  bend  when  pressed  endwise.  These  questions 
were  met  by  substituting  for  the  bristle  a  tempered  steel  wire 
on  the  one  hand,  and  upon  the  other  giving  to  this  wire  a  very 
slight  cur\e  to  detenuiuc  tlic  direction  of  its  flexure  when 
pressed.  All  this  was  not  arrived  at  in  the  time  it  takes  to 
tell  it.  Much  experimentation  was  necessary  to  determine  the 
exact  bend  of  the  wire,  the  angle,  the  number  of  wires  to  the 
square  inch,  the  size  and  temper  of  the  same.  Machinery  had 
to  be  imported  from  England,  taken  down  and  altered  over 
to  WL-ave  this  taljric,  and  other  machines  had  to  be  devised  to 
test  it  for  wear  and  for  its  resistance  to  pressure.  It  should 
not  for  a  moment  be  thought  that  this  fabric,  or  any  particular 
fabric,  was  the  cardinal  point  of  the  invention,  for  such  is  not 
the  case.  It  is  the  multiplicity  of  independently  yielding  points^ 
howetfer  arranged  or  of  whatsoever  material  constructed,  that  is 
the  real  essence  of  tlie  iiuciition.    Tapering  bristles,  whether 
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of  rubber,  fibre  or  hair,  zvire  points,  howsoever  arranged;  in  fact, 
aJl  things  having  many  independently  yielding  points,  come 
easily  within  the  scope  of  the  invention.  Each  point  of  this 
fabric,  and  as  at  present  constructed  there  are  from  700  to  900 
in  each  square  inch,  may  be  likened  to  a  separate,  automati- 
cally adjustable  Itttle  platen,  bent  upon  finding  a  portion  of  the 
p-ate,  whether  it  be  high  or  low,  and  pressing  it  with  a  detinite 
pressure. 

Tliis  l)rings  us  to  a  [)eculiarity  of  the  fabric  as  at  present 
constructed,  which  might  easily  be  overlooked.  It  is  this: 
The  wires  are  slightly  bent  so  that  they  may  not  ''bunch"  when 
they  are  flexed,  and  this  bend  is  made  very  slight,  so  that  each 
wire  may  give  its  greatest  resistance  when  first  pressed.  In 
this  way  it  will  be  seen  that  increased  depression  into  the 
fabric  docs  not  give  iiicraiscd  imprcssiott,  or  to  ])ut  it  another 
way,  the  high  portion  of  the  plale  which  tonches  the  fabric 
first  and  is  pressed  farthest  into  it,  does  not  encounter  from 
the  wires  any  greater  resistance  than  the  lower  portions,  for 
the  reason  that  each  wire  gives  its  greatest  resistance  when 
first  pressed,  and  then  merely  gets  out  of  the  way  to  allow  the 
low  places  to  come  up.  This  fact  is  of  the  greatest  moment 
in  half-tone  work,  where  a  variety  of  pressures  so  mar  the 
intended  result  that  the  plate  is  entirely  at  the  mercy  of  the 
printer. 

In  the  process  under  consideration  this  is  not  so,  the  indi- 
viduality of  the  printer  being  entirely  eliminated  in  all  except 
the  matter  of  inking,  and  the  personality  of  the  original  artist 
mechanically  recorded  upon  the  paper  as  it  is  upon  the  half- 
tone plate.  A  few  words  will  make  this  point  clear:  A  half- 
tone plaie  IS  made  by  photographing  an  object  through  a 
screen,  with  the  result  that  the  light  is  diffracted  in  a  way  to 
leave  the  plate  when  etched  composed  of  dots  ci|ni(listant 
upon  centers,  but  of  every  conceivable  size,  from  a  pin-i)oiut- 
area  to  large  dots,  practically  coalescing  with  their  neighbors 
to  form  a  continuous  soUd.  There  is  nothing  else  in  the  pic- 
ture but  these  dots,  and  it  will  readily  be  seen,  therefore,  that 
justness  of  gradation  of  light  and  shade  depends  absolutely 
uj>on  reproducing  each  of  these  dots  of  just  the  size  intended. 
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Tlie  moment  a  sheet  of  tissue  make-ready  is  placed  over  a 
section  of  a  picture,  the  tendency  is  to  give  that  part  more 
pressure  than  other  parts,  and  its  dots  are  driven  somewhat 
into  the  coated  paper,  and  are  materially  enlarged,  thus  de- 
stroying all  relativity  of  values  intended  by  the  original  artist. 
It  is  in  this  way  that  a  Bouguereau  finds  modeling  in  half- 
tone reproductions  of  his  work  taken  from  the  originals  which 
makes  his  artistic  soul  mutter  anailiemas  deep,  if  not  loud. 
Where  is  the  subtlety  of  his  carnations?  Where  the  wonderful 
delicacy  of  his  fugitive  tones?  Where  the  shimmering  texture 
of  breathing  flesh?  Where  the  marvelous  consistency  of  his 
lighting  that  makes  all  parts  of  his  work  hang  together  like  a 
string  of  pearls?  It  is  gone,  and  there  is  little  left  but  brutality, 
woodenness,  false  gradations,  bad  anatomy  and  a  general  pot- 
pourri of  light  and  shade;  and  all  this  is  brought  about  by 
nothing:  more  nor  less  than  altering,  by  variety  of  pressure,  the 
sizes  of  these  little  insignificant  dots.  I  do  not  mean  to  say 
that  the  results  are  always  as  bad  as  this,  but  when  they  are 
not  it  is  due  either  to  accident,  or  to  the  fact  that  the  man 
who  makes  the  cut  ready  is  himself  sufficiently  versed  in  art 
and  anatomy  to  know  what  is  wanted. 

Printers  are  wont  to  take  the  attitude  that  they  are  them' 
selves  the  artists,  and  the  real  makers  of  the  cut,  Init  this 
hardly  makes  their  i)osition  less  deplorable,  since  wliat  the 
public  wants  is  the  personality  of  the  artist  who  creates  the 
original.  The  business  of  the  printer  should  be  to  suppress  his 
personality  and  publish  that  of  the  artist,  and  this  would  not 
of  necessity  be  accomplished  were  he  always,  what  he  almost 
never  is,  a  great  artist  himself.  How,  think  you,  would  Mun- 
kacsy  relish  having  his  work  made  ready  by  a  Fuller  who 
would  insist  that  every  one  of  his  brilliant,  firm  tones  should 
be  viewed  as  thron!L:h  a  mist?  Set  Corot  to  making  ready 
Dore,  and  what  would  be  the  result? 

The  process  we  are  considering  mechanically  justifies  the 
plate,  the  plate  mechanically  justifies  the  picture  from  which 
it  was  photographed,  and  the  artist's  personality  reaches  the 
public  pure  and  undefiled.  The  printer  making  ready  by  the 
old  process  is  not  to  be  blamed  for  all  the  shortcomings  inher- 
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ing  in  the  results.  The  chances  are  a  hundred  to  one  that  he 
has  never  seen  the  original.  Everything  must  be  done  empiri- 
cally. Having  decided  in  his  own  judgment  how  light  the  cheek 
of  a  figure  should  be,  he  has  not  in  the  least  determined  the 

degree  of  light  that  should  be  ^iven  to  an  arm.  Every  feature 
of  a  picture  is  separately  at  his  nicrcXy  and  even  if  his  taste  l)e 
perfect,  tlie  mechanical  ditikuliy  of  correlatino^  all  the  features 
into  just  relations  with  each  other  is.  to  say  the  least,  very 
considerable.  By  the  new  process  the  pressman  finds  a  por- 
tion of  the  plate  which  has  been  burnished,  and  he  knows  that 
this  part  is  to  be  printed  in  full  color.  He  adjusts  his  ink  and 
his  pressure  so  as  to  get  the  color  full  on  this  one  portion,  and 
then  every  other  portion  must  be  right,  even  without  the  trouble 
of  his  looking  at  it,  since  the  new  process,  with  its  ecjuality  of 
pressure,  never  meddles  with  gradations  of  tone.  In  short, 
it  prints  every  dot  in  a  half-tone  of  the  exact  size  intended, 
never  pressing  the  plate  hard  enough  to  drive  the  dots  into  the 
paper  and  so  enlarge  their  impression. 

What  has  been  said  about  the  justification  of  gradations  in 
half-tones  is,  of  course,  equally  true  in  type  and  all  bt^er 
grades  of  work.  If  the  inking  be  properly  done,  the  new  fabric 
is  sure  to  print  type  with  that  evenness  of  color  which  is  by  the 
old  process  so  difficult  to  get. 

Another  very  radical  departure  of  the  new  process  is  in  the 
matter  of  wear  of  type  and  plates.  As  at  present  constructed, 
presses  are  capable  of  rock-crusher  pressure.  The  press  upon 
which  this  fabric  is  shown  has  at  its  side-arms  a  crushing 
strength  of  over  150  tons,  and  its  maker  says  he  will  warrant 
it  to  work  steadily  with  45  tons  pressure  inside  the  chase.  Let 
us  consider  what  this  means  to  type  and  plates.  Here,  we  will 
say,  is  a  form  of  uneven  type.  A  single  type  stands  higher 
than  the  rest,  and  so  invites  the  entire  45  tons  pressure,  since 
nothing  else  can  be  reached  until  this  type  is  broken  down  or 
longitudinally  compressed.  Forty-five  tons  upon  a  sin;gle 
type!  Now  consider  what  would  happen  by  the  new  process. 
The  fabric  which  you  will  see  to-night  has  a  resistance  of  112 
pounds  to  the  square  inch.  Suppose  the  high  type  to  be  a 
large  one  of  ^-inch  printing  surface.    In  the  former  case  45 
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tons  are  l^rought  upon  it, it  not  previously  crushed;  in  the  latter 
case  only  the  strength  of  those  wires  opposite  to  it,  and,  as  it 
is  %  inch  square,  and  the  fabric  has  a  resistance  of  1 12  pounds 
per  square  inch.  It  would  have  to  stand  less  than  2  pounds 
pressure  instead  of  45  tons.  The  ratio  of  strain  is  that  of  less 
than  32  ounces  to  45  tons!  Is  ii  any  wonder  that  type  seem 
nominally  indestructible  by  the  new  process,  when  yon  con- 
sider that  they  can  never  be  pressed  anywhere  near  the  point 
at  which  the  molecules  of  their  metal  flow. 

A  test  made  to  illustrate  the  relative  wear  of  plates  by  the 
old  and  new  process  showed  the  following  results:  Fifteen 
sets  of  plates  were  broken  down  in  printing  an  edition  by  the 
old  process,  while  a  larger  edition  was  done  by  the  new  pro- 
cess upon  a  single  set  of  plates,  the  w  ork  Ijcing  of  \  cry  much 
higher  grade,  and  the  plates  were  reported  in  good  condition 
at  the  end  of  the  run. 

This  increased  wear  will  readily  be  seen  in  the  case  of  half- 
tone plates  by  brief  reference  to  figures.  A  plate  made  from  a 
screen  having  150  lines  to  the  inch  gives  22,500  dots  to  each 
square  inch  of  the  plate.  Now  since  the  new  fabric  has, 
roughly  speaking,  800  wires  to  the  inch,  it  will  be  seen  that 
l.efore  tiie  plate  can  be  injured  each  wire  must  press  28  dots 
to  such  an  extent  that  their  metal  will  flow,  and  as  cSoo  wires 
exert  but  112  pounds,  the  maximum  pressure  that  any  dot 
can  have  is  112  divided  by  800  divided  by  28,  or  about  five 
thousandths  of  a  pound,  which,  I  think,  you  will  admit  reduces 
the  fear  of  injury  to  an  absurdity;  while  by  the  old  process  a 
single  dot,  if  it  happened  to  be  much  higher  than  its  fellows, 
might  get  the  whole  effective  pressure  of  the  press. 

WbaL  1  ha\e  said  about  j)rc>sure  has  its  correlative,  of 
course,  in  pow  er  with  the  additional  fact  that,  since  each  little 
wire  is  a  spring,  just  so  much  power  as  a  job-press  consumes 
when  its  jaws  bite  the  fabric  in  coming  together  is  given  back 
to  the  press  when  the  jaws  separate,  barring  infinitesimal 
losses  by  heat  and  friction,  which  need  not  be  considered  prac- 
tically. The  power,  therefore,  necessary  to  run  a  job-press  is 
only  such  as  would  be  required  to  do  the  inking,  since  that 
requires  more  power  than  the  impression  would  consume. 
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It  wiil  readily  be  seen  that  this  wire  fabric  may  be  made 
of  aity  desired  resistance,  closeness  of  setting,  size  or  bend  of 
wire.  That  now  in  use  is  the  result  of  months  of  experimenta- 
tion and  is  inieiuled  to  have  pressure  ciiongh  to  do  the  work, 
and  yet  not  enough  to  even  approach  the  danger  point  of  type 
or  plate  resistance.  There  are  but  two  things  to  be  done  in 
printing  a  plate  after  it  is  upon  the  press,  (i)  Put  the  ink  on 
properly.  With  this  the  new  process  has  nothing  to  do.  (2) 
Take  this  ink  off  measurably  clean  by  pressing  a  paper  against 
the  inked  surface.  This  the  fal)ric  in  question  is  designed  to 
do.  I  am  aware  that  ])rinicrs  often  claim  that  they  have  to 
resort  to  a  great  variety  of  pressure  to  "bring  out"  a  cut  prop- 
erly, and  I  cannot  take  time  at  present  to  advert  to  this  any 
further  than  to  say  that  if  the  cut  is  well  made  this  position  is 
utterly  untenable  in  the  way  in  which  it  is  usually  stated. 
Pressure  should  be  sensibly  constant  per  unit  of  area.  Barring 
air  resistance,  it  takes  no  more  pressure  to  print  period-area, 
when  it  stands  in  the  middle  of  a  solid  and  as  a  part  thereof, 
than  it  does  when  it  stands  alone  and  unsupported.  Sohds 
require  more  pressure  simply  because  there  are  more  units  of 
area. 

It  may  not  be  amiss  to  give  a  moment  to  statistics  upon 
make-rcady.  In  a  paper  read  l)y  \V.  B.  Conkey,  before  the 
United  Typothetae  of  America,  on  September  9.  1896  (see 
American  Bookmaker  for  October,  1896),  the  records  of  two 
press-rooms  are  given,  the  first  containing  four  job  presses  and 
nine  cylinders^  and  the  second  containing  twenty-two  cylin- 
ders. In  the  first  case  the  make-ready  occupied  more  than 
60  per  cent,  of  the  total  working  during  300  working  days. 
In  the  second,  the  make-ready  occupied  more  than  57  per  cent, 
of  the  total  working  time  during  a  record  of  103  working  days. 
If  the  make-ready  for  conservative  figures  be  put  at  25  to  35 
per  cent,  of  the  total  working  time,  its  aggregate  cost  will 
amount  to  a  sum  of  very  round  proportions.  With  the  cost  of 
printnig  m  the  Uniled  States  at  $275,000,000  per  annum,  a 
process  of  abolishinc::  make-ready  and  thereby  saving  more 
than  one-fourth  of  the  total  cost  of  press  work,  should  result 
in  a  very  material  advantage  to  the  public.   Add  to  this  the 
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ease  witli  which  the  fabric  may  be  ada])ted  to  all  presses,  its 
nominal  indestructibility,  aiid  the  fact  that  it  renders  presses 
all  but  totally  immune  from  accident,  since  loose  type,  or 
wadded  paper,  or  similar  obstructions  will  not,  where  they  may 
be  used,  cause  damage  to  the  press,  and  its  varied  qualifica- 
tions may  be  appreciated. 

The  ordinary  layman  has  little  conception  of  the  great 
accuracy  of  adjustment  necessary  in  the  proper  making  ready 
of  a  form.  Differences  of  a  hundreth  of  an  inch  are  overcome 
with  comparative  ease,  it  being  the  last  ten  thousandth  of  an 
inch  that  makes  the  trouble.  The  paper  and  the  plate  must  be 
made  to  fit,  not  merely  from  the  standpoint  of  the  blacksmith, 
but  rather  that  of  an  optician.  As  well  might  the  paper  be  a 
thousand  miles  away  from  the  ink  as  a  thousandth  of  an  inch — 
it  either  touches  or  it  doesn't.  The  task  of  luakuiG;-  this  perfect 
fit  of  the  paper  to  the  uneven  plate  surface,  of  superimposing 
carefully-cut  tissue  paper,and  even  skiN  ing  its  edges, is  one  that 
represents  great  labor,  the  highest  skill  and  is  even  then  so 
imcertain  a  factor  that  the  printer,  unable  to  correctly  estimate 
in  advance,  loses  often  all  the  profits  calculated  upon  in  figur- 
ing a  job  in  this  one  under-estimated  item  of  make-ready. 

[At  the  close  of  his  paper,  the  speaker  made  a  practical 
demonstration  of  his  process,  which  elicited  considerable  dis- 
cu>Mon.  The  meeting  passed  a  vote  of  thanks  to  "Mr.  Severy 
for  his  interesting  paper,  and  the  subject  was,  by  vote,  referred 
to  the  Committee  on  Science  and  the  Arts  for  investigation, 
and  report  thereon.] 
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INTRODUCTORY, 

The  commercial  product  known  as  ammonia  consists  of  a 
solution  of  ammonia  gas  in  water,  in  strengths  varying  up  to 
about  50  per  cent.  The  anhydrous  liquefied  gas,  a  very  differ- 

«ent  article,  has  until  recently  been  a  chemical  curiosity.  Owing 
to  the  rapid  development  of  ice-makuig"  and  refrigerating^  appa- 
ratus in  the.  last  few  years,  however,  pure  liquid  ammonia  has 
become  well  known  to  engineers,  and  has  been  the  subject  of 
much  investigation. 

This  substance  is  manufactured  by  subjecting  the  gas  to 
pressure  at  a  low  temperature.  It  is  a  colorless  liquid,  having 
a  specific  orravity  of  about  '62,  boiling  at  —  33  C.  ( —  27  F.), 
at  atmospheric  pressure,  friving  off  the  suffocating"  vapor  of 
ammonia.  Owmg  to  this  low  temperature  of  ebullition,  the 
exposed  liquid  absorbs  heat  from  surrounding  bodies  with 
g^reat  rapidity,  a  thick  layer  of  congealed  moisture  settling  on 
vessels  containing  it.  It  is  sometimes  frozen  by  the  intense 
cold  produced  in  evaporation.  It  is  exceedingly  dangerous 
to  handle,  producing-  ulcers  on  the  skin,  and  even  the  vapor 
causes  a  jjainful  burn.  A  single  drop  suffices  to  destroy  tlie 
eyesight.  It  can  be  kept  safely  only  in  a  strong  cylinder,  as  its 
pressure  at  an  ordinary  summer  day's  temperature  may  rise  as 
high  as  200  pounds  per  square  inch. 

It  has  now  been  made  practicable  to  reduce  the  amount 
of  moisture  in  the  liquid  to  an  exceedingly  small  quantity, 
ordinarily  to  less  than  one-tenth  of  one  per  cent.  Liquid  am- 
monia is  thus  as  pure  a  product  as  can  be  found  among  com- 

•  Tbb  paper  ms  writtoi  M  ft  thesis  for  tlie  degree  of  Mechantcftl  Bagineer, 
at  the  Stevens  Institute  of  Technology. 
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mercial  chemicals,  the  other  impurities,  such  as  oils,  etc.,  oc- 
curring in  still  more  minute  quantities.  The  manufacturers 
state  its  composition  to  be  at  least  99  9  per  cent.  NH,. 

HISTORY, 

Various  properties  of  this  iiUeresting  substance  have 
been  made  the  su])jects  of  experimental  research  by  Rec:- 
nault,  Zeuner,  \  on  Strombeck,  Jacobus,  Ludeking,  Starr,  and 
others.  The  lieat  of  vaporization,  specific  gravity,  density  of 
the  gas,  speciftc  heat  of  the  gas,  etc.,  are  all  more  or  less  accu- 
rately known.  The  specific  heat  of  anhydrous  liquid  ammonia, 
however,  is  a  constant  whose  value  has  never  been  satisfac- 
torily determined.  For  the  last  thirty  years  definite  knowl- 
edge upon  this  point  has  been  of  interest  and  of  some  import- 
ance. 

It  ib  stated  by  Prof.  De  \\>lson  Wood*  that  "certain  prop- 
erties of  ammonia  have  been  determined  by  Regnault,  but  his 
determination  of  the  latent  heat  of  vaporization  and  the  spe- 
cific heat  of  liquefied  ammonia  were  lost  during  the  reign  of 
the  Commune  in  1870." 

Ludeking  and  Starrf  also  assert  that  "the  specific  heat  of 
liquid  ammonia  has  never  been  satisfactorily  determined  ex- 
perimentally, if  we  except  the  work  of  Regiiault.  His  results, 
however,  were  imfortunately  lost  during  the  Paris  Commune." 

It  is  certain  that  much  of  the  data  and  many  of  the  calcula- 
tions of  this  illustrious  experimenter  were  lost  during  the  siege 
of  Paris  and  the  demolition  which  succeeded  it.  M.  Debray, 
speaking  in  eulogy  of  his  colleague  before  the  French  Acad- 
emy,]: says:  "La  main  brutale  (Tun  soldat  ennemi  omit  defruit, 
dans  son  laboratoire  de  Sez/res,  les  nombreux  et  precteux  instru- 
ments de  viesure  qui  lui  avaient  coute  fant  de  hbeurs  et  sans  les- 
quels  toHtc  rcchcrclic  lui  dczuiiait  iiu ["ossihlc." 

W'hether  or  not  a  determination  of  this  quantity  was  ever 
made  by  Regnault,  he  used  for  the  specitic  heat  the  value  799,^ 

•  Thermodynamics,  p.  325.  One  of  Regnanlt't  latent  heat  determlitationi 
baa,  however,  been  fonnd. 

•f  Am.  Jour.  Science,  III,  45»  aoa 
X  Camptes  Rendus,  8«,  134. 

\  Am,  Jour,  Science^  loc*  cit.  See  9X90  Jour.  Frank,  InsL,  I3O9  47a. 
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assuming*  the  specific  gravity  to  be  76.*  The  authority  of  this 

scientist's  results  is  seldom  to  be  questioned;  but  in  the  ab- 
sence of  his  data  and  of  a  positive  statement  as  to  his  having 
ever  accomplished  the  work  in  question,  various  other  experi- 
menters have  attempted  to  solve  the  problem. 

The  first  recorded  tests  are  those  of  Dr.  Hans  Von  Strom- 
beck,  the  records  of  which  may  be  found  in  the  Journal  of  the 
PrankUn  InsHtute,  December,  1890,  p.  467,  et  seq.  He  heated 
the  ammonia,  which  was  contained  in  a  closed  steel  cylinder, 
in  the  vapor  of  boiling  methyl  alcohol  circulating  in  a  jacketed 
drum.  The  range  of  temperature  o£  the  liquid  was  from  about 
62°  C.  to  31^  C,  the  maximum  pressure  in  the  drum  being, 
then,  about  400  pounds  per  square  inch. 

'  Dr.  Von  Strombeck's  work  gives  evidence  of  great  care 
and  thoroughness;  his  result  is  not  far  from  that  obtained  from 
theory  by  Zeuner. 

The  value  given  is  i  -228^6. 

A  later  experimental  research  has  been  made  by  C,  Lude- 
king,  Ph.D.,  and  John  £.  Starr,  C.£.,  and  is  published  in  the 
American  Journal  of  Science,^  The  same  form  of  apparatus — 
that  of  Regnault — was  used  as  in  the  tests  of  Von  Strombcck. 

The  vapor  of  carbon  disulphiJc  was  used  to  heat  the  ammonia. 
g"iving  a  much  less  excessive  pressure  than  in  the  previous  de- 
termination. The  ratio  of  the  masses  of  steel  and  ammonia 
was  also  better,  being  70-998  to  10*01,  or  71  to  i.  The  spe- 
cific gravity  of  the  liquid,  however,  is  given  as  '656,  which 
appears  to  be  an  error.  D'Andreflf's  formula,}  generally  ac- 
cepted, and  by  which  Von  Strombeck  obtained  his  specific 
gravities,  gives  as  the  temperature  of  the  air,  25° -4  C,  at  which 
temperature,  presumably,  the  cubic  contents  of  the  holder  were 
ascertained, 

•6364  —  •0014  t  =  '6008, 

while  for  the  initial  and  hnal  temperatures  of  the  ammonia  the 
value  is  even  less  than  that  given  above. 
The  reported  result  is  8857. 

*An.  dc  Chim.  d  de  Phys.,  IV,  24,  415. 
^  Am.  Jour.Scunce,  III,  4o,  200. 
X  7>ans,  A.  S.  M,  E.,  lO,  641. 
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The  high  reputation  of  both  Ludeking  and  Starr  as  experi- 
mentalists caused  their  disagreement  with  Von  Strombeck  to 

leave  the  result,  if  possible  more  than  ever  in  doubt.  In  addi- 
tion to  the  above  values  obtained  by  experiment,  various  theo- 
rists have  analyzed  the  sul^ject  from  general  assumptions. 

Prof.  De  Volson  Wood  calculates  the  value  in  the  follow- 
ing way: 

Assume  the  volume  mM^  Fig,  i,  of  the  pound  of  liquid  to 
be  constant  at  all  pressures,  and  let  Af  Z>  be  the  absolute  pres- 
sure at  the  absolute  temperature  r ;  and  let  B  C  5  be  the  curve 

of  saturated  vapor,  D  M,  A  G,  B  F,  I  K,  adiabatics.   Let  the 

vapor  be  expanded  from  D  at  the  pressure  p  and  the  tempera- 
ture r  until  it  is  all  evaporated  at  C,  thence  compressed  adiab- 


D 

\j  f 

•> 

G 

m  ME  L  N 


Pig.  I. 

atically  to  /,  thence  at  constant  pressure  to  A,  where  it  is  lique- 
fied, thence  by  abstraction  of  heat  let  the  pressure  be  reduced 
to  D;  then, 

H  D  A  G-\-GAIK^HDCK-\-DCIA  (i) 
Let  the  temperature  of  A  B  he  t      n  r,  and  of  /,  r  4-  o  r', 
for  the  vapor  from  B  to  I  will  be  superheated,  its  temperature 
increasing  with  increase  of  volume;  then  if  c  be  the  specific 
heat  of  the  liquid, 

HDAG==jCdr  HDCK^J 

DCIA    ^vop  G  A  I  K  ^  G  A  B  F  ^  h  B  I  K 

h.^h\  =  —  oV/e         G  A  I  K^J  //;  ^  J  Kp  (Jr'  —  d  x) 

J    dx        d  7  'Vtfr  / 
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From  liie  fornuila  for  the  latent  heat  of  evaporation, 
=  555*5  —  0  613  T —  0  000219 

 —  0  6130  0*000438/'. 

From  Rankine's  formula*  for  the  relation  between  pres- 
sure and  temperature  of  a  saturated  vapor,  representing  the 
results  of  Regnault's  experiments,!  we  have, 

B  C 

cam,  hg,p  —  i4  —     —  (3) 

The  value  of  C  in  this  case  is  very  small.  Substituting  the 
proper  constants  for  ammonia,}  we  have,  very  nearly, 

€om,  log,  p  =  8-4079  —  (4) 

^^_P_   2196  ,  s 

2^2585/  ~? 

6*49922^^  (6) 


From 


pv=i  a  T  —  — 


the  general  equation  of  vapors,  and 

-  =  {—V 
rj      \  V  ) 

the  law  of  adiabatic  expansion,  we  have,  making  the  proper 
substitutions  for  ammonia  gas, 

Differentiating  with  respect  to  p  and  r,  changing  <5  r  to 
d  r\  dropping  all  subscripts,  and  substituting  the  value  of 
^  /  from  (6),  we  have,  by  substitution  in  (2), 

=  I'I2I36  -i-  0*000438  T  -f 

\.  0.50836  X  2*3026  X  2196 

.  6  49922  _^  ^ 

L  '        397  13-^  I 


*  Edin.  New  Phil.  Jour.,  47,  235,  et  seq.    Phil.  Mair.,  1854. 
t  Mem.dePAcod.  des  Sci.^  1S47.    Compter  Rendus,  1854. 
X  Rtl.  des  Bxp,^  Rcgnanlt,  2,  59S-607. 

Vol.  CXLV.  No,  867.  13 
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As  this  investigation  depends  upon  a  comparatively  small 
range  of  volumes,  and  upon  assumptions  with  regard  to  the 
forms  of  the  functions  in  some  of  the  assumed  equations,  it  may 
not  be  vtry  reliable  for  a  large  range  of  temperatures.  For  r 
=  426°  '6,T  —  —  34''  F.,  p  =  18237  pounds  per  square  foot, 
V  =  207985,  we  have, 

f  =  I  -093  (at  —  34^^  F..  or  —  38°  C). 

A  result  obtained  from  such  theoretical  and  empirical  con- 
siderations will,  at  best,  give  only  approximate  results,  and 
will  be  used  only  in  case  of  necessity.  It  may  never  be  substi- 
tuted for  results  obtained  by  direct  experiment,  if  the  accu- 
racy of  the  expenr.icuL  is  assured.  The  very  fact  that  the  above 
analysis  chives  a  value  between  the  two  extreme  experimental 
figures  speaks  in  its  favor.  It  also  shows  what  may  be  consid- 
ered certain,  that  the  quantity  varies  with  the  temperature. 

M.  Ledoux  deduces  from  the  total  heat  and  the  latent  heat 
an  empirical  expression  of  the  form 

the  constants  of  which  are  calculated  by  means  of  three  values 

taken  at  the  extremities  and  middle  of  tlie  thcrmometric  scale, 
and  previously  determined  by  means  of  thermodynamic  eciua- 
tions  for  the  abo\  e  properties.  This  gives  for  the  specific  heat 
of  liquid  ammonia, 

c  —  I  0058  -j-  003658  tC, 

which  approximately  agrees  with  Prof,  Wood's  analysis. 
We  thus  have  five  values  for  the  unknown  quantity,  viz.: 

Value.  Authority  Tempentvte. 

(1)  1-22876  Von  Strombcck.  45*C. 

(2)  1-093  Wood.  — 38°C. 

(3)  i'043  Ledoux.  10°  C. 

(4)  0*8857  Ludeking  aud  Starr.  46°  C. 

(5)  0799  RCglUHltt.   

There  is  no  agreement,  as  the  variation  is  greater  than 
could  be  accounted  for  by  the  variation  of  the  temperatures 
of  the  experiments.  A  new  determination  is  necessary  to  settle 
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the  matter.  Such  a  new  determination  the  writers  have  at- 
tempted to  make.'*' 

In  the  preparations  for  our  work,  the  methods  and  appa- 
ratus of  all  previous  experimenters  of  whose  work  we  were 
informed  were  carefully  studied,  including  those  of  Regnault, 
Von  Strombeck,  Jacobus,  Starr,  and  Ludeking. 


Pig.  2. — Ammottia  holder.  Top  view  of  Fig.  3. 


*Note. — The  ammonia  tables  j^iven  by  various  authorities  lio  uot  agree  with 
any  great  exactness.  We  have  used  the  tables  of  Profe^or  Wood,  comparing 
them  with  those  of  Zeuner,  and  rejecting  all  unconfirmed  values  which  would 
appreciably  vaiy  the  result 

The  deductions  of  Ledoux,  given  above,  are  e3q»lained  in  detail  in  bia 
■*  Machines  &  Pioid/'  a  tranalation  of  which,  by  Professors  Denton,  Jacobns 
and  Riesenberger,  has  been  published  in  Van  Nostrand's  Science  Series. 

The  calculation  of  Professor  Wood's  value  for  the  specific  heat  is  given  in 
his  "  Thermodynamics,"  pflition  of  1895,  p.  335. 

A  confirmation  of  the  theoretical  conclusions  of  Ledoux  has  been  brought 
forward  by  Prof.  J.  E.  Denton  (Trans.  A.  S.  M.  E.,  13,  522).  In  a  refriger- 
ating test,  the  following  values  for  the  latent  heat  were  found,  at  tempera- 
tares  oonesponding  to  those  given  by  iredoux: 

Ledonx  gives  (i)  5S3-1  (2)  538*1. 

]>enton  finds  (i)  581*3  (3)  5a  1*0. 

It  Is  probably  less  than  580  B.  T.  U.  See  p.  389,  Wood's  Thefmo^ 
dynamiat  and  foot*note. 
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EXPERIMENTAL  RESEARCH. 


The  apparatus  used  was  designed  entirely  by  the  writers, 
and  constructed  under  their  personal  direction.  It  consisted 
essentially  of  an  ammonia  holder  suspended  in  a  closed  cham- 
ber surrounded  by  melting  ice. 


Pio.  .V— Cooler. 

The  aninionia  holder,  Fig.  2,  was  of  soft  steel,  with  an  accu- 
rately ground  lead  washer  for  a  bearing  surface.  It  was 
turned  from  a  solid  bar,  and  was  of  a  uniform  thickness  of  \% 
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inch.  The  thread  on  the  caj^  was  made  so  as  to  be  screwed 
witliout  using  the  wrench.  The  use  of  the  pin  through  the  cap 
will  presently  be  shown.  It  was  case-hardened,  ground  to  tit 
the  hole,  and  again  hardened.  The  cooler,  Fig.  j,  was  essen-* 
tially  an  iron  tank,  in  the  bottom  of  which  was  inserted  a  cop- 
per  box,  brazed  at  all  joints  so  as  to  be  air  and  water-tight. 
The  holder  was  placed  in  this  box,  hanging  from  the  hook,  B, 


Pig.  4.— Detail  of  cover  plate. 

upon  a  thread  which  extended  through  the  fine  tube  C.  The 
thermometer  for  ascertaining  the  temperature  of  the  coki 
chamber  A  was  suspended  in  the  brass  tube  D,  and  was  read 
through  the  blackened  sight  tubes  E  E  hy  means  of  a  catheto- 
meter  telescope.  A  gas  flame  furnished  the  necessary  illumina- 
tion through  these  tubes. 
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Below  the  chamber  A  was  a  plate  F,  sliown  in  detail  in 
F\g.  ./,  which  was  at  once  air-tight  and  easily  removable.  The 
entire  tank  was  coated  with  a  2-inch  thickness  of  asbestos  felt 
and  canvas. 

The  calorimeter  used  was  of  the  non-jacketed  t3rpe,  of 
copper,  and  had  a  total  capacity  of  about  90  cubic  centimeters. 
It  was  made  as  light  as  possible*  in  order  to  obtain  a  sufficiently 

large  range  of  temperature. 

Tlie  thermometers  were  purchased  from  Mr.  Richard  K. 
Green,  of  Br(  nlvlvn,  N.  Y..  and  were  grathiaied  tOyV^ 
means  of  a  magmtving  lens,  mounted  in  a  tube  so  as  to  obviate 
the  effect  of  parallax,  hundredths  of  degrees  were  accurately 
estimated. 

The  balance  was  manufactured  by  Becker  Brothers,  of 
New  York,  and  in  duplicate  weighings  was  found  to  be  con* 
sistent  within  a  mtlligfram. 

The  ammonia  used  was  obtained  from  the  National  Am- 
monia Company,  of  St.  Louis. 

\To  be  concluded.] 


An  improved  PROCESS  and  APPARATUS  for 
MANUFACTURING  MOSAICS. 

Beifti^'^  the  report  0/  fhr  Institute,  ihroui^'t  its  Committee  on  Science  and 
the  Aris^  on  the  invention  0/  Herman  C.  Mueller^  0/  Zanesville,  O. 

[No.  1,958.] 

H.ALL  OF  TilK  I'raNKLIX  INSTITUTE, 

PniLADELFHl.\,  AugUSt  26,  1898. 

The  Franklin  Institute,  of  the  State  of  Pennsylvania,  for 
the  Promotion  of  the  Mechanic  Arts,  acting  through  its  Com- 
mittee  on  Science  and  the  Arts,  investigating  the  merits  of 
"Mueller's  Process  of,  and  Apparatus  for.  Manufacturing 

Mosaics,  etc.,  "  finds  as  follows: 

That  the  invention  is  the  subject  of  Letters-patent  of  the 
I'nited  States,  No.  537.703,  dated  April  16.  1895.  panted  to 
Herman  C.  Mueller,  of  Zanesville.  O.,  and  operated  on  the 
commercial  scale  by  the  Mosaic  Tile  Company,  of  that  city. 
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For  the  proper  understanding  of  the  scope  and  character 
of  this  invention,  it  will  be  necessary  to  present  some  historical 
data  in  connection  with  the  development  of  this  branch  of  the 
arts. 

The  earliest  specimens  of  the  art  that  need  be  coiisulcicJ 
in  this  ref>ort  are  those  known  respectively  as  the  Roman  and 
Florentine  mosaics,  the  characters  and  modes  of  proditcing 
which  are  so  well  known  as  to  require  no  explanation.  Fol- 
lowing these  well-defined  types  of  mosaic  decoration,  came  the 
encaustic  tiles  of  the  so-called  Italian  renaissance,  in  which 
the  surface  of  the  clay  slab  was  carxed  or  engiavctl  in  such 
manner  tliat  the  lines  and  surfaces  to  l>c  executed  in  color  in 
the  design  were  sunken  and  then  tilled  in  with  the  required 
colored  clays.  After  this  composition  had  acquired  sufhcient 
hardness  to  permit  of  cutting,  the  tiles  were  finished  by  shav- 
ing the  surface  to  remove  the  excess  of  colored  clays,  by 
which  the  desiq;n  was  exposed  in  clear  and  sharp  lines. 

A  sini])liricd  nictliod  of  producing  tites  with  designs  inlaid 
in  the  surface  was  introduced  by  the  English  potters.  This 
consisted  in  preparing  a  plaster  mould  having  the  design  raised 
upon  its  surface.  Into  this  mould  the  plastic  clay  is  pressed, 
and  the  tile  is  thus  obtained  at  once  with  the  design  sunken 
into  the  surface,  without  the  labor  of  carving  it  out  by  hand. 
To  finish  the  tile,  however,  there  still  remains  the  same  labori- 
ous inlaying;'  of  the  colored  clays  and  the  siiaving  down  of  the 
surface  required  in  the  older  method. 

This  process  is  said  to  be  still  in  use  in  England  and  the 
United  States,  but  has  the  several  disadvantages  of  being 
tedious  of  execution  and  expensive.  It  is  likewise  technically 
defective,  in  that  the  large  shrinkage  of  a  plastic-formed  clay 
in  drying  and  burning  makes  it  diftirult  to  obtain  a  product 
sufficiently  true  for  floor  use,  and  this  dilViculty  becomes  well 
nigh  insurmountable  when  several  colors  are  inlaid  in  the 
same  piece. 

In  1840,  Prosser,  in  England,  invented  the  process  of 
making  tiles  with  clay-dust  or  flour,  by  compression.   This  is 

known  as  the  "dry-press  process,"  and  has  replaced  tlie  plastic 
clay  process  for  unicolored  tiles. 
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In  1852,  X'illcroy  and  P»och,  of  Alettlach,  in  Germany,  in- 
vented a  dry-press  mctliod  for  the  inlaying*  of  colored  desigfns 
with  clay-dust,  thus  obviating  the  difhculties  inherent  in  the 
plastic  clay  methods,  and  substantially  improving  upon  the 
dry-press  method  of  Prosser.  This  process,  which  is  widely 
practiced  in  the  production  of  inlaid  designs,  like  the  Floren- 
tine mosaics  and  those  of  the  inlaid  encaustic  tiles,  is  executed 
in  the  following  manner: 

i\  cloisonne,  or  compartniunl  frame,  made  of  thin  strips 
of  metal  bent  to  follow  the  ontline  of  the  dcsig^n  and  the  ditTer- 
ent  colors  and  soldered  together,  serves,  upon  being  set  in  the 
Steel  die  in  which  the  tiles  are  to  be  compressed,  to  divide  it 
into  compartments  coincident  with  the  desigti. 

In  these  compartments  of  the  frame,  set  in  the  die,  the  col- 
ored clays  in  the  form  of  dust  or  flour  are  carefully  filled. 
When  all  the  clay  is  in  place,  the  compartment-frame  is  care- 
fully lifted  ont.  The  design  now  lies  in  the  bottom  of  the  die, 
in  the  form  of  a  loose  powder,  hut  each  color  holds  the  other  in 
its  exact  position.  To  i^ixe  the  tile  the  necessary'  body,  a 
coarser  backing  clay  is  sifted  upon  the  colored  inlays,  until  the 
die  is  filled,  when  the  whole  is  solidified  by  heavy  pressure. 
Upon  removal  of  the  tile  from  the  die  and  reversing  it,  the 
pattern  will  be  found  upon  the  surface,  the  colors  penetrating, 
as  a  true  mosaic  of  the  Florentine  type. 

Economical  in  execution  and  technicallv  satisfactory  as  this 
process  has  proven  itself  to  be,  it  suffers  from  the  limitation 
imposed  upon  larger  and  particularly  original  designing,  in  the 
great  cost  of  the  cloisonne  or  compartment-frames.  Thus,  the 
production  of  a  two-color  mosaic  pattern,  complete  upon  a 
single  tile,  requires  five  compartment-frames  exactly  conform- 
ing to  the  design,  for  one  press.  Each  frame,  for  a  moder- 
ately simple  pattern,  requires  for  its  making  three  days*  labor 
of  a  highly  skilled  mechanic,  a  minimum  cost  of  from  $45  to 
$50,  hence,  designing  in  this  art  has  1)een  practically  restricted 
to  damask  or  diaper  patterns,  with  repetition  of  the  individual 
figure  not  over  6  inches  or  a  foot  square. 

Considerations  of  cost,  therefore,  practically,  exclude  the 
application  of  this  method  in  the  case  of  designs 'of  an  area 
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involving  a  larger  number  of  different  tiles,  and  would  abso- 
lutely prohibit  its  use  in  the  case  oi  original  designs,  which 
are  to  be  used  once  or  twice  only. 

We  now  come  to  the  process  and  apparatus  of  Mr.  Mueller, 
which  form  the  subject  of  this  investigation.  The  process  be- 
longs in  the  class  of  the  dry-press  processes,  and  the  inventor 
has  a  simple  and  iiif^^enious  mechanical  means  of  making  inlaid 
dcsi^ms  of  various  colored  clays,  reproducing  the  form  and 
color  of  any  original,  which  affords  not  only  a  radical  solution 
of  the  problem  of  cost  by  which  the  pre-existing  methods  were 
handicapped,  but  also  renders  possible  the  making  of  a  product 
having  unique  artistic  characteristics,  and  which  gives  fair 
promise  of  greatly  extending  the  field  of  indestructible  poly- 
chromatic paving,  flooring  and  interior  and  exterior  mural 
decoration  in  modern  architecture. 

The  basis  of  the  Mueller  invention  consists  in  part  of  an 
improved  method  of  distributing  the  colored  clays  to  the  com- 
partments of  the  frames  by  sifting  the  same  through  specially 
prepared  stencils  of  stiff  paper,  and  in  part  of  an  improved 
*'cell-frame  '  for  holding  the  body  of  the  pulverized  clays  dis- 
tributed through  these  stencils.  With  the  aid  of  this  improved 
cell-frame  and  the  paper  stencils,  through  which  the  colored 
clays  are  sifted,  any  design  or  part  of  a  design  of  large  area, 
falling  on  a  single  tile,  can  be  executed  without  the  use  of  a 
special  cloisonne  or  cc>mpartment-framc,  which,  because  of  its 
excessive  cost,  limited  the  utility  of  the  older  method  above 
referred  to. 

The  scope  and  character  of  the  invention  will  appear  very 
clearly  from  the  first  claim  of  the  Mueller  patent,  to-wit: 

"The  improvement  in  the  art  of  producing  mosaics  or  orna- 
mentally surfaced  tiles  or  entablatures,  consisting  in  dividing 
the  mould-space  by  intersecting  partition  walls  of  uniform 
thickness  into  an  aggregation  of  open  cells;  removing  the  par- 
titions and  allowing  the  cell  contents  to  rest  upon  the  bottom 
of  the  mould  and  acquire  lateral  support  against  each  other; 
and,  finally,  by  compression  of  the  entire  aggregate  mass  of 
earth,  compressing  the  tite  in  the  usual  manner  for  the  finish- 
ing operations,  substaiuially  as  set  forth." 
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To  illustrate  the  great  saving  in  the  cost  of  reproducing  an 
original  design  by  his  process,  as  compared  with  the  most  im- 
pro\  ed  method  j)reviously  known  and  used,  the  inventor  sub- 
mits the  follnwiiiq;  coni])arison,  tlic  accuracy  of  which  the 
investigating  committee  does  not  question. 

"A  panel  12  feet  square,  showing  the  crest  of  the  Count  of 
Chambord,  was  exhibited  at  the  Paris  Exposition  in  1889,  the 
compartment-frames  for  producing  which,  made  at  the  factory 
of  Boch  Freres,  in  Maubege,  cost  20,000  francs/*    ♦    ♦  * 

"The  preparation  of  tlie  paper  stencils  tor  these  designs 
would  cost  not  to  exceed  ^^15,  the  stencils  all  l)eine^  used  with 
one  and  the  same  cell-frame,  which  is  not  more  expensive  to 
make  than  a  single  cloisonne,  or  compartment-frame,  while 
the  making  of  the  numerous  frames  required  for  the  design 
cost,  as  stated,  $4,000.  Furthermore,  the  making  of  these 
cloisonne  or  compartment-frames  would  require  1,800  work- 
ing days  of  the  service  of  a  skilled  mechanic,  while  the  paper 
stencils  for  my  system  would  only  take  the  service  of  a  girl  for 
twenty  workin.e:  days.** 

"The  thorough  practicability  of  my  process  has  been 
proven  by  its  use  on  a  manufacturing  scale  since  the  issue  of 
the  patent,  in  the  works  of  the  Mosaic  Tile  Company,  at  Zanes^ 
ville,  O.,  where  works  of  very  much  greater  dimensions  than 
the  one  cited  above  have  been  executed,  and  that,  too,  for  but 
a  single  application,  although  the  process  is  essentially  a  multi- 
plying  one.'* 

The  mechanical  details  of  the  ^Mueller  process  will  be 
clearly  understood  from  the  following  description: 

Stcficils. — The  design  being  made,  it  is  cut  into  pieces, 
corresponding  with  the  size  of  the  tile  to  be  made.  As  the  tiles 
shrink  in  burning,  the  original  desigpi  must  be  made  accord- 
ingly on  a  larger  scale.  (This  shrinkage  amounts  to  about 
I/,  inch  to  the  foot).  It  is  not  necessary  that  the  colors  should 
be  jiainied  on  the  cartoon,  an  outline  of  the  diUerent  colors 
will  sutlice. 

With  the  aid  of  a  punching  machine,  which  transfers  the 
design  to  the  paper  stencils  to  be  cut,  a  sten<;il  is  made  for 
every  color  that  is  to  be  inlaid  in  the  tile. 
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Dies. — Tiles  are  pressed  in  steel  dies,  which  arc  about 
inches  deep  and  are  open  on  both  sides.    {Pig.  /•) 

Bottom  Plate. — A  bottom  plate  forms  the  foundation  for 
the  tile  to  be  pressed,  the  die  resting  on  it.   (Pi^.  2.) 

This  plate  holds  the  metal  mould  on  which  the  tiles  are 
pressed.  It  must  be  very  strong  to  withstand  the  pressure. 

Top  Plate  or  Plunger. — The  top  plate  or  plunger  consists  of 
a  steel  block,  which  enters  the  die  and  compresses  the  clay 
sifted  in.  It  is  also  used  to  push  the  tile  out,  after  it  is  pressed 
and  after  tlie  bottom  ]>latc  is  removed.  3-) 

Cell-frame. — A  cell-frame,  consisting  of  metal  strips  de- 
scribed in  what  has  preceded,  is  usecl  to  keep  the  colors  to  be 
sifted  in  in  their  places,  according  to  the  intended  design. 

Stencil  Holder. — To  give  the  paper  stencils  more  stability. 


Pig.  I.  Fig.  a.  Pio.  3. 

D,  die ;  Bt  bottom  plate ;     plunger ;  C  day ;      metal  monld. 

and  hold  them  firmly  to  the  cell-frame  while  the  colors  are  in, 
a  metal  or  tin  frame  is  used,  which  also  protects  the  die  from 
any  color  falling  on  it. 

The  stencil  holder  fits  the  die  exactly  and  enters  it  to  some 
extent. 

The  Pressing. — After  the  die  is  set  on  the  bottom  plate,  the 
cell-frame  is  inserted,  so  that  it  rests  on  the  bottom.  This 
apparatus  is  passed  to  the  first  workman,  wlio  lays  the  stencil 
in  the  die  and  sifts  the  corresponding  color  in.  This  color  (pow- 
dered colored  clays)  falls  through  the  holes  in  the  stencil  into 
the  small  compartments  of  the  cell-frame  (which  corresponds 
with  the  holes  in  the  stencil).  After  the  first  color  is  sifted  in,  the 
stencil  is  withdrawn,  the  apparatus  is  passed  to  the  next  sifter, 
who  repeats  the  performance  with  another  color,  and  so  on, 
until  all  the  needful  colors  are  sifted  in  and  every  compart- 
ment of  the  cell-frame  is  filled. 
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The  cell-iramc  is  then  wiiiulravvn  and  the  inlaid  mosaic  is 
left  lying  on  the  bottom  of  tiie  die.  The  backin.i^  material 
(powdered  clay  of  coarser  substance)  is  then  sifted  in  until  the 
die  is  iiUed.  With  a  straight  edge  this  clay  is  struck  off  and 
the  plunger  (top  plate)  is  laid  on  the  clay.  The  apparatus  is 
shoved  under  the  hydraulic  press  and  the  pressure  is  turned 
on  (2,000  pounds  to  the  square  inch).  After  the  tile  is  pressed 
and  the  pressure  relieved,  the  apparatus  is  passed  from  under 
the  press,  the  bottom  ]-)]ate  is  removed,  the  i)lLuiger  is  pushed 
further  down  and  tlie  tile  droj^s  from  the  die,  ready  to  go  to 
the  dryincr-room,  and  thence  to  the  kiln. 

From  the  foregoing  description  of  the  Mueller  invention, 
it  will  be  apparent  that  it  can  be  applied  to  the  production  of 
permanent  floor  and  mural  decorations  from  original  designs 
of  considerable  sizes,  without  overstepping  reasonable  limits 
of  cost. 

The  character  of  these  reproductions  is  peculiar  to  the  pro- 
cess, and  its  general  effect  has  been  compared  with  that  ex- 
liil)ited  liy  designs  in  woven  fabrics,  made  upon  the  Jacquard 
loom.  It  is  in  fact  adapting  the  principle  of  the  Jacquard  in- 
vention to  the  art  of  mosaic  work. 

The  practicability  of  the  process  for  work  of  considerable 
magnitude  has  already  been  demonstrated  by  the  inventor,  In 
the  successful  production  of  mural  tablets,  friezes,  mosaic 
liooring-,  etc..  and  it  would  appear  that  for  work  on  exteriors 
and  interiors,  that  i>  to  be  seen  at  a  con.sideral)le  distance  from 
the  eye,  the  |)roce>s  jironiises  to  be  particularly  well  adapted. 

It  will  be  premature  to  attempt,  at  thi*^  ^taq:c  of  the  devel- 
opment of  this  ingenious  process,  to  defme  the  limits  of  its 
utility.  The  committee  to  which  this  invention  was  confided, 
is  unanimous  in  the  belief  that  the  invention  marks  a  distinct 
step  in  advance  in  the  art  to  which  it  relates,  and  that  it  offers 
an  admirable  means  of  greatly  extending  the  application  of 
polvchromatic  decoration  of  a  durable  character  and  of  con- 
siderable artistic  excellence  in  architecture — something  of 
which  architecture  of  the  present  day  is  very  much  in  need. 

For  these  reasons,  the  Franklin  Institute  recommends  the 
award  of  the  John  Scott  Legacy  Premium  and  Medal  to  the 
inventor,  Herman  C.  Mueller,  of  Zanesville,  O. 
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Adopted  at  the  stated  meeting  of  the  Committee  on  Sci- 
ence and  the  Arts,  held  Wednesday,  October  6,  1897,  and  ap- 
proved by  the  Board  of  Directors  of  City  Trusts. 

John  Birkinbinb,  Presiden$, 
Wm.  H.  Wahl,  Secretary. 

Countersigned  by 

James  Christie, 

Chairman  of  the 
Committee  on  Science  and  tJie  Arts. 


The  ECONOMETER:  a  GAS  BALANCE  for- INDICA- 
TING CONTINUOUSLY  the  PROPORTION  of 

CARBONIC  ACID  GAS  in  the  FLOW  of  FURNACE 
GASES. 


Being-  the  report  of  the  Insiituie,  through  its  Committee  on  Science  and 
ih€  Arts,  investigating  the  invention  of  Max  Amdt,  of  AiX'ta^Chapeite, 


[No.  1,973.] 

Hall  of  the  I'ranklin  Institute, 

Philadelphia,  September  i,  1897. 

The  Franklin  Institute,  of  the  State  of  Pennsylvania,  for 
the  Promotion  of  the  Mechanic  Arts,  acting  through  its  Com- 

niiUcc  on  Science  and  the  Arts,  iiivestigauiig  the  merits  of 
Arndt's  Econometer,  reports  as  follows: 

The  sub-committee  appointed  to  investigate  the  operation 
of  an  instrument  for  the  measurement  of  carbonic  acid  gas 
(CO2)  escaping  in  the  flow  of  the  products  of  combustion 
from  a  steam-boiler  furnace,  have  performed  the  duty  assigned 
them,  and  beg  to  report  that: 

This  instrument  is  known  under  trade  name  of  Econo- 
meter,  and  is  the  invention  of  Max  Arndt,  of  Aix-la-Chapelle, 
Germany,  by  whom  it  was  patented  in  the  United  States, 
October  i6,  1894.* 

•See  U.  S.  FMent,  No.  537>397* 
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Through  Mr.  Joseph  Wilckes,  of  New  York  City,  the  in- 
ventor's American  represcnlative,  a  request  has  been  ])resented 
to  this  Institute  for  an  examination  into  the  merits  of  the  in- 
strument, for  the  purpose  indicated  above. 

The  apparatus  consists  of  a  balance  beam,  carrying  at  one 
end  a  gas  vessel,  provided  with  a  neck  open  at  the  bottom;  a 
gas  delivery  pipe  projecting  upward  into  this  gas  vessel  being 
fixed  and  supported  in  it  in  such  a  way  that  upon  the  oscilla- 
tion of  the  balance  beam  the  gas  vessel  may  move  freely  up  and 
down  without  coiinni;  in  contact  with  the  upward  projecting 
pipe  through  wliich  the  gas  flows  into  the  gas  vessel. 

The  gas  vessel  is  balanced  by  a  compensating  vessel  sus- 
pended from  the  opposite  end  of  the  beam,  also  open  at  the 
bottom,  and  equivalent  to  the  gas  vessel  in  its  capacity  in  con- 
junction with  small  weights  placed  on  a  pan  under  the 
compensating  vessel,  that  the  pointer  of  the  beam  shall  move 
to  zero  on  the  scale  when  atmospheric  air  is  drawn  through 
the  apparatus. 

Tlie  gas  vessel  bein  ;  >  pen  at  the  bottom.  ?o  that  the  pres- 
sure within  it  is  always  the  same  as  that  without,  fluctuations 
of  pressure  and  barometrical  readings  have  not  to  be  con- 
sidered in  the  use  of  this  apparatus,  likewise  fluctuations  of 
temperature  do  not  affect  its  action,  because  the  gases  passing 
slowly  through  the  apparatus  quickly  take  the  temperature 
prevailing  in  the  narrow  gas  passages. 

The  fluctuations  which  take  place  in  the  density  oi  ilie 
ga>es  round  the  fixed  pipe  in  the  gas  vessel  cause  up-and-down 
motions  in  llie  latter  vessel,  which  are  shown  by  the  pointer 
on  the  scale.  This  pointer  is  rigidly  fixed  to  the  beam  so  as  to 
follow  the  movements  of  the  gas  balance;  it  oscillates  in  front 
of  a  divided  plate  or  scale,  indicating  units  of  weight  by  the 
distance  between  its  dividing  lines,  or  these  distances  shall  in 
conjunction  with  the  pointer  indicate  a  particular  percentage 
volume  of  a  particular  kind  of  gas  in  a  gaseous  mixture.  For 
example,  the  instrument  placed  at  the  disposal  of  thi>  commit- 
tee had  divisions  on  its  scale  for  indicating  the  percentage 
volume  of  carbonic  acid  gas,  for  the  purpose  of  ascertaining 
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the  percentage  of  such  gas  escai)ing  in  the  products  of  com- 
bustion from  a  steam-boiler  furnace. 

Two  tubular  orifices  are  provided,  one  for  the  inlet,  and 
the  other  for  the  outlet  of  gases,  the  former  connecting  by  a 
flexible  tube  with  the  vertical  fixed  pipe  in  the  gas  vesseU  and 
the  latter  by  a  flexible  tube  with  the  cup-shaped  vessel  situated 
below  the  gas  vessel.  The  source  of  the  gas  supply  is  placed 
in  communication  with  inlet  leading  to  tlic  i;cis  vessel,  and  a 
snction  apparatns  of  any  suitable  kind  in  c(.)mmunication  with 
outlet  from  the  cup  vessel  under  the  gas  vessel.  A  portion  of 
the  air  present  in  the  casting  is  first  drawn  off,  that  is  to  say, 
the  air  is  exhausted  by  suction  to  so  much  of  a  vacuum  as 
corresponds  to  the  strength  of  the  suction  at  the  cup  vessel 
under  the  gas  vessel.  This  rarefaction  being  obtained,  the  gas 
to  be  weighed  passes  into  the  gas  vessel,  filling  it,  and  then 
out  of  this  vessel  into  cup  vessel  below. 

The  gas  balance  is  enclosed  in  a  casing  provided  with  a 
glass  front  for  the  purpose  of  observation;  this  casing  is  pro- 
vided with  an  aperture  closable  by  a  plug,  upon  the  removal  of 
which  the  weights  may  be  adjusted  as  required.  Further,  at 
the  top  of  the  casing,  there  is  an  aperture  filled  with  cotton- 
wool for  the  gradual  and  continuous  admission  of  atmospheric 
air  thereto.  The  balance  is,  therefore,  located  in  a  nearly  air- 
tieht  chamber,  with  its  several  parts  so  arranged  that,  when 
the  gases  to  be  weighed  How  through  a  vessel  forming  part  of 
the  balance,  it  may  operate  without  resistance  and  with  great- 
est sensitiveness. 

The  determination  of  the  percentage  volume  of  a  particular 
kind  of  gas  contained  in  a  gaseous  mixture  is  only  practicable 
by  means  of  the  apparatus  when  the  specific  gravity  of  the  gas 
sought  for  is  different  from  the  specific  gravities  of  the  other 
gases  ])reponderating  in  the  gaseous  mixture,  but  such  other 
gases  may  be  of  like  specific  gravity  among  themselves.  This, 
for  instance,  is  the  case  with  respect  to  the  smoke  ga>es  of 
steam-generator  furnaces,  which  gases  are  mainly  made  u])  of 
oxygen,  nitrogen,  carbonic  oxide  and  carbonic  acid.  Of  tliese, 
the  first  three  are  of  nearly  the  same  specific  gravity,  approxi- 
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mating  that  of  atmospheric  air  =  i.  On  tlie  other  hand,  tlie 
specific  gravity  of  carbonic  acid  =---  i  52,  and  is,  therefore, 
about  one-half  heavier  than  atmospheric  air,  and  a  smoke-gas 
mixture  must  consequently  be  heavier  the  greater  its  contents 
of  carbonic  acid.  With  perfect  combustion  of  the  carbon  con- 
tained in  the  fuel  and  with  the  air  of  combustion  measured  in 
a  theoretically  accurate  manner,  the  carbonic  acid  of  the  smoke 
gases  amounts  to  about  20  per  cent,  of  the  total  volume,  but  it 
is  less  than  this  when  the  air  of  combustion  is  supplied  in  a 
larger  quantity.  If  now  the  zero  line  of  the  scale  has  such  a 
position  that  it  coincides  with  the  pointer  when  only  atmos- 
pheric air  is  present  in  the  gas  vessel;  if,  further,  the  end  line 
or  division  of  the  scale  has  such  a  position  that  it  coincides 
with  the  pointer  when  atmospheric  air  mixed  with  carbonic 
acid  to  the  extent  of  20  per  cent,  of  the  total  volume  as  deter- 
mined 1)y  a  chemical  analysis,  is  drawn  through  the  gas  vessel; 
and  if,  further,  the  scale  has  twenty  corresponding  divisions, 
then  the  movement  of  the  pointer  from  one  division  to  another 
will  correspond  to  the  ditt'erence  in  the  weight  of  the  gaseous 
mixture  in  proportion  to  the  percentage  volume  of  carbonic 
acid;  and  accordingly,  in  the  practical  use  of  the  apparatus, 
that  is  to  say,  when  smoke  gases  are  being  conducted  through 
the  gas  balance,  the  contents  of  carbonic  acid,  as  indicated  by 
the  pointer  in  a  sufHciently  accurate  manner  for  practical  pur- 
poses, may  at  any  time  be  read  off  from  the  scale  direct.  If,  for 
instance,  the  pointer  points  to  the  diviiiion  line  marked  J2  on 
the  scale,  this  would  indicate  that  the  smoke  gases  drawn 
through  the  vessel  contain  12  per  cent,  in  volume  of  carbonic 
acid,  that  is  to  say,  the  volume  of  the  latter  would  amount  to 
12  per  cent,  of  the  whole  volume  of  the  smoke-gas  mixture. 

If  the  smoke  gases  of  a  steam-generator  furnace  when  pass- 
ing to  the  chimney  have  a  temperature  of  270**  C  (or  518*  F.) 
and  12  per  cent,  of  their  total  volume  consists  of  carbonic 
acid,  the  loss  of  heat  amounts  only  to  about  15  per  cent.;  but 
if  at  t!ie  same  tem[)erature  the  carbonic  acid  contemn  amount, 
for  example,  to  only  4  per  cent,  of  the  volume  of  the  waste 
gases,  this  would  show  a  loss  of  heat  of  about  45  per  cent.,  due 
in  a  gnreat  measure  to  the  heating  of  an  excessive  quantity  of 
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air  for  the  combustion  of  the  fuel.  Hence,  it  results  that  the 
gas  balance  herein  described  is  of  great  importance  as  a  con- 
trolling apparatus  for  steam  generator  and  other  furnaces  and 
also  for  obtaining  the  specific  gravity  of  other  gaseous  mix- 
tures by  direct  weigh ine^. 

A  practical  test  of  this  instrument  was  made  by  the  investi- 
gating coniniiltee.  at  tlie  Baldwin  Locomotive  W  orks  in  this 
city,  with  the  results  <^iven  in  the  annexed  table.  The  boiler 
furnace  from  which  the  supply  of  gas  was  taken  was  one  in 
which  anthracite  coal  was  used,  the  boiler  was  of  the  Babcock 
&  Wilcox  manufacture,  and  its  furnace  setting  was  in  no  re- 


The  Arudt  "  Hcouoineter.** 


spect  different  from  their  ordinary  practice.  The  gas  analysis 
was  by  Prof.  Harry  F.  Keller,  Ph.D.,  of  this  city,  each  analysis 
.was  made  immediately  upon  the  withdrawal  of  the  samples  and 

at  the  place  where  the  other  tests  were  being  conducted. 

These  comparative  tests  satisfied  the  investigating  conmiit- 
tee  as  to  the  substantial  accuracy  of  this  instrument.  Tiie 
recorded  variations  given  in  the  annexed  tables  show  dis- 
crepancies so  trifling  that,  if  the  econometer  were  used  in 
the  management  of  steam-boiler  furnace  fires,  no  considerable 
loss  would  occur  by  reason  of  the  difference  between  the 
Vol.  CXLV.  No.  867.  14 


.  kj u.^  .d  by  Google 


210 


Report  of  Committee  : 


[J.  F.  1., 


econometer  reading'  and  tlic  clKinical  analysis.  A  saving  in 
fuel  would  result  because  of  a  better  and  mure  intellii^ent  man- 
agement of  lire  and  damper,  allowing  less  surplus  air  to  pass 
through  the  furnace  than  would  ordinarily  be  tlie  case. 

The  "Econometer"  works  continuously,  and  shows  auto- 
matically the  percentage  of  carbonic  acid  in  the  gases,  thus 
enabling  the  fireman  to  see  at  all  times  the  more  or  less  favor- 
able  conditions  of  combustion. 

The  claims  made  for  this  insiiunicn'i  lia\e.  in  the  opinion 
of  the  invcstit^ating  committe,  been  fully  sul)stantiated  in  its 
presence,  and  the  Franklin  Institute  therefore  awards  the 
Eliiott-Cresson  Medal  to  Max  Amdt,  of  Aix-la-Chapelle,  Ger- 
many. 

An  appendix  accompanies  this  report,  giving  some  theo- 
retical deductions  by  Max  Amdt,  on  the  subject  of  partial 
combustion.  Also  the  record  of  observations  and  gas  analysis 

relating  to  the  test  at  the  Baldwin  Locomotive  Works. 

Adopted  at  the  *^tated  meeting  of  the  Committee  on  Sci- 
ence and  the  Arts,  held  Wednesday.  October  1897. 

John  IWkkinbine,  PresidenL 
Wm.  H.  Wahl,  Secretary. 

Countersigned  by 

James  Christie, 

Chairman  of  the 

Conunitlcc  on  Science  and  the  Arts. 

APPENDIX. 

The  following  table,  accomi)anying  the  description  of  the 
'Econometer"  furnished  your  committee, shows  the  loss  of  heat 

and  fuel  with  from  2  to  15  per  cent,  of  carbonic  acid  gas  in  the 
combustion  gases: 
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I 


If  the  "Soanometer" 

shovra ........ 


i, 

^  i 


o 


Then  the  quantity  of 
air  puaiag  tluoagb 
tJie  Bum  \»  


With  a  surplus  supv»1y 
of  air  of  30  ptr  ctiil., 
or  alxjiit  10  . 1  cubic 
metres  of  necessary 
fiir  per  kilo  of  fi;rl. 
there  will  ftill  be 
a  furtlier  ezoew  of 
about   


9'5  6-j..,7 
i 


Aud  the  loss  of  fuel  at 
170°  C.  amounts  to  . 


65*6  4o"o: 


90  60 


10  I   II      12  I  i3 


Per  cent.  CfttboniC 
15  acid. 


rj'2  2S>  0 


1 52 


11*3 


I        '  I 
4$  I  36    30  26 

i  ! 


Times  the  theoretl- 

2  4  2  ;   i'V|i  7  ^'^  15  '  •t.i'.i    Citl  requirement*. 


I 


8-8 


5-6 


ao 


4-8 


18 


3.a  I  2'4 !  f6 


16  15 


0*8 


13 


CO 


Cubic  metres  of 
superfluous  air, 
heated  to  a  tem- 
perature of  ntu» 
ally  370°  C. 


la ;  Percent. 


One  kilogram  of  anihiacite  coal  of  medium  quality  re- 
quires theoretically  aljout  8  cubic  meters  of  atmospheric  air. 

If,  for  example,  in  the  case  of  a  steam  boiler  using  a 
medium  quality  of  anthracite,  the  econometer  shows  an  aver- 
ag^e  of  only  3  per  cent  CO2  (a  case  often  happening  in  prac- 
tice), then  the  volume  of  air  used  for  the  combustion  of  a  kilo- 
gram of  coal  and  the  almost  equal  volume  of  gaseous  smoke 
is  about  8  X  6-3  =  50*4  cubic  meters  reduced  to  the  tempera- 
ture of  o"^  C. 

If  the  atmospheric  air  passes  to  the  grate  at  a  temperature 
of  20^  C,  and  the  combustion  gases  leave  the  boiler  at  270^  C. 

the  difference  of  temperature  amounts  to  250  C,  then  the 
heat  carried  away  by  the  chimney  gases  (which,  on  an  average 
for  each  degree  centigrade  per  cubic  meter,  require  0  32  of  a 
heat  unit)  amounts  to  50  4  X  250  X  '32  =  4032  heat  units. 

Further,  if  the  anthracite  coal  used  has  an  actual  heat  value 
of  7.000  heat  units,  the  loss  of  heat  or  fuel  loss  can  be  calcu- 
lated at  about 

^?}ULl^..  =  58  per  cent. 
7,000 

If  wiih  the  same  tiring  and  with  a  larger  supply  of  air  the 
amount  of  carbonic  acifl  falls  to  2  per  cent.,  the  loss  amounts 
at  once  to  8  X  9*5  X  250  X  0  32  =  6080  heat  units,  or  about 

6,080  X  100  ^  8^  per  cent,  of  coal, 
7,000 
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Time. 


P.M. 

2.04 

!.<<:■ 
3.07 
2.07  H 
3.08 

«.o6H 
S.09 

9.10 


2.21 

2.2\  -  : 

3.22 

2.22^^ 

a.2j 
a.  24 

2.24^4 

a.  25^ 


S.40 
S.40K 
9.41  ^ 

a.42 

3  44 
244  J< 
2-45 

2.4-4 


3.00 

3.00J4 

3.01 

3.0s 

3<»M 
3.C3 

3<mK 
3.07 


Econom'tr 
RcadfDf. 


Per  Cent. 

3-  8o 

380 
380 

4  00 
4'oo 
4'oo 

4-  IO 
4*10 
400 
4'00 

Ai4rage. 

4*70 
4-0 

4:0 

465 

4>5 

3  40 
J'5 
3«o 

;v.i'' 

3*9I5 
Average. 

380 
3'8o 
39» 
3*90 
390 
4-00 

390 

3*9» 

3  to 

3-^' 

3  60 
350 


j  Average. 

8  00 
S  60 

9  10 
'  940 

960 

!     9  70 
900 

6'8o 

30 


JOQ 

8«o 

8  90 

9  00 
8  90 

8-52 
Average 


Gas  Analysis. 


Sample 
Taken. 


P.M. 

a  OS 


Per  Cent.  '  Per  Cent. 
402      1  14-95 


3.31 


4-84 


4  12 


'3-03 


9  06 


15*46 


I 
I 

t 

i  no  det  ' 

I 

I  • 


I 


Draft 
M'm. 


Memoranda. 


Fired  at  2  p.m. 

Stram  pressure  135  pounds. 
Fire  abont  7  iacbca  thidc. 


7m.n1 


\ 


»o  S5     ^    7  m.m. 


Fired  14c,  P.M. 
Stean  jet  blower  on  at  2.34 
5  mlnutra. 

Fired  3  V  w . 
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Timt. 


P.M 

3*34 

3  25 
3  26 
3.27 

3.2S 


3.40 
3  40>{ 
341 
3.4 1 H 
3-42, 
34aH 
3-43 
3-43^< 

3-44>4 

345 

3-45)^ 


354 

3-54Va 

3-55 

3-.*5>4 

3-5«> 

3-56« 

3  57 

3  57H 

358 

3-58 

3.59 

3  5Q'^ 

4.00 


I 


I 


Om  AMlytia. 


I 


Kconom'tr 
Rcadiag. 


Per  Cent. 

1 1  00 
1 1  00 
10  90 

10  Ho 
10  50 
lo  50 
io'40 
10  30 

lO'IO 

980 
970 
960 

10-38 
Average. 

870 
8-90 
8  80 
S70 
8-40 
7  90 
680 


5  50 
5>o 
4  80 
4 '60 

7  oa 

4'oo 
4'oo 
400 
400 
4-IO 

4*30 

4;5o 

S^o 

3 '3° 
300 
3-IO 

350 

4  00 

3  S57 

Average. 


Sample 
Taken. 


P.M. 


1-343 


1 3-57 


Carbonic 
Add. 


Percent. 


10*53 


Draft 
M'm. 


Oxygen. 


per  Cent. 


8  38     is  m.m. 


6*57         not  del.       7  m.m 


438 


1510 


Memoranda. 


Blower  on  3.15  p.m. 


PIred  3.36  t,u. 


Bluwer  off  3.42  P.M. 
Fired  3.44  p.m. 


[Note— The  "  Econometer  "  readings  inclo&cil  iu  braces  are  those  Ukeii  during  the  time  ol  draw- 
ing tbe  Mmplea  forehemlctl  annlyeia.] 
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GRAPHICS  OF  THE  THERMODYNAMIC  FUNCTION. 


By  Wmtam  Pox, 
AMUtant  Professor  of  Applied  Mathematics* 


On  reading  Professor  Thurston's  article  on  the  ^'Graphics 
of  Thermodynamic  Law/"^  I  thought  that  it  might  interest 
students  of  the  subject  to  see  that  g^raphics  can  be  applied 

even  to  the  mystical  iunction  <^  and  to  all  theoicms  depending 
on  it. 

We  start  with  equation  (9)  of  Dr.  Thurston's  article: 
dH=-K^  dt  +  / 

From  the  ''defining"  equation  of  a  gas,  p  v  =  R  t,  we 
readily  obtain 


and  hence 


and 


dH  =  K^  dt  ^  Rt'i^.  (3) 

V 


n  It  It 


(4) 


which  can  be  solved  only  when  we  know  the  law  of  vaiiation 
between  /  and  v,  or  when  either  /  or    is  constant. 
Dividing  equation  (3)  by  t,  we  get 

,        d  H  d  t    .       d  V 

=  7-=-^v        +  ^  (5) 

and 

^  ==  J  =       hyp.  log.  t  -r  R  hyp.  log.  v  ^  C 

=  hyp,  log,  (/^^       -I-  C  (6) 

=  hyp'  —        +  C 

''Jour.  J'rank,  /ns/.,  14:1,  27. 
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The  quantity  0  may  also  be  expressed  as  a  function  of 
p  and  V,  or  of  t  and  p: 

hyp.  log.  [R'-'^-I—y-^  C  (8) 

As  is  well  known. 

By  means  of  equations,  6,  7,  8,0  can  l)e  fonnd  if  any  two 
of  the  quantities  />,  v,  t  are  known.  If  a  curve  be  used  to  repre- 
sent a  series  of  changes  in  the  pressure  and  volume  of  a  given 
gas,  a  similar  curve  can  be  constructed  referred  to  t  and  4>  co 
ordinates,  representing  varying  values  of  /  and  f  correspond- 
ing to  the  diflPerent  values  of  p  and  v,  as  shown  by  the  curve. 

Tlie  transforming  equations  present.  li()\ve\er.  some  diffi- 
culty on  account  of  the  constant  of  intec:;ration  C,  wliich  deter- 
mines the  position  of  the  origin  of  co-ordinates.  Apparently 
<^  should  reduce  to  zero  when  p  or  v  is  equal  to  zero.  We 
then  have 

f  =  O  =  hyp.  log.  O  -\-  C  —  —  00  -\-  C  and  C  =  cso 

By  placing  the  origin  at  a  distance  C  from  the  true  origin 

at  infinity,  we  can  and  do  disregard  the  constant.   Besides,  all 

calculations  deal  with  differences  and  variations  of  the  func- 
tion 0,  rather  than  with  its  absolute  value. 
Hence 

y  =  owhen  t'-'  =  ^J=  //-^  =  i 

Heat  Absorbed  during  a  Series  of  Changes. — From  equatioa 
(5)  we  have 

// 

t  dip^  d  H  and  ff=ftdf  (9) 

This  can  be  integrated  when  the  law  of  variation  between 
/  and  ip  is  known,  or  when  either  I  or  f  is  a  constant. 
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Equation  (9)  can  be  represented  by  an  area  jnst  as  J*  />  V 
is  represented.  Let  us  assume  the  abscissas  to  correspond  to 
the  vahies  of  0  and  the  ordinates  to  represent  values  of  / 
{Fig.  I). 

In  adiabatic  expansion  the  value  of  H — ^the  actual  heat  at>- 
sorbed  during  expansion — reduces  to  zero,  and  hence 

//'=J*/</f>  =  oorf  =  constant. 

In  Fig,  J,  the  straight  line  A  B  represents  adiabatic  (isen- 
tropic)  changfes  between  limits  of  temperature  corresponding 

to  A  and  B;  the  straight  line  C  D  represents  isothermal 
changes  between  limits  of  <p  corresj)onding  to  the  points  C  and 
D;  while  tlie  Hne  E  F  may  represent  any  known  series  of 
changes  between  the  limits  of  f  and  t  corresponding  to  the 
co-ordinates  of  the  points  E  and  F, 


B 


I 
t 
I 
I 

:  i 


•  I 

I  < 


I  I 


I  I 


A  e  F 


The  areas  A  B  A\C  DC  D'  and  E  F  E'  F  represent  each 

the  quantity  of  heat  which  must  be  supplied  to  produce  the 
changes  represented  by  the  Hues  A  B,  C  D  and  E  F,  respec- 
tively, i  e,,  values  of 

r 

If  the  series  of  changes  take  place  in  the  opposite  direction, 
from  F  to  £»  from  an  initial  value  of  ^  to  a  smaller  final  value, 
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then  the  area  will  be  measured  m  the  opposite  direction  and 
will  be  negative.  It  will  then  represent  heat  which  must  be 
abstracted  from  the  changing  gas. 

Figs.  2  and  5  represent  corresponding  changes  in  p  and  v 
and  t  and  ^;  they  give  all  the  particulars  concerning  the  condi- 
tions of  the  gas.  P  (P')  is  supposed  to  be  the  initial  condition, 
while  P  I  {P'  /'),  P  A  (P'  A'],  I'  D  iP'  D'),  and  P  F  {P'  F) 
show  respectively  isothermal,  adiabatic,  isometric  and  isopies- 
tic  changes.  Line  F  C  (F'  C)  shows  that  heat  is  given  out, 
although  the  gas  is  expanding  and  doing  work;  while  line  P  B 
(P'  £')  is  absorbing  mechanical  energy  during  compression 
and  at  the  same  time  requires  a  supply  of  heat  energy. 


Heat  Required  during  Cycle. — A  cycle  of  operation  may  be 
represented  by  a  closed  figure  (Fig,  4). 

Draw  two  adiabaticsy''  andy  "  and  two  isothernials  /"  and  f 
tangent  to  the  given  area,  thus  circumscribing  it,  the  points  of 
tangency  being  the  points  ABC  and  D.  Let  the  changes 
follow  one  another  in  the  direction  indicated  by  the  arrow  in 
the  diagram.  The  area  A  B  C  <f"  wilt  represent  the  quantity 
of  heat  which  must  be  supplied  duiing  the  changes  from  A 
through  B  to  C,  This  quantity, 
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will  be  positive.  In  a  similar  manner  the  changes  from  C 
through  D  to  A  are  accompanied  by  a  production  or  evolution 
of  sensible  heat  represented  by  the  area  ^"  C  D  A  f'.  This 
area, 

will  evidently  be  negative.  The  algebraic  sum  of  these  two 
areas  gives  the  area  enclosed  by  the  irregular  line  A  B  C  D  and 
represents  the  total  amount  of  heat  which  disappears  as  ^heat, 
f.  e.,  is  absorbed  during  the  cycle  and  appears  as  mechanical 

energy  or  work. 


If,  therefore,  we  chose  our  units  in  the  two  diagrams  prop- 
erly, this  area  referred  to  /  and  (p  co-uidinates  will  be  exactly 
equal  to  the  area  of  the  diagram  of  a  cycle  of  changes  referred 
to  the  ordinary  co-ordinate  axes  v  and  p. 

Mechanical  Energy, — In  order  to  get  an  area  representing 
the  mechanical  energy  developed  during  any  changes,  such  as 
those  represented  by  the  line  in  Fig.  5,  we  proceed  as  follows: 
Area 

ij)'  A  B  C<i>'^  =Jtd<p  ^  II  =  K^jd  t  +  ^  /  ^ 

See  eq.  (4). 
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where 

mechanical  energy  developed. 

where  t'  is  the  initial  temperature  at  the  point  A\  and  is  the 
temperature  at  the  point  C,  the  end  of  the  changes. 

Draw  the  line  K^,  distant  from  the  axis  of  t  by  an  amount 
ccjual  to  K^'f  then  will  the  shaded  area  f     D  E  represent 

A\  (r  — O. 


Hence  from  equation  (4) 

jid^^  K^jdt  =  R  jt  ^=work 

and  area  f'  ABC^'*  +  area  f  t"  DE  =  Work. 

Here  we  assumed  f  greater  than  and  hence  the  area 
t*  t"  D  E  is  negative,  and  the  work  performed  is  really  the 

arithmetical  sum  of  the  two  areas. 

Passing  back  to  A  through  any  series  of  clianges  as  along 
the  line  through  F,  the  same  area  will  rc|)rc'sent  A'v  \  t'  —  t"), 
but  will  be  j)ositive  since  now  the  iinal  temperature  is  higher 
than  the  initial. 

Thus  during  a  cycle  represented  by  the  successive  changes 
along  ABC  and  then  back  along  C  F  A,th^  work  done  is 
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represented  by  the  area  enclosed,  A  B  C  F  A,  since  the  two 
equal  areas  E  t"  t'  D  with  opposite  signs  counteract  each  other 
and  disappear  in  the  result. 

It  is,  therefore,  evident  that  any  area  enclosed  by  Hoes 

reprcsentinpf  a  scries  of  changes  of  values  oi  c  and  /  is  equal  to 
the  coi  ie^|H  Miding^  area  enclosed  by  the  lines  representing  var)- 
ing  values  of  p  and  v  (Fig.  6). 

Areas?  A  BC^"  of  Fig,  5  is  equal  to  the  area  if'  A  B  C 
of  Fig,  6,  the  curves0'  and^"  being  extended  to  infinity;  and 
hence  the  latter  represents  the  quantity  of  heat  absorbed  dur- 
ing the  changes  along  the  line  ABC  (Theorem,  p.  303,  Ran- 
kine,  Steam  Engine,  etc.). 


^  - 


Fig.  6. 

The  Second  Law  of  Thermodynamics. — The  second  law  oi 
thermodynamics  can  now  also  be  represented  in  a  simple 
manner  (Rankine,  §  244,  p.  308).  In  Fig.  7,AB  represents  an 
isothermal  expansion  at  temperature  t;  and  the  area  A  B<f" 
represents  both  the  heat  absorbed  during  this  expansion  as 
well  as  the  mechanical  work  ]:)erf(  )rmcd. 

This  area  may  be  divided  inio  equal  parts  by  simply  divid- 
ing /  into  e(|nal  i)arts  and  drawing  the  isothemials  C  D,  E  F. 
etc.,  ABCD  =  CDFE  =  etc.  Hence  every  part  of  the 
temperature  affects  the  work  by  the  same  amount. 

Carnot*s  Cycle. — Fig.  8  represents  the  diagram  of  the  ele- 
mentary engine  (Carnot's  cycle).  The  area  {f  —  f)  —  f ') 
=  AB  C  D  IS  evidently  the  work  performed  during  the  cycle. 
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\\  hile  (f^A  B  tp'  =  f  {(p'  — (p")  leinesents  in  the  same  units  the 
quantity  of  heat  absorbed  during  and  hence  required  by  the 
cycle.  The  efficiency  of  this  engine  is,  therefore, 

Maximum  EfUciency, — Fig.  p  represents  tlie  dia^am  of  any 
engine,  and  the  circumscribing  rectangle  A  B  C  D  represents 
the  work  done  by  an  elementary  heat  engine  acting  between 
the  same  limits. 

The  efficiency  of  the  former  is  the  ratio:  (Inej^:.  area, 
E  F  G  H  I,  etc.)  ~-  f"  E  F  G  <f\  while  the  efficiency  of  the 


si 

I* 


B 


Figl  ^  Figs. 

latter  is  the  ratio:  A  B  C  D  /f"  A  B  f',  where  A  B  C  D  =: 
EFGH  +  EFA'\-FBG  +  GCH  +  HDEzndf*'A  Bf' 

^if'  EFGif"  -\-EFA-\-FBG. 

Subtracting"  from  l)oth  the  nuiuciatur  ami  the  denomi- 
nator of  the  fraction  A  B  C  D  /  f"  A  Bf'  the  same  quantity 
EFA-^FBG,yf^  get 

EF  GH  -ir  GCH  +  H  D  E 
E  FGf' 

which  is  less  than  the  original  ratio 

A  B  C  D 
f"AB^ 
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and  hence 

f "  E  F  Cr*  f ' 
is  still  less  than  the  same  ratio 

A  BCD 

if"  A  B 

(Note. — It  is  easily  shown  that  if  both  numerator  and  de^ 
nominator  of  a  fraction  whose  value  is  less  than  unity  be  de- 
creased by  the  same  amount,  the  resulting  fraction  is  reduced 

in  value.) 

We  thus  reach  the  conclusion  given  l)y  Rankine,  on  pagt? 
265,  266  and  267^  that  the  highest  possible  etticiency  between 


given  limits  t'  and  t"  is  the  ratio  A  B  C  D  /  f'*  A  B  ^ 
(f  —  f)  /  f,3nd  corresponds  to  the  efficiency  of  an  elementary 
heat  engine. 

Isodiabatic  Lines — Rc<^c)icrafor. — Fig.  10  represents  isouia- 
batic  lines,  which  appear  simply  as  lines  parallel  to  each  other. 
01  rather  as  lines  equidistant  at  all  points,  the  distances  being 
measured  parallel  to  the  axis  of 

Points  A  and  D  have  equal  ordinates  (temperature  t); 
similarly  B  and  B  correspond  to  the  temperature     ;  ^  B  and 
D  E  are  parallel.  Therefore,  the  areas  <f>'  A  B^>"  and  ^'"Z>  E  f 
are  equal,  and  the  same  quantity  of  heal  is  absorbed  in  chang- 
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ing  from  to  B  as  from  D  to  £,  f.  e.,  between  the  same  tem- 
peratures I'  and 

We  can  readily  show  that  isometric  as  well  as  isopiestic 
lines  are  isodiabatic. 

From  equations  (6)  and  (8),  wc  have 

fp  =  hyp,  log,         Rhyp.  hg.  v  -h  C 

and 

if  =s  hyp.  log,  t^^  4  AV/7/)      .  R  /  p  -T  C 

If  1/  is  constant,  we  get  the  logarithmic  curve 

iT^'  =  //j^.  log,  t^"  +  constant 

depending  on  the  value  of  v  (=  v'). 


For  any  other  value  v  (  ==  t/'),  we  get 

depending  on  v" . 

At  equal  temperatures^ 

f  v'  —  c  v"  =  C  —      =  consUnt. 

See  distance  A  B,  Fig,  11. 

Similar  reasoning  applies  to  lines  of  equal  pressure,  isopies- 
tic lines. 

The  area  enclosed  by  two  isothermals  and  two  is.  .liabatics, 

wliose  abscissas  differ  by  the  constant     — fg,  is  equal  to  the 
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rectangle  (/'  —  /")  (fi  • — c^).  This  is  evideiu  since  the  area 
is  niade  up  of  intinitesimal  areas  f  Ci  —  fa)  d  t,  which,  when 
added,  give  the  total  area  (f , —  f  t)  j  dt  =  (f^  —  f ,)  (f  —  T). 

Let  Fig,  12  represent  such  an  area  A  B  C  D*  Then  the 
efficiency  of  such  a  cycle  is  represented  by  the  ratio  A  B  C  D 
I  if'  ABC  if",  or  its  equal  A*  B  C  D'  I  A  B  Cif  \  provided 
all  tlic  heat  represented  by  the  area  c'  A  D  C  c"  is  lost  as 
avai]al)]e  heat.  If,  however,  the  heat  given  out  durini,'^  the 
changes  from  C  to  /)  he  taken  up  (absorbed)  by  a  **rcgenera- 
tor"  and  then  returned  or  re-suppHed  to  the  medium  while 
passing  from  A  to  B,  then  the  area  f D  C  ip"  represents  that 
heat.  To  find  the  efficiency  in  that  case  we  must  subtract  this 


area  from  the  denominator  of  the  above  ratio.  Since  the  lines 
A  B  and  D  C  are  isodiabatic.  the  area  y'''  D  C  if"  if'  A  B  tf'", 
and  hence  the  ethciency  will  be 


A'  BCD' 


A'  BCD' 


ip'ABC<p"^f"'  D  dp"       if'  A  B  CifX  ^  ^  AB  if"* 

A!  BC^D^  =  — 
ip*"BCif>*'  t' 

This  value  —  i")  /  t'  we  recall  as  the  maximum  possible 
between  the  given  limits  of  temperature  (vid.  Rankine,  §  273. 
etc.). 

We  notice  that,  theoretically,  the  successive  portions  of 
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the  regenerator  must  assume  the  decreasing  temperatures 
corresponding  to  the  successive  points  of  the  hne  C  D,  Dur- 
ing the  "regeneration"  the  temperature  of  the  medium  will 
change  in  the  reverse  order»  and  as  the  gas  passes  through  the 
regenerator  in  the  opposite  direction,  it  will  encounter  tem- 
peratures correspond!  111^  to  its  own.  Hence  a  transfer  of  heat 
is  j)(>N<il)le.  if  the  "'heat-capacity"  (specific  heat  and  mass)  of 
the  regenerator  is  high,  and  if  its  dilterent  portions  are  suffi- 
ciently "insulated"  from  each  other. 

If  the  lines  A  B  and  C  D  are  not  parallel,  changes  between 
eciuat  temperatures  will  require  different  quantities  of  heat 
^  td  If,  and  hence  a  complete  transfer  will  not  be  possible. 


• 

B 

c 

J  1 

/  r        -  — — 

1 

■  -  -j,' 

1 
1 

1 
1 
1 

1 

» 

1 

1  1 
1  > 
1  ' 
1  [ 
1  1 
1  1 
1  1 

if 

.  /  pplicaiiims, — ^The  advantage  of  the  I  f  diagram  is  the  fact 
that  it  I  ei>resents  by  finite  areas  both  the  work  performed  and 
the  lieat  suppHed  during  a  cycle  of  operations,  such  as  a  revo- 
lution of  the  hot-air  engine. 

The  discussion  may  be  matle  general.  1)ut  somewhat  more 
difficult,  by  insisting  on  the  value  d  p  /  d  t  instead  of  />  /  /  in 
the  original  equation,  and  introducing  molecular  internal  ac- 
tion, as  in  the  case  of  liquids  and  imperfect  gases. 

In  that  case  we  can  still  suppose  the  variation  of  f  to  be 
known,  and  we  can  still  construct  the  diagram  of  a  cycle. 
Vol.  CXLV.    No.  867. 
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Since  we  return  to  the  original  condition  of  the  riuid,  the 
enclosed  area  still  represents  mechanical  energy  developed 
and  the  area  f'  ABC  f"  (Fig,  5)  the  heat  supplied. 

Let  us  for  example  apply  the  t  f  diagram  to  the  steam 
engine: 

In  75.  the  curve  B  is  logarithmic,  and  represents 
the  changes  in  the  water  as  its  temperature  rises  from  that  oi 
the  feed  (^")  to  the  boiling  point  corresponding  to  the  pressure 
in  the  boiler  (f).  In  the  equation: 

if  —  A'v       /o^.  /  4-  f{iip  /  d  t)dv 


V  and  p  are  practically  constant,  and,  therefore,  d  v  and  d  f  I 
di  =  Oj  and  hence 

f  =  A',,  hyp.  log.  /, 

where  A.'v  - —  specific  heat  of  the  liquid. 

The  isothermal  from  B  to  C  shows  the  conversion  of  the 
water  into  steam.  The  heat  required,  area  ^ "  B  C  ^"'^  is  com- 
posed of  two  parts:  the  mechanical  work  of  expansion  of  the 
steam  from  the  \ohunc  of  the  water,  and  the  internal  nio'c- 
cr.lar  work  ot  disintegration  of  the  water  into  steam.  In  other 
words,  it  shows  the  latent  heat  of  evaporation  from  and  at  the 
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given  temperature  and  pressure.  The  adiabatic  C  D  gives  the 
most  efficient  reduction  of  temperature,  down  to  that  of  the 
feed  water,  D  A  shows  the  isothermal  recondensation  of 
the  steam.  Here  also  the  rectangle  A  D  <f>*"<f>'  includes  simul- 

taneousijy  ihc  energy  of  compression  and  that  of  reintegration 
into  water. 

The  efficiency  of  the  steam  engine  is  thus  seen  to  corre- 
spond very  closely  to  that  of  Carnot's  cycle.  Unfortunately, 
the  line  CI'  is  not  attainable  in  practice^  as  the  water  in  the 

expandinjBf  steam  causes  dissipation  of  energy  by  facilitating 

the  radiaiion  losses.  The  function  c  is,  therefore,  tliniinishcd, 
and  a  curve  similar  to  C  £  ensues,  yielding  a  much  smaller 
enclosed  area,  and  hence  lower  efficiency.  The  point  C  is  the 
cut-off,  and  the  point  F  may  be  used  to  represent  the  end  of 
the  stroke,  unless  the  expansion  is  continued  till  the  lower 
temperature  t**  is  reached.  F  G  may  then  show  an  isopiestic 
or  other  fall  in  the  temperatui  t,  as  met  in  reality. 

C  H  represents  the  lo.^aritlimic  curve,  showing  superheat- 
ing; f  —  Ky  hyf.  log.  /,  where  A'v  is  the  specific  heat  of  the 
steam-gas.  H  I  then  gi\'es  the  adiabatic  fall  in  temperature 
of  the  steam-gas.  f C  H  ^'^  is  the  additional  heat  required, 
and  C  H  I  Et  the  additional  work  performed.  The  economy 
of  sui)erheating  can  be  shown  to  depend  on  the  fact  that  the 
fall  in  temperature  can  be  more  closely  along"  the  adial)aiic 
line  H  I,  than  C  E  can  be  made  to  approximate  the  adiabatic 
CD. 

Lastly,  the  curve  C I  corresponds  to  saturated  steam  at  the 
various  temperatures.   It  is  seen  that  a  jacket  is  required  to- 

supply  the  additional  heat  measured  by  the  area  c'"  C I  f 

In  a  similar  manner  other  i(  ii)ics.  present  in  t,^  g^rcater  or  less 
difficulty,  can  be  illustrated  and  simplified.  Thus  comparisons 
between  different  types  of  engines  and  engines  using  different 
fluids  can  be  made  diagramatically,  because  the  figures  show 
both  the  work  performed  and  the  heat  energy  supplied,  and 
hence  also  the  efficiency.  On  the  other  hand,  the  /»  v  diagram 
gives  only  the  mechanical  energy  developed. 

College  of  the  City  of  New  York, 
New  York.  September  i,  1897. 
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CHKMICAI^  SECTION. 

SiaUd  Meeiing^  of  Tuesday^  January  i8,  1898, 

l)fL  Lee  K,  Frankel,  President,  in  the  chair. 

The  detection  of  SALICYLIC  ACID  ix  FOODS. 

(preliminary  note.) 

By  F.  A.  Genth,  Jr., 

In  the  examination  of  foods  for  salicylic  acid,  the  so-called 
distillation  method,  suggested  by  G.  Krause  and  fully  de- 
scribed by  Mr.  Mc£Iroy»  is  the  one  most  frequently  used. 

The  method  is  as  follows:  The  mass  i?  pulped  with  phos- 
phoric .icid  in  a  mortar,  water  added  li  necessary,  and  after 
some  tune  strained  ihroni^h  a  cloth.  About  50  to  75  cubic 
centimeters  of  the  liquid  is  then  subjected  to  distillation  and 
successive  portions  of  5  cubic  centimeters  each  of  the  distillate 
collected  and  tested  with  ferric  chloride.  If  salicylic  acid  has 
been  used  as  a  preservative,  it  will  be  distilled  with  the  water 
vapor,  and  give  a  violet  coloration  when  ferric  chloride  is 
added.  In  the  first  portions  of  the  distillate  no  reactions  may 
bo  obtained,  and  in  cases  where  only  very  small  amounts  of 
salicylic  acid  are  pre>ent  in  the  article  under  examination,  the 
reaction  in  the  last  portion  of  the  distillate  v,  ould  not  be  very 
marked.  The  methyl  ester  reaction,  which  is  likewise  recom- 
mended as  a  test  for  salicylic  acid,  cannot  always  be  obtained 
when  the  amount  present  is  small. 

No  other  substances  have  been  known  to  vield  distillates 
giving  similar  colorations,  or  any  reactions  interfering  witli 
that  for  salicylic  acid  under  the  above  circumstances. 

The  writer  has  recently  had  occasion  to  examine  a  series  of 
preserves,  such  as  jellies,  jams,  catsup,  etc.,  for  preservati\  es. 
Among  the  samples  subniitttf^  were  a  number  obtained 
through  the  courtesy  of  Food  Inspector  H.  J.  Hackett,  and 
were  known  to  be  free  from  salicylic  acid  or  other  preserva- 
tives. In  the  examination  of  these  latter  samples  according 
to  the  above  described  method,  a  color  reaction  similar  to  that 
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given  by  salicylic  acid  was  found  in  all  cases.  \\  hen  tested 
with  ferric  chloride,  the  first  portions  of  the  distillate  showed 
little,  if  any  coloration,  and  only  as  the  distillation  continued 
did  it  become  more  marked.  In  many  cases  the  distillation 
process  was  not  continued  to  within  the  last  10  cubic  centi- 
meters, but  was  stopped  with  o\  er  25  cubic  centimeters  still 
remaining  in  the  flask.  The  coluralion  in  (blute  solutions  was 
violet,  of  about  the  shade  and  color  of  similar  ferric  salicylate 
solutions;  in  more  concentrated  solutions  the  color  was  much 
redder  in  the  case  of  the  distillate  from  the  pure  food,  and  was 
found  to  effectually  hide  the  presence  of  small  amounts  of 
salicylic  acid,  when  added. 

The  nature  of  the  distillates  and  the  examination  of  food- 
stuffs for  salicylic  acid  will  be  further  investigated. 


CORRESPONDENCE. 

SCIENCE  AND  THE  SOCIETY  of  I  klENDS. 


The  Editor  Journal  Franklin  Institute: 

Sir: — In  his  recent  speech  at  the  Bishop  McVickar  ban- 

quet,  Mr.  Joseph  Wharton  dwelt  on  a  striking  fact,  known  to 
the  great  majority  of  our  citizens,  but  rarely  enij)hasizc(l. 
There  are  few  Penns\  h  aniaiLN  who  have  not  ol)served  Imw 
frequently  the  names  of  Friends  appear  in  the  management  ot 
our  railroad,  coal  and  iron  interests;  how  prominently  the 
influence  of  Friends  has  appeared  in  the'  workings  of  the 
Franklin  Institute;  how  the  Friends  have  quietly  and  per- 
sistently worked  for  the  advancement  of  science.  Mr.  Whar- 
ton forcibly  referred  to  the  debt  of  chemistry  to  John  Dalton 
and  the  obligations  of  eltciricity  to  Thomas  ^'ounq^.  lie 
might  have  added  that,  when  Geortre  Stephenson  \va»  louked 
on  as  a  crack-brained  empiric,  a  wealthy  Friend  advanced  the 
money  needed  to  help  the  infant  locomotive  on  its  way.  The 
influence  of  the  Friends  as  scientific  pioneers  is,  perhaps,  as 
decided  as  the  influence  of  the  Anglican  Church  on  ecclesiasti- 
cal music,  or  that  of  the  Scotch  Presbyterians  on  studies  of  a 
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nicUtjMix sical  character.  It  is  one  of  llie  facts  in  the  history 
of  industrial  science  which  no  student  can  fail  to  observe. 

The  reason  of  this  sdentific  aptitude  is  seldom  mentioned; 
but  an  adequate  cause  reveals  itself  to  the  investigator.  Bom 
in  a  rough,  fighting  age,  the  Society  of  Friends  found  the 
social  life  of  England,  indeed  of  the  whole  world,  leavened  with 
the  warlike  spirit.  The  famous  Friend  for  whom  this  Com- 
monwealth was  named  was  the  son  of  an  admiral,  and  to  thai 
fact  owed  a  larc^e  share  of  the  court  favor  which  he  enjoyed. 
During  the  tierce  wars  with  the  Dutch  in  Charles  ii's  time,  it 
was  almost  necessary  for  a  man  who  wished  to  fignre  in  society 
to  make  at  least  one  cruise  against  the  enemy.  The  younger 
sons  of  the  nobility  and  gentry  sought  eagerly  for  commissions 
in  the  army  or  navy.  A  drunken, brawling  soldier  or  sailor  was 
more  highly  esteemed  by  many,  perhaps  b)  a  majority  of  the 
coniniunity.  than  the  most  exemplary  baker  or  weaver.  It 
was  possible  for  a  runaway  apprentice  or  a  friendless  orphan  to 
rise  to  distinction  if  he  enlisted  in  the  ranks  or  before  the  mast. 
Xarl^orough  and  Shovel  rose  from  cabin  boys  to  admirals, 
From  forecastle  to  quarter  deck  was  no  unusual  change.  Cut 
off  from  war,  the  energies  of  the  Friends  turned  to  farming, 
iron  mining  and  various  industries  which  gave  opportunity  for 
the  talents  and  applieaiion  which  might  have  won  promotion 
in  fleet  or  army. 

Poor  boys,  with  no  relish  for  martial  pursuits,  with  studious 
habits  and  devotional  inclinations,  often  looked  to  the  Church. 
England's  annals  tell  of  many  a  bright  lad,  whose  craving  for 
knowledge  pleased  the  village  parson  and  the  country  squire. 
Such  boys  were  lielped  in  their  studies,  scholarships  made 
their  way  less  rugged,  and,  finally,  the  position  of  servitor  at 
one  of  the  universities  would  be  held  out  to  them.  It  recjuired 
patience  and  self-denial,  as  well  as  indu^-iry,  to  pass  through 
the  numerous  ordeals  of  a  poor  scholar,  but  it  could  be  done, 
and  George  Whiteiield  and  a  liost  of  others  did  it.  The  son 
of  a  mechanic  or  fanner  might  hope  for  a  country  vicarage  or 
a  headmastership,  he  might  become  tutor  in  a  nobleman's 
family  or  end  his  days  as  a  fellow  in  the  college  where  he 
wrestled  with  Aristotle's  logic  or  translated  St.  Augustine's 
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Confessions.  From  the  prize?  of  the  Church  the  Friend  could 
receive  nothing.  He  rejected  its  entire  system  of  worship  and 
government.  The  existence  of  a  settled,  paid  ministr>'  was  to 
him  a  stumbling  block,  and  his  scruples,  if  they  excluded  him 
from  cockades  and  garters,  also  barred  the  way  to  lawn  sleeves 
and  doctor's  hoods. 

Youths  for  whom  neither  the  camp  nor  the  chancel  pos- 
sessed any  fascination  saw  a  road  to  advancement  in  the  lec^al 
profession.  Blackstone  shows  his  apprehension  lest  the  1)ar 
would  be  largely  controlled  by  persons  who  had  not  received 
a  classical  education.  Industrious  boys  made  themselves  use- 
ful to  attorneys,  and  gradually  built  up  lucrative  practices. 
Steady  lads,  who  never  won  the  the  fame  of  Coke,  yet  rivalled 
him  in  the  severity  of  their  labors,  and  reached  a  gratifying 
degree  of  success.  The  I  Viend.  who  would  not  fight,  and  who 
would  not  read  the  "Rook  of  Conmioa  Prayer,  objected  to  an 
oath,  and  this  sern{)le  kept  him  ont  of  the  courts  and  bade  him 
entertain  no  hope  whatever  of  public  office.  A  host  of  public 
positions  tempted  other  men,  but  the  Friend,  who  refused  to 
swear  before  any  tribunal,  knew  that  law  and  politics  were 
not  for  him.  Generations  passed  before  he  was  allowed  to 
give  his  simple  affirmation  in  testimony  of  a  fact.  His  creed 
banished  him  from  the  normal  channels  of  ambition,  and  from 
the  favorite  annisement>  of  society.  Bear  bailing,  cock  fight- 
ing, the  prize  rinu^  and  many  of  the  sports  in  which  the  Merry 
Monarch's  courtiers  delighted  would  have  disgusted  the  fol- 
lowers of  Fox  and  Barclay.  It  was  almost  a  necessity  for  the 
Friends  to  hew  out  new  occupations  and  find  some  work  that 
might  test  the  capacities  of  their  young  men.  What  they  have 
done  in  botany  and  metallurgy,  in  mining  and  agriculture,  in 
chemistry  and  electricity  requires  a  volume  rather  than  a  news- 
paper article.  The  rea^^un  of  their  activity  in  scientific  pur>uiis 
is.  we  think,  to  be  found  in  the  facts  to  which  we  have  called 
attention. 

Roland  Ringwalt. 
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NOTES  AND  COMMENTS. 


THE  BBET-SUGAR  INDUSTRY. 

It  IB  gratifying  to  be  able  to  note  the  steady  growth  of  the  beet  angar 
nanufactiire,  which,  after  numeronB  frnitleaa  efforts  in  the  past,  now  a|ipean 
to  be  not  only  firmly  founded,  but  to  be  assured  of  a  mpid  growth.  At  the 
dose  of  last  year  there  were  in  operation  tn  the  United  States  nine  factories, 
as  follows:  Rome,  N.  Y.,  daily  capacity,  300  tons  of  beets;  Lehi,  Utah,  350 
tons;  Los  Alaniitos,  Cal..  350  tons ;  K<ldy,  N.  M.,  200  tons  ;  Chino,  Cal  ,  700 
tons  ;  Norfolk,  Neb..  350  tons ;  Grand  Island,  Neb.,  350  tons  ;  Alvarado.  Cal., 
50i)  tons,  and  Watsonville,  Cal  ,  i  000  tons.  The  Spreckels  interests  are  enj^airtd 
in  building,  at  Salinas,  Cal.,  a  factory  having  3,oco  tons  daily  capacity,  and  a 
dozen  other  new  factories  in  California^  Wiscondn,  Kentucky,  Iowa  and  Indi- 
ana are  projected.  This  industry,  perhaps  more  than  any  other,  except  the 
strictly  chemical  industriesi  is  dependent  upon  skilled  scientific  superintend* 
ence  for  its  successful  development,  and  the  circums'ance  that  American  capi- 
tsliits  are  still  largely  dependent  on  foreigners  for  the  machinery  and  skilled 
superintendence  demanded  in  the  business  has  proved,  thus  far,  a  serious 
obstruction.  These  difficulties,  however,  are  being  gradually  overcome,  and 
it  is  almost  safe  to  predict  that  a  few  venis  more  of  systematic  effort  will  suf- 
fice to  place  the  beet-sugar  iudustry  111  a  position  indepenueut  of  fore  gu 
assistance  for  its  development*  W. 


PROGRESS  IN  NAVAL  ARCRITBCTURE. 

The  past  year  witnessed  unusual  advances  in  the  construction  of  fast  steam- 
ships for  the  Atlantic  passenger  service.  In  this  field  the  honors  have  been 
cairied  off  by  tiie  German  shipbntlders,  as  the  reoord4xreaking  performanc*' 
of  tl|e  magnificent  Kaiser  Wilkelm  der  Crosse^  lately  put  in  service,  bears 

witness. 

This  superb  specimen  of  nar-fil  architecture  is  beiujEj  duplicated  in  a  sister 
ship,  the  Kaiser  FreidrUh,  which  has  just  been  launched,  and  will  lake  her 
place  in  the  fleet  of  the  North  C.erman  Llovd  line  in  the  course  ol  a  lew 
months.  The  tendency  to  increase  the  tonnage  of  freight  steamers  is  con- 
spicuously shown  by  the  recent  addition  to  the  fleet  of  the  Hamburg- American 
line  of  the  Pitmnylvania-AiM  first  of  several  similar  ships^with  a  length  of 
over  600  feet,  and  a  load*  line  displacement  of  more  than  23,000  tons.  Note- 
worthy in  the  field  of  shipbuilding,  also,  is  the  circumstance  that  the  *'  Wliite 
Star*'  line  has  now  in  course  of  construction  for  its  Atlantic  passenger  service, 
a  fast  steamer,  which  will  exceed  not  only  in  length  but  in  a  number  of  other 
details  the  liitherlo  uneriiialied  Gnat  Eastern. 

.\monj.;  the  novelties  iu  marine  construction  which  came  into  prominence 
last  year,  should  be  numbered  the  "roller"  vessels  of  Bazin,  in  France,  and 
Knopf,  in  Canada.  The  fundamental  idea  involved  in  the  designs  of  these 
vessels  is,  that  a  ship  will  advance  more  readily  by  rolling  over  the  surface  of 
the  water  than  by  forcing  her  way  through  it.  The  trials  of  these  marine 
novelties  failed  to  justify  the  views  of  their  inventors. 
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BLBCTRIC  RAILWAYS  OP  EUROPE. 

L  ' Induslrie  Electriquc  has  just  published  a  complete  list  with  details  of 
the  dectric  taUways  now  oi»enitiiig  on  the  Continent  of  Europe  and  Great 
Britain.   The  which  we  print  herewithp  diows  that  Germany  is  far 

ahead  of  any  other  European  country  in  both. the  nnmber  off  electric  railviays 
and  in  the  length  of  mileage,  etc.  It  is  interesting  to  note,  also,  that  Ger- 
many has  four  roads  using  storage  batteries,  and  France  five  sucli  roads. 

Switzerland  also  makes  a  very  j^ood  comparative  showing.  Consiilering  the 
number  and  density  of  the  population  of  Europe,  that  continent  ought  to  be  a 
veritable  paradise  for  manufacturers  of  electric  railway  apparatus : 
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RAILWAY  CONSTRUCTION  IN  1897. 

The  Railway  /I Chicago  makes  tlie  following  statement  regarding 
new  railway  lines  built  in  the  United  States  in  ib97  : 

While  the  year  1897  has  shown  larger  railway  earnings  and  better  business 
conditions  than  ita  immediate  predecessors,  the  marked  improvement  in  the 
financial  ontlook  did  not  begin  early  enough  in  the  year  for  the  completion 
of  many  new  railway  nndertakinga,  and  so  it  now  appears  that,  although 
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much  oonatniction  work  is  under  way,  the  mileage  of  track  actually  )*id  i* 
but  little  greater  than  that  for  the  preceding  year. 

The  lowest  poiat  in  twenty  years  in  respect  to  railway  building  was 
reached  in  1895,  when  only  1,803  were  added,  and  1897  b^s 

done  a  little  better,  the  total  now  reported  to  us  being  1,864  niiles.  Califor- 
nia staiuls  first  with  210  miles  laid  on  different  roads,  and  no  track  was  laid  in 
New  Hampshire,  Rhode  Island,  Connecticut,  Mary  land,  Kansas,  Nebraska, 
New  Mexico,  Indian  Territory,  Arizona,  Wyoming  and  Nevada,  and  five 
others  barely  escaped  from  this  category.  At  the  commencement  of  1898  the 
United  States  will  have  184,464  miles  of  completed  railway. 


SlrKCTRICAL  PROGRESS. 

On  the  threshold  of  the  new  year  Mr.  Tesla  announces  certain  important 

advances  in  vacuum-tube  lighting.  lie  appears  to  have  succeeded  in 
increasing  the  intensity  of  the  liufht  obtainable  from  ihcst-  tubes  of  highly 
rartfied  gas,  many  hundred  aii<l  even  thousand  times,  and  believes  that  he  is 
still  far  from  having  attained  the  limit  in  the  amount  of  light  producible  by 
this  method.  With  this  increase  in  intensity  of  the  light,  he  claims  to  have 
effected,  also,  a  notable  increase  in* economic  efficiency.  While  the  deUils 
of  the  system  have  not  yet  been  disclosed,  the  improvements  realized  are  said 
to  have  been  achieved  by  the  gradual  perfection  of  the  means  of  producing, 
economically,  harmonical  electrical  vibrations  of  extreme  rapidity.  In  a  com- 
munication on  the  subject  which  has  just  appeared  in  the  £lectticai  Rd  icw. 
a  phr)tograph  is  shown,  made  on  an  exposure  of  two  seconds,  with  the  Itj^ht 
of  one  of  those  tubes  havinj^  an  intensity  of  i  ,(>)o  candles.  This  picture  is  re- 
markable for  the  strong  contrast  of  the  lights  and  shadow.s.  suggesting,  in  this 
respect,  the  well-known  "flash  light"  photograph.  The  be^iring  of  these 
important  advances  on  the  subject  of  lighting  in  general  is  obvious. 

The  experiments  of  I#ieutenant  Squier  and  Dr.  Crehore*  who  have  made  nse 
of  the  alternating  current  and  specially  designed  receiving  and  transmitting 
devices  to  utilise  high  speeds  in  telegraphing,  have  attracted  much  attention. 
The  capabilities  of  their  method  have  been  put  to  test  by  Professor  Preece,  the 
Director  of  the  Telegraphs  of  the  British  Government,  and  theresttlts,  which 
will  shortly  appear  in  the  Journal,  are  highly  encouraging. 

The  name  of  Marconi,  an  Italian  experimenter,  also  figured  conspicu- 
ously in  the  electrical  journals  in  connection  with  the  problem  of  telegraph- 
ing without  the  use  of  wires.  It  has  been  stated  that  by  the  method  employed 
by  this  investigator  he  has  succeeded  in  transmitting  intelligence  over  a  dis- 
tance of  eight  miles  without  the  use  of  wires.  For  this  purpose  Marconi 
utilizes  the  Herzian  vibrations.  His  system  has  also  been  made  the  subject  of 
special  investigation  by  the  British  telegraphic  service. 

No  radical  changes  in  telephony  were  introduced  last  year,  but  numerous 
THM^rovements  affecting  the  efHcieucy  and  economy  of  the  service  have  been  in- 
troduced. There  w  as  also  a  considerable  extension  of  the  long-distance  system. 

The  rapid  growth  of  independent  telephone  lines  during  the  past  year  is 
the  most  noteworthy  incident  in  connection  with  the  subject.  The  innovation 
has  been  confined  principally  to  the  smaller  cities  of  the  country,  whidi  have 
heretofore  been  without  the  advantages  of  the  telephone,  but  it  is  rapidly 


Diyiiizeo  by  Google 


Marcht  1898.]  NoUs  and  Omnunts. 


235 


extending  to  the  larger  cities.  The  Western  Electrician  meTitioiis  among  the 
Isrger  municipalities  tliat  have  been  supplied  with  an  independent  telephone 
service,  Detroit,  Fort  Wayne,  Mobile,  Sacramento.  Cleveland,  Baltimore, 
Newark,  Richmond,  Norfolk,  and  others.  A  large  aiuount  of  capital  is 
already  invested  in  independent  telephony ;  about  1,100  ezdumgee  are  in 
operation  and  in  coune  of  constmction,  and  2o»ocx>  miles  of  toll  lines  owned 
by  the  independent  companies  are  completed,  while  many  thousand  miles  of 
line  are  in  process  of  construction. 

The  substitution  of  electric  traction  for  steam  traction  on  suburban  lines 
his  niado  steady  progress  dnrinj?  the  year  just  passed,  and,  in  connection  with 
this  phase  of  the  subject,  the  experiments  made  by  the  New  York,  New  Haven 
and  Hartford  Railroa(l  on  otic  of  its  branches,  with  the  third-rail  system,  has 
been  widely  commented  on,  and  geuer.*lly  with  favor,  as  portending  the 
ipcadnat  adoption  of  election  traction  for  oerbdn  fbnns  of  heavy  suburban 
traffic.  The  announcement  made  within  the  past  few  days  that  the  elevated 
railways  of  New  York  are  to  be  equipped  with  this  system  as  soon  as  the 
change  can  be  made  from  steam  to  electficity»  is  another  evidence  of  the 
tendency  in  this  direction. 

Tn  electric  power  transmission  there  has  been  a  decided  advance  during 
the  past  year,  not  only  in  the  United  States,  but  also  in  European  countries. 
The  Niagara  plant  has  nearly  doubled  its  former  output,  and  the  extension 
of  its  service  to  Builalo  is  worthy  of  special  meutiou. 

The  great  extension  of  the  introduction  of  the  electric  motor  for  miscel- 
laneous uses,  especially  for  the  direct  operation  of  machinery,  b  one  of  the 
most  significant  facts  bearing  on  the  future  of  this  type  of  prime  mover. 
For  driving  elevators,  printing-presses,  blowing  and  exhaust  apparatus,  ma- 
chine tools,  etc.,  and  especially  for  transmitting  power  where  the  work  is 
intertnittent  in  character,  the  econom}*  and  convenience  of  the  electric  motor 
have  gained  for  it  general  recognition.  W. 


METAL  AND  MINERAL  PRODUCTION  OP  THH  UNITED  STATES 

IN  1897. 

The  Engineering  and  Mining  Journal  places  the  total  value  of  the  mine- 
ral and  metal  production  of  the  United  States  at  over  5762,000,000.  The 
values  given  in  the  Jonrnara  statistical  tables  are  of  the  products  in  their 
crudest  forms— coal  at  the  mine,  coke  from  the  ovens,  pig  iron  from  the 
furnace,  etc.  It  is  noted  that  the  value  of  the  annual  product  of  the  United 
States  in  1897  exceeds  that  of  any  previous  year ;  also,  it  greatly  exceeds 
that  of  any  other  country,  and  nearly  equals  that  of  all  Europe. 

The  Joumai  says :  **  The  production  of  1S97  emphasizes  not  only  the  great 
total  value,  but  also  the  immense  variety  of  the  mineral  production  of  the 
United  States  Not  only  is  this  country  the  largest  producer  of  iron  and  steel, 
of  copper,  of  lead,  of  silver  and  of  gold,  but  almost  every  mineral  and  metal 
known  to  roTnmerce  is  found  within  our  borders,  and  is  mined  or  prepared  in 

some  tjuanlity." 

We  give  from  tiic  haine  authority  a  few  only  of  the  more  important  ^^tems  : 
The  production  of  gold  iu  the  United  States  in  1897  was  2,685,000  line 
ounces,  valued  at  jh55, 498, 95,0,  an  increase  in  value  of  about  two  and  a  quarter 
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xnilliou  dullars  over  1896.  The  State  of  Colorado,  it  is  worth  not: ng,  largely 
increased  its  gold  production  and  now  has  the  largest  output  of  any  State  in 
the  Union.  The  iirodnction  of  silyer  amounted  to  56,1 17,000  ounces,  of  the 
value  of  |33,5S7>966,  a  decreaae  of  about  two  million  ounces  in  quantity,  and 
of  about  five  and  a  half  million  dollars  in  value,  as  comjiaftd  with  1896. 

The  production  of  copper  in  1897  reached  475,338,340  pounds,  an  incresse 
of  nearly  eight  million  pounds  over  1896. 

The  output  of  lead  was  191,  532  short  tons,  valued  at  about  ^14, ooo,oco,  a 
substantial  increase  over  the  previous  year. 

The  aluminum  industry  received  a  decided  impetus  last  year,  the  produc- 
tion rising  from  1,300,000  pounds,  valued  at  20,000,  in  1896,  to  4,000,000 
pounds,  valued  at  11,542.240,  in  1897. 

The  output  of  coal  was,  In  round  numbers,  194,500,000  tons,  of  which 
49,500,000  tons  were  anthracite  and  145,000,000  bituminous.  The  aggregate 
value  of  thi  ^  p  roduction  was  |ao5,5oo,ooo.  Large  as  this  output  is,  it  is  still 
below  that  of  Great  Britain. 

Of  coke  we  produced  11,774,000  short  tons,  of  the  value,  in  round  numbers, 

of  f  2I.500,COO. 

Of  iron  ore  our  production  was  17,846,000  tons,  of  which  12,550,000  tons 
was  from  the  Lake  .'superior  region. 

The  production  of  pig  iron  was  9,491,796  tons,  a  large  increase  over  1896, 
and  the  Uu^t  output  ever  before  reported.  The  figures  for  the  prodnctloa 
of  steel  are  not  yet  available,  but  they  will  probably  reach  6,50o,coo  tons. 
Noteworthy  is  the  circumstance  that  the  production  of  open>hearth  sAed  is 
advancing  rapidly  and  at  present  forms  about  25  per  cent,  of  our  total  pro* 
duct.  All  of  this  form  of  steel  is  used  in  structural  work  of  various  kinds. 
Other  notable  items  in  connection  with  the  iron  and  steel  industries  are  the 
sxiccessful  inauijuration  of  the  basic  steel  prot  rss  \x\  the  Birmingham  disiric! 
in  Alabama  ;  the  adoption  of  the  improved  Hotlmau  coke  ovens  by  od*;  01  ihe 
laxigest  Pennsylvania  steel  works,  and  the  tendency  on  the  part  of  the  great 
iron  and  steel  works  towards  the  enlargement  of  the  sise  and  capacity  of  blast 
furnaces,  and  the  reduction  in  all  directions  of  costs  of  production  by  the 
adoption  of  improvedmethods  of  handling  material.  The  direct  consequence 

these  circumstances  and  the  concentration  of  the  business  of  mining  and 
transportin^nr  ores,  is  seen  in  the  fact  more  generally  known  that  the  variot!^ 
finished  jjroducts  of  iron  and  steel  are  now  made  in  the  United  relates  more 
cheaply  tlian  in  any  other  countr\'.  The  development  of  a  considerable  and 
and  constantly  growing  export  trade  in  these  products  is  one  of  ihe  most 
creditable  and  gratifying  symptoms  of  our  present  industrial  situation. 

A  decided  increase  in  the  domestic  production  of  tin  and  teme  plates  in 
1897  is  a  gratifying  fact  to  notice.  Special  Agent  Ayer*s  report  shows  the 
production  during  the  fiscsl  year  ended  June  30, 1897,  was  446,982,063  pounds, 
of  which  about  88  per  cent,  was  of  the  dsss  weighing  lighter  than  63  pounds 
per  I  no  square  feet. 

This  is  an  mcrease  in  production  of  nearly  140,000,000  pound'*  or  nver  1^ 
per  cent  .  as  comjiared  witli  1S96.    The  total  importation  durinj^  the  year 
344,4Q7.6oi  pounds,  and  the  exportation  for  the  same  period  159,946,  ijio 
pounds,  making  the  net  imports  105,161,471  pKiunds.    The  production  of  the 
United  States,  therefore,  was  more  than  four«fifths  of  the  entire  consumption. 
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The  ASisnMl  capacity  of  mills  completed  and  in  procctt  of  cotiatnicttoii, 
June  30, 1097,  i*  Mdd  to  be  about  ^,000,000  pouada,  Tlie  pcodnction  of  black 
plates  aggregated  436,43^1055  pottndsr  an  incKeaae  for  the  year  of  103,413,337 

pounds. 

The  permanent  establi^luripnt  of  this  ini7)ortant  industry  is  now  an  accom- 
plished frict.  and  it  is  even  asst  rit  d  with  confidence  that  within  a  very  few 
years  American  manufacturers  will  have  succeeded  not  only  in  fully  supply- 
ing our  domestic  requirements,  but  also  to  compete  in  foreign  markets  for  the 
disposal  of  a  copsidenible  surplus.  W. 
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The  Entropy-Temperature  Analysis  0/  ^tam  Engine  Ej^dencies,  jvitha 
Blank  Diagram  Arranged  for  F a Application  (o  anv  Cnnnrte  Ofxe. 
By  Sidney  A.  Reeve,  M.E.,  Adjunct  Professor  of  Steam  iiugiueering  at  the 
Worcester  Polytechnic  Institute,  New  York.  Progressive  Age  Furnishing 
Company.   1897.  Twenty  pages. 

We  have  long  been  using  hydraulic  analogiet  for  forming  eoneeptions  of 

electrical  phenomena.  The  first  half  of  Mr.  Reeve's  ho6k  |pves  us  a  welcome 
hydraulic  aiialopy  for  the  cycle  of  a  heat  engitie.  He  represents  the  working 
substance  of  the  engine  as  a  water«wheel  carrying  buckets  full  of  entropy 
from  a  high  level  to  a  low  one. 

In  the  second  part  of  his  book  he  gives  a  very  elegant  graphical  solution 
of  the  problem  of  changing  an  ordinary  pressure»volume  indiaitor*Gard  into 
a  tempersture-eatropy  diagnm.  The  wious  losses  in  the  cylinder  are  then 
detennlned  faom  this  diagram. 

Temperature-entropy  diagramsi  have  been  attracting  much  attention  lately, 
but  Mr.  Reeve's  method  involves  less  labor  than  any  other  that  we  have  seen. 
It  may  he  performed  by  one  inifamiliBr  with  the  calculus.  Other  article*;  on 
this  same  subject  have  appeared  during  ihe  last  few  years  iu  London  i^n^i- 
meering,  for  December  i  and  ao,  1895,  and  for  January  j  and  August  14, 
1396.  The  question  was  treated  at  the  spring  meeting  of  the  American  Society 
of  Mechanical  Bngineeis,  in  the  discussion  of  the  paper  on  "  Adiabatics.  A 
more  extensive  treatment,  by  Prof.  M.  J.  Bonevin,  of  the  University  of  Ghent, 
may  be  found  in  the  Revue  dt  Miekanique^  January  to  June,  1897. 

E.  T.  C. 
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[I^oceedings  of  the  siaUd  meeting  held  Walnaday,  February  i6,  iSgS.] 

UAI.L  OF  THK  Franklin  Institl-te, 
Phii^adeu'Hia,  i'ebruary  i6,  189&. 

Mr  Hbmrv  R.  Ukyi^  in  the  Chair. 

Present,  78  members  and  visitors. 
Additions  to  membership  since  last  rejiort  ,14. 

The  resignations  of  Messrs.  George  H.  Frazier  and  Samuel  M.  Vauci.iia 
from  the  Board  of  Managers  were  filled  by  the  election  of  Messrs.  Stq)bea 
Greene  and  Henrj'  Howson. 

Prof.  L,.  F.  RondincUa,  Chairman  of  the  Coiniiiittee  on  Science  and  the 
Arts,  gave  a  brief  resumi  ol  the  Committee  s  work.  He  called  atieuiion  lo 
the  fact  that  the  condition  of  the  several  medal  trust  funds  controlled  by  tlie 
Institute  would  warrant  the  grant  of  a  considerablj  greater  number  of  socb 
awards  than  the  Institute  had  been  giving  during  the  past  few  years.  It  ivoDld 
be  a  great  help  to  this  end  if  the  members  of  the  Institute  would  recommend 
to  the  Committee  on  Science  and  the  Arts  subjects  for  the  investigation  in  tfce 
form  of  discoveries,  invention^  eJc,  of  sufficient  merit  t'>  ^>c  deserving  of  such 
recojynition.  The  cliairman  earnestly  recjucsled  the  members  to  assist  the 
Committee  liy  transmiltiiig  snj^;.,'estions  of  this  nature  through  the  Secre'ary. 

The  paper  of  the  evening  was  presented  by  Dr.  Leonard  W  aldo,  of  Bridge, 
port,  Couii..  on  *' The  Evolution  and  Present  Manufacture  of  the  Americu 
Bicycle."  The  paper  was  proftisely  illustrated  by  means  of  models  of  ma- 
chines of  various  types  dating  from  the  early  part  of  the  present  centmy 
down  to  the  most  improved  types  of  the  present  time,  and  by  numerous  lao* 
tern  slides,  exhibiting  the  historic  development  of  the  bicycle  and  the  eM-o-  ^ 
rate  and  refined  processes*;  of  manufacture  employed  in  the  representative  1 
American  factory  devoted  to  this  industry. 

At  the  close  of  the  paper,  the  thanks  of  the  meeting  were  voUU  lo  L>r 
Waldo  for  his  interesting  and  extremely  valuable  communication,  which  w&s 
referred  for  publication  in  the  Journal,  and  the  subject  was  referred  to  the 
Committee  on  Science  and  the  Arts  for  investigation  and  report. 

Adjourned.  Wm.  H.  Wabl,  Secretary. 


COMMITTEE  on  SCIENCE  and  the  ARTS, 


{^Absirud  of  proceedings  0/  the  stated  meeting  held  Fetmarf  ^,  189B.] 

Mr.  James  Christik  in  the  cliair. 

Prof.  F.  Rondinell  I  was  elected  Cliairman  of  the  Comnntiee  fortbe 
year  189^.  and  assumed  the  chair.  The  retiring  chairman  received  a  vote  01 
thanks  for  his  services. 

Reports  on  the  following  subjects  were  considered  : 
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March.  iHgS.]  Scunce  and  the  Arts,  239 

Franklin  Institute  Grand.  Medat.^'T^r^tt  discussed  and  held  vadtrr 
advisement. 

IVavt  Mifiors.—'HtaTy  I^oUgesell,  Philadelphia.  Referred  back  to  sub- 
coomittee. 

The  following  were  adopteil : 

Compnund  Locomotive  /:>xr/«'"  — Clifton  L.  Reeves,  Trenton,  N.  J. 

Abstrai  r^This  invenlinn  is  the  subject  of  V.  S.  Letters-patent  No. 
585,331,  June  29,  1897.  It  describes  a  4-cyliuder  engine,  two  of  which  are 
inside  and  two  outside  the  frame.  In  the  one  described  the  high-pressure  cyl- 
inders are  outside.  The  ccanks  are  set  opposite  each  other  for  each  high-  and 
lowpressure  cylinder.  The  engine  ia  supplied  with  the  regulation  balance 
valveSp  vacuum  valves,  live-steam  valves,  etc.,  all  of  which  are  well  known  in 
locomotive  practice.  The  report  concedes  neither  substantial  novelty  nor 
utility  to  the  invention.  [Sub-CommiiUe.—Htnxy  F.  Colviu,  chairman ; 
Wilfred  Lewis,  Wm.  Penn  Evans.] 

Steel'lined  Aluminum  Culinary  Ware. — Romaine  C.  Cole,  New  York. 

ABSTRACT.— This  invention  (see  U.  S*  Letters-patent  No.  S^aJ^s,  January 
30, 1897)  describes  a  culinary  vessel  consisting  of  two  metals,  sheet  steel  snd 
aluminum,  drawn  or  stamped  one  within  the  other,  the  aluminum  forming 
the  inside  and  the  steel  the  outside  of  the  vessel.  The  advantages  claimed 
hy  the  inventor  are,  substantially,  that  to  enable  a  vessel  to  rook  quickly  and 
to  prevent  scorching  or  b\irninj^  of  the  food,  the  walls  of  the  vessel  should  1  e 
of  two  or  more  layers,  the  outer  one  having  a  lower  specilic  heat  and  lower 
thermal  Gondnctivity.  Hence  bis  proposal  to  form  such  vessels  of  the  t«o 
metsis  above  named  in  the  manner  above  described. 

The  report  of  the  CcHnmittee  is  unfavorable  to  the  invention  for  the  fol- 
lowing reasons : 

{l\  Want  of  novelty  ;  the   stamping  or  drawing  of  one   metal  within 
another  for  snbstantially  similar  j  urpost  s  bein^'  fully  disclosed  in  U.  S. 
Patent  No.  60,770.  January  1,  kS67,  to  Phillip  P.  Meyer.    \2)  The  claim  to 
advantage  on  the  score  of  using  nietuls  of  different  specific  heats  is  den- ed, 
and  that  of  the  beneficial  effect  in  preventing  scorching  or  burning  of  food, 
it  is  affirmed,  can  be  realised  equally  as  well  with  vessels  made  from  a  single 
layer  of  aluminum.    This  advantage,  admitting  that  it  exists,  does  not 
depend,  therefore,  on  the  vessel  being  made  of  sovr  ral  layers.     (3)  The 
report  finds  the  vessels  mechanically  defective,  in  that  there  does  not  exist  in 
the  samples  submitted  for  examination  the  "  intimate  contact"  claimed  ss  a 
feature  of  the  invention  ;  neither  did  they  exhibit  the  needful  water-tight 
connection  of  the  metals  at  the  rim.    "Both  air  and  water,  therefore,  enter 
between  the  two  layers  forming  the  vessel,  and  when  the  latter  is  heated  the 
bottom  is  deformed  by  the  gsses,  tending  to  the  destruction  of  the  vessel.*' 
.(4)  There  appears  to  be  no  advantages  in  these  vessels  over  those  of  p'stn 
sheet  alnminnm  on  the  score  of  cost.    T'or  these  reasons  the  report  is  rot 
favorable  to  the  inventor's  claim  to  novelty  and  utility.    \^Sub-Lonj>ni((t  e. — 
Charles  James,  Chairman ;  Geo.  C.  Reese,  Joseph  Richards,  Oberlin  Smith.] 
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SECTIONS. 

Chemicat,  Section.  ^.S7a/frf  Meeting  \k€iii  Taeaday,  February  istli*  Or. 

Lee  K.  Frankel  in  the  chair. 

Mr.  Edward  H.  Kariishaw,  Chemist  to  the  United  Gas  Improvement  Com- 
pany, presented  a  paper  on  "The  Chemical  Composition  and  Analysis  of 
Water  Gas."  The  paper  was  freely  discussed,  and  was  reported  for  pobiictr 
tion. 

Electrical  Sfc,c  iiON.—5/«/^//  Meeting  held  Wednesday,  February  2jd, 
Mr.  Walter  E.  Harrington  in  the  chair. 

Mr.  Ueibert  I^aira  W«bb,  of  New  York,  pfteeentcd  a  paper  on  **  The  Tde* 
phone  Bxchaoge,"  Ulnstnted  with  nnmeioiu  lantern  slidca.  Refiemd  far 
pnUication. 

MiNiivc  AND  VLKtAwmoiQikh  SECTION.— Sltoilnf  Meeting  hdd  Wedoea- 
day,  Pebniary  9th,  Mr.  A.  B.  Onterbridge,  Jr.,  in  the  chair.  Mr.  Paul  Kveiia> 
poitttner,  Teating  Department,  Pennsylvania  Raihoadt  Altoona,  Pa.,  read  a 
paper  entitled  "  The  Practical  Aspect  of  Present  Methods  of  Testing  Iron  aal 
Steel,"  illustrated  with  the  aid  of  lantern  slides  and  specixnen  test^pifiCHL 
Discussed  and  referred  for  publication. 

Special  Meeting  oi  Tliuisday,  February  24th.  This  was  a  joiTit  meeting 
of  the  Section,  and  the  Nuniism  itic  and  Antiquarian  Society  of  Philadelphia, 
Mr.  A.  E.  Oulcrbridge,  Jr.,  iu  the  chair. 

Captain  E.  L.  Zalinski,  U.  S.  A.,  presented  a  communication  on  **  Japan* 
ese  Swords.'*  The  sul^ect  was  illustrsted  by  the  exhibition  of  a  nnmber  of 
these  weapcms,  among  them  several  of  veiy  ancient  date.  The  paper  elicited 
considerable  discussion,  and  was  referred  for  publication. 
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Noticb! 


Tlie  following  Reports  of  the  Examiners  of  the  International  Electrical  bxhibition 
of  the  Franklin  Institute,  held  in  1884,  have  been  published  in  pamphlet  form,  ana 
will  be  mailed  to  any  address  on  receipt  of  the  price  named.    Address  orders  to 

Actuary  of  the  Frankun  Institute, 

PhOadelphia,  P*. 
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Sect.  V,  VI  and  VIII.— Electric  Lam^w,  Carbons  for  Arc  Lamps,  

**  X. — Boilers,  

**  XI. — Steam  Engines,  

XII.— Gas  Engines,  

XIV  and  XVI.— Halteries.  .   .  ...   

XVIII.— Underground  Conduits,  ....   

XIX.— Electric  Telegraphs.    .  .   

XXI.— P'ire  .ind  Burglar  .Marms,  etc.,  

XXII.— Electric  Railw.ny  SignaHng  Apparatus,  

XXIII.  — Electro-Medical  Apimatus,  

XXIV.  — Electro-l)enial  Apparatus,  ,  "  *  ^.'^  '  /  j 

XXV  and  XXVI.— Application  of  Electricity  to  Art,  Artistic  Kffects  and 

Music,  

**  XXVII.— Application  ol  Electricity  to  Warfare,   .  . 

«4    XXIX. — Educational  Apparatu.s,  

«•     XXX.— Machinery  and  Mechanical  Appliances  

Special  ReporL — Efficiency  and  Duration  of  Incandescent  Lamps,  

M         tt     — Dyn^no- Electric  Machines,  ...   
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FATIGUE  OF  METAL  in  WROUGHT  IRON  and  STEEL 

FORGINGS. 


By  Ms.  H.  F.  J.  Porter, 
The  Bethlehem  Iron  Company,  South  Bethlehem,  Pa. 

My  connection  with  one  of  the  large  forges  of  the  country 
has  brought  me  for  several  years  in  contact  with  persons  who 
use  forgings  of  both  iron  and  steel  in  their  respective  lines  of 

business,  and  in  conversation  witli  them  I  liavc  frequently 
been  -r.rprised  at  the  misconception  that  many  of  them  have 
regardmg  the  comparative  properties  of  these  metals  and  espe- 
cially their  ability  to  resist  repeated  stresses. 

They  tell  me,  lor  instance,  that  they  prefer  wrought  iron  to 
steel  for  the  connecting-rods  and  crank-pins  of  their  engines^ 
because  steel,  having  no  fiber,  is  brittle  and  snaps  suddenly, 
while  wrought  iron,  being  fibrous,  does  not.  They  say  iliat 
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both  iron  and  steel  crystallize  from  shock,  but  that  wrought 
iron,  being  tougher,  will  outlast  steel  in  such  service  as  is  per- 
formed  by  piston-rods  of  steam-hammers.  They  say  that  low 
carbon  steel  is  softer  than  hig"h  carbon  steel,  and  is,  therefore. 

less  brittle  and  not  so  apt  to  break  in  the  forged  parts  oi  their 
machines. 

Most  of  these  persons  know  better,  but  have  not  given  the 
subject  sufficient  thought,  or  they  would  perceive  that  their 
statements  are  not  consistent. 

They  know  that  steel  cannot  at  the  same  time  be  stronger 

than  iron,  and  yet  be  more  brittle. 

There  is  not  one  of  them  who  would  advocate  the  use  of 
the  old  "cut  nail,"  which  was  made  of  non  in  place  of  iht 
*'wire  nail."  which  is  made  of  steel.    They  all  know,  if  they 
only  call  it  to  their  minds,  that  all  metals  are  crystalline,  iron 
and  steel  among  them,  and  those  who  have  looked  into  the 
matter  carefully,  know  that  the  fiber  in  wrought  iron  is  due 
entirely  lo  the  slag^  which  has  been  incorporated  in  it  in  the 
process  of  manufacture.   Many  of  us  have  seen  the  laboratory 
experiment  of  passing  chlorine  gas  through  a  glas>  tube  con- 
taining a  piece  of  wrought  iron.   We  remember  how  the  iron 
was  dissolved  out,  leaving  a  skeleton  of  slag  of  the  same  shape 
as  the  piece  of  iron.   Here  and  there  in  the  interior  of  tie 
skeleton  could  be  seen  accretions  of  slag  which,  imbedvletl  ii 
the  original  luece  of  iron,  wuuld  ha\  c  w  eakened  it  appre^ial  ;•. 
Instead,  therefore,  of  being-  an  element  ui  strength  in  wro  ii,'''..: 
iron,  the  hber,  which  is  looked  upon  as  adding  strength,  is 
evidence  of  an  impurity  which  is  a  source  of  weakness.  An  J 
yet  this  fibrous  appearance  is  not  a  necessary  characteristic  of 
good  wrought  iron.  Any  blacksmith  will  break  a  bar  of  iron 
in  such  a  manner  as  to  cause  either  a  fibrous  or  a  crystalline 
fracture.    Then.  a£>ain.  \vrou£;ht  iron  mnv  be  so  poorly  man- 
ipulated in  the  puddling  process  that,  if  worked  at  too  high 
a  heat,  a  portion  can  become  actually  melted  into  steel,  or,  ii 
at  too  low  a  heat,  some  of  the  cast  iron  from  which  it  was 
made  may  remain  in  its  original  condition.   In  either  case  a 
'  crvstalline  structure  would  be  shown  in  a  fracture. 
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It  was  to  the  metallurgist  almost  alone,  who  knew  the 
advantages  of  using  a  metal  which  lias  been  initially  in  a  fluid 
condition,  and  from  which,  while  in  this  state,  all  slag  and 
similar  impurities  have  been  eliminated,  that  we  owe  the 
present  development  of  the  steel  industry. 

The  superior  strength  of  steel  and  its  more  perfect  homo- 
geneity have  driven  iron  rails  and  iron  structural  material 
comi)letely  from  the  market,  it  is,  however,  curious  to  note 
that  although  this  change  took  place  from  twelve  to  fifteen 
years  ago,  it  is  only  recently  that  steel  has  to  any  great  extent 
superseded  wrought  iron  for  forgtngs,  and,  as  I  have  already 
stated,  there  are  at  the  present  day  many  users  of  wrought 
iron  forgings  who  seem  to  be  unwilling  to  make  the  change. 

Fig.  J*  shows  a  series  of  drop  tests  made  on  pairs  of  bars  of 
wrought  inin  and  sieel  of  the  same  size  to  cuni])are  their  rela- 
tive strength.  These  tests  are  reported  by  Prof.  L,  V.  Tet- 
mayer,  in  the  records  of  the  Test  Bureau  at  Zurich,  Switzer- 
land. All  the  bars  were  furnished  by  the  well-known  works 
of  Wendell  &  Co.,  Hayauge,  Loraine.  The  chemical  compo- 
sition of  the  two  metals  was  as  follows: 


C.               Si.               V.              S.  Mn. 

Wranght  Iron  .  •  -05  to  06      05  to  'I5     '30  to  50     *oa  to  '04  trace 

Steel  •  ..,«.»«...»....  'oBtO'ra      tnce         '0310*06     'oato'04  '40  to  '70 
(Tlie  Mgh  pereetiiAge  of  pbosphonu  ia  tlie  wrouf  bt  inm  was  due  to  tbe  tlag.] 

The  weight  of  the  drop  was  66 1  pounds.  The  height  of 
fall  and  number  of  strokes  was  as  follows: 
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It  will  be  noted  that  in  each  instance  the  steel  bar  received 
more  severe  treatment  than  the  wrought-iron  bar,  but  with 


•From  Jf(i/eria/s  of  Construction ^  J.  B.  Johnson  (Wiley,  N.  Y,,  1897),  by 
penniftsioQ  of  the  author. 
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.  far  less  damaging  results.  Do  these  tests  show  that  steel  is 
more  brittle  than  wrought  iron? 

Let  us  look  into  the  reasons  for  the  primal  reluctance  of 
the  trades  to  adopt  steel  for  forginc:s.  and  see  if  they  are  still 
cogent  and  a  preference  for  wrouglit-iron  forgings  now  legiti- 
mate. 

Going  back  to  the  time  when  the  large  rolling  mills  of  the 
country  changed  their  product  from  iron  to  steeU  we  find  that 
the  industrial  conditions  of  the  country  were  not  such  as  to 

demand  forginc^s  of  any  considerable  size.  The  forges  then 
in  existence  were  equipped  with  small  hammers,  which,  by 
taking  advantage  of  the  property  of  welding  possessed  by 
wrought  iron«  were  of  sufficient  capacity  to  build  up  such  small 
forgings  of  that  metal  as  were  demanded. 

As  soon,  however,  as  manufacturers  knew  that  there  was 
a  new  material  in  the  niaikci  ihat  was  stronger  and  more 
reliable  than  wrought  iron,  they  appreciated  that,  bv  its  adop- 
tion for  forgings,  they  could  reduce  the  size  of  many  parts  of 
their  machinery,  and  at  once  made  a  demand  upon  the  forges 
for  forgings  made  of  it.  ' 

Had  the  forges  made  modifications  in  their  equipment  to 
the  same  extent  that  the  rolling  mills  had.  in  order  to  meet  the 
requirements  of  the  new  material,  without  doubt  satisfactory 
steel  forgings  could  have  been  produced.  No  such  changes, 
however,  were  made,  and  such  steel  forgings  as  were  produced 
were  made  under  an  inadequate  understanding  of  the  pro- 
cesses necessary  for  turning  them  out. 

Steel  does  not  possess  to  the  same  degree  as  wrought  iron 
the  property  of  welding.  Instead,  therefore,  of  building  up  a 
forging  of  small  pieces,  it  is  necessary  to  work  down  the 
finished  piece  from  a  block  of  steel  of  considerable  size.  It 
should  be,  in  fact,  twice  its  size,  in  order  that  the  proper 
amount  of  work  necessary  to  make  it  a  forging  should  enter 
into  the  metal  •  during*  its  reduction  in  size  by  the  forging 
process.  For  insta?u  e.  a  12-inch  shaft,  made  of  iron,  would  be 
built  up  of  small  iJieces,  4  or  5  inches  thick,  welded  together. 
For  a  steel  shaft  of  the  same  size,  on  the  contrary,  best  prac- 
tice would  require  forging  down  a  piece  of  steel  24  inches  in 
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diameter  under  a  haiiiiner  whose  blow  could  be  felt  through 
24  inches  of  metal  instead  of  only  4  or  5  inches. 

When,  therefore,  the  manufacturers  of  the  country  called 
for  steel  forgings,  in  the  first  place  the  forges  did  not  have  the 

hammer  equipment  ncccsbary  to  make  them,  and  there  were 
other  ample  reasons  lor  their  not  heins^  able  to  supply  them, 
as  will  be  appreciated  when  we  view  the  processes  which  are 
now  considered  necessary  for  turning  out  good  work.  Many 
forges  did  not  hesitate,  however,  to  supply  as  good  steel  forg- 
ings as  they  could  make  with  their  incomplete  equipment,  and 
having  so  begun,  they  have  continued  ever  since  to  supply 
work  of  the  same  character,  which  has  not  been,  and  cannot 
be,  satisfactory,  as  I  think  will  be  made  clear  as  we  go  further 
into  the  subject.  The  result  is  that  an  undefined  prejudice  has 
unjustly  been  established  in  the  trades  against  steel  and  in 
favor  of  wrought-iron  forgings,  and  it  has  been  kept  fresh  in 
the  minds  of  the  uninformed  up  to  the  present  time  to  a  great 
extent  through  these  forges  themselves,  who  seem  to  have 
been  unwilling  to  equip  themselves  properly  for  turning  out 
steel  forgings.  ' 

The  diagram,  Fig,  2^  shows  a  scries  of  tests  of  the  metal  of 
a  shaft  made  at  the  time  of  which  we  are  speaking,  and  shows 
its  condition  as  the  result  of  attempting  to  make  a  large  forg- 
ing under  a  light  lianuncr. 

This  sl)aft.  a  SLCiion  of  which  is  shown  by  the  circle,  was 
16  inches  in  diameter,  and  was  made  for  the  United  States  Dis- 
patch Boat  Dolphin,  under  a  lo-ton  hammer  from  a  30-incIi 
steel  ingot,  and  after  it  had  been  in  service  but  a  very  short 
time  it  broke.  The  broken  section  was  sent  to  the  Govern- 
ment Testing  Bureau,  at  Watertown,  to  determine,  if  possible, 
the  cause  of  failure.  Test  pieces  of  the  size  an<l  shape  indi- 
cated in  the  lower  part  of  the  diagram  were  cut  out  of  the 
upper  half  of  the  shaft  at  varying  distances  from  the  center, 
as  shown  in  the  sectional  drawing,  and  were  marked  respec- 
tively 3.787,  with  subscripts  i,  2,  3  and  4.  The  results  of  the 
tests  are  shown  by  the  curves  bearing  their  respective  mark- 
ings, and  the  records  can  he  read  in  the  lower  line  of  figures  un- 
derneath the  diagram.  The  outer  specimen  gave  an  elongation 
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of  21  '4  per  cent.,  ihe  second  one  of  5*5  per  cent.,  the  third  one 
of  4.9  per  cent,  and  the  one  nearest  the  center  of  but  2  0  per 
cent.  In  other  words,  the  ductility  or  toughness  of  the  metal 
varied  from  21*4  per  cent,  to  2  per  cent,  between  the  surface 
and  the  center,  showing  that  the  former  metal  only  had  been 


*KlO.  2.  — Graphic  re])resentatton  of  effect  of  forging  i6"  >teel  shaft  of  U.  S. 
Cruiser  Dolphin  uuder  a  hammer  of  jo  tous  falliug  weight. 

worked  under  the  light  hammer,  while  the  latter  remained  in 
the  condition  of  the  original  steel  ingot.  In  order  to  further 
prove  that  the  failure  of  the  shaft  was  due  to  the  metal  not 
having  been  worked  sufficiently,  and  that  if  it  had  been  worked 
more  thorouglily  it  would  have  been  tougher,  specimens  of 

*  By  permissioa  of  I'rof.  J.  U.  Johusoa. 
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larger  size  were  taken  from  the  lower  half  of  the  shaft,  as 

shown, and  marked  3,787.  —  3.787. .  —  3,787. . .  —  3.787  

and  these  were  forged  down  until  they  were  of  the  same  size 
as  the  specimens  taken  from  the  upper  half.  In  other  words, 
work  was  put  into  the  metal  of  the  test  bars  by  forging  them 
down  which  ought  to  have  been,  put  into  the  metal  of  the  shaft 
during  the  original  forging  process.  The  records  of  these 
tests  can  be  read  in  the  upper  line  of  figures  underneath  the 
diagram.  The  foUr  bars  showed  an  elongation  of  25-4,  28*2, 
26  4  and  24-1  per  cent,  respectively,  or  an  average  of  26  per 
cent.,  which  showed  conclusively  that  the  cause  of  the  break 
was  due  not  to  any  inherent  weakness  in  the  metal,  but  solely 
to  lack  of  work  in  the  center  metal. 

Prof.  R.  H.  Thurston,  at  a  meeting  of  the  American 
Society  of  Mechanical  Engineers,  held  in  1886,  in  \.\\\^  very 
room,  made  the  following  remarks  regarding  this  shaft:  "I 
examined  the  steel  shaft  of  the  Dolphin,  the  United  States 
steamer  recently  made  famous  by  the  unfortunate,  misunder- 
standing between  Mr.  Roach  and  the  Navy  Department,  which 
has  led  us  to  so  strongly  sympathize  with  that  enterprising 
builder  of  late.  I  found  the  section  fractured,  exhibiting  most 
excellent  structure  near  the  surface;  but  it  was  very  strongly 
crystalline,  apparently,  near  the  center.  It  had,  I  judge,  been 
too  heavy  a  job  for  the  hammer  available  for  forging  it;  the 
crystals  had  been  produced  while  heating  it,  and  had  not  been 
broken  up  in  forging,  in  consequence  of  the  fact,  I  have  no 
doubt,  that  the  effect  of  the  blows  could  not  reach  the  core. 
The  tenacity  of  the  outer  part  of  the  shaft  was  evidently  fully 
up  to  the  standard;  but  the  center  had  lost  its  strength  very 
greatly." 

Fig.  3  shows  a  15-inch  steel  shaft  also  made  about  this 
same  time  under  a  hammer  of  lo-ton  falling  weight,  which  was 
about  the  heaviest  in  use  in  those  days  and  even  at  the  present 
time  is  the  weight  of  those  used  at  most  forges  to  turn  out 
their  heaviest  work.  The  center  shows  tlie  crvstalline  condi- 
tion of  the  original  ingot,  and  it  is  evident  that  the  etfect  of 
the  hammer  was.not  felt  very  far  below  the  surface. 
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Fig.  4 
forging  u 

hammer. 


The  eiVect  of  the  hammer  may  also  be 
to  draw  out  the  surface  metal  and  leave  the 
center  behind  to  such  an  extent  as  to  cause 
cracks  and  even  cavities  in  the  latter,  which 
are  apt  to  develop  in  service  and  cause  rup- 
ture. Fig.  4  shows  the  appearance  of  the  end 
of  almost  all  hainniered  shafts.  The  drawing 


out  of  I  lie  surface  ineial  at  the  end  is  indicative  of  what  has 
occurred  throughout  their  leng"th. 

Fig.  5  shows  a  broken  15-inch  steel  shaft  forged  under  a 
lo-ton  hammer,  which  shows  very  plainly  the  tearing  effect 
referred  to. 

The  above  are  some  of  the  defects  in  steel  forging^  which 
ha\  e  caused  their  failure  in  the  pasi  and  which  have  tended  to 
{)revcnt  their  comin|;  into  nioie  general  use.  They  are  all  due 
to  faulty  methods  of  manufacture. 

Notwithstanding-  the  prejudice  which  these  defects  liave 
oceasioned  in  favor  of  wrought-iron  forgings,  manufacturers 
are  beginning  to  find  that  the  latter  are  becoming  less  and  less 
reliable.  One  reason  for  this  is  that  the  industrial  condition  of 
the  country  has  changed  so  as  to  demand  larger  forg^ings. 
Another  reason  is  thai  as  the  change  from  iron  to  steel  is  be- 
coming more  and  more  complete  throughout  the  country,  the 
supply  of  wrought-iron  scrap  is  getting  gradually  less  and 
steel  scrap  more  plentiful,  and  as  there  is  no  way  of  distin- 
guishing these  metals  apart  in  rapid  handling,  it  is  with  diffi- 
culty that  pieces  of  steel  scrap  can  be  prevented  from  becom- 
ing incorporated  in  wrought-iron  forgings.  Whenever  this 
occurs,  the  iwo  nieials  do  not  weld  satisfactorily,  and  points  of 
weakne^s  are  occa^iuiied  which  eventually  lead  to  fracture. 
Fig,  6  shows  a  wrought-iron  sliaft  broken  from  this  cause.  The 
piece  of  steel  can  be  seen  projecting  from  the  section  of  shaft 
in  the  foreground. 

Many  failures  of  forgings  in  the  past,  which  were  the  direct 
results  of  improper  manipulation  in  manufacture,  have  been 
attributed  by  the  uninformed  to  the  "crystallizing  effect  of 
shock"  or  to  "fatigue  of  metal  from  a^itinaiing  stresses"  in 
service,  particularly  when  the  failures  occurred  to  such  forg- 
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ings  as  steam-hammer  rods  or  to  connecting-  and  piston-rods 
and  crank-pins. 

Since  this  time,  however,  we  have  learned  more  about  both 
iron  and  steel  than  was  then  known,  and  although  our  knowl- 
edge of  the  subject  of  "fatigue  of  metal"  from  the  effect  of 
alternating  stresses  is  still  limited,  we  do  know  that  these 
metals,  being  initially  crystalline,  do  not  become  &o  from 
shock  or  other  similar  service  when  cold.  We  have  also  so  far 
advanced  in  our  methods  of  manufacture  that  we  are  now  able 
to  make  forgings  entirely  free  from  the  defects  above  noted, 
and  which,  if  properly  designed,  will,  when  subjected  to  ser- 
vice of  the  character  mentioned,  last  a  very  long  time. 


Fig.  6. — Broken  wrougbt-iron  shaft  of  Lake  Steamer,  showing  piece  of 

steel  scrap  in  center. 


What  is  this  "fatigue  of  metal"  of  which  we  have  heard  and 
still  hear  so  much?   What  is  this  mvsterious  cause  to  which 

m 

so  many  failures  in  the  past  have  been  indiscriminately 
charged?  Let  us  see  what  investigations  into  the  subject  have 
been  made  and  what  has  been  learned  from  them. 

We  find  that, as  far  back  as  1 871, experiments  were. reported 
by  Wohler,  in  Germany,  followed  by  Spangenberg  and  Mar- 
tens and  Bauschinger.    In  England  the  subject  was  similarly 
reported  upon  in  1886  by  Mr.,  now  Sir  Benj.  Baker,  in  his 
"records  of  tests  of  material  for  the  Forth  Bridge,  and  it  has 
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since  been  pursued  systematically  in  this  country  by  Mr.  Jas. 
£•  Howard,  at  the  Government  Testing  Bureau,  at  Water- 
town.  And  after  all  the  time  and  labor  that  has  been  devoted 
to  the  subject,  what  information  has  been  derived?  Simply 
that  iron  and  steel  are  more  amenable  to  the  laws  of  the  uni- 
verse ihan  we  had  previously  giveii  thciu  credit  for.  That  the 
same  laws  under  which  "continuous  droppings  will  wear  away 
a  stone'*  are  applicable  to  these  metals.  That  frequent  repeti- 
tions of  load  in  amount  far  below  the  ultimate  strength  of  the 
material  will  eventually  break  down  its  resistance  and  cause 
failure. 

Beyond  the  bare  statement  of  the  above  fact,  laws  of  a  gen- 
eral character  have  been  formulated,  but  the  complex  nature 
of  the  situation  prohibits  exactness. 

If  we  apply  the  same  conditions  to  animate  things,  the 
results  do  not  seem  out  of  the  ordinary.  A  good  horse  can, 
under  favorable  conditions,  pull  a  load  of  several  tons  weight 
up  a  steep  hill  without  serious  discomfort.  Compel  him,  how- 
ever, to  pull  even  one-tenth  of  the  load  up  the  same  hill  many 
times  each  day,  week  after  week,  and  it  would  be  only  a  ques- 
tion of  a  few  months  before  his  strength  would  give  way. 

No  two  pieces  of  metal  are  alike  in  chemical  composition, 
and,  if  they  closely  aproach  similarity  in  this  respect,  the 
difference  in . mechanical  treatment  during  their  manufacture 
causes  them  to  possess  widely  different  physical  properties. 

Generally  speaking,  however,  we  now  know  that  for  any 
given  stress  a  certain  number  of  repetitions  produce  failure^ 
the  greater  the  intensity  of  stress,  the  smaller  the  number  of 
repetitions.  We  know  also  that  the  stress  rerinircd  to  cause 
failure  is  less,  and  ronghly  speaking  only  halt  as  great  when 
the  metal  is  strained  alternately  in  opposite  directions,  as 
where  it  is  strained  in  one  direction  only. 

Let  us,  for  instance,  submit  a  bar  of  steel  or  iron  to  30,000 
pounds  per  square  inch  tensile,  or  to  30,000  pounds  per  square 
inch  compressive  stress.  •  In  either  case  the  "range"  is  the 
same,  viz.:  30,000  pounds.  Now  let  us  subject  the  bar  to 
15,000  pounds  per  square  inch  tensile  and  to  15,000  pounds 
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per  square  inch  compressive  stresses  alternately,  and.  althougii 
the  range  is  30,ocx)  pounds  as  before,  the  life  of  the  material 
thus  strained  will  be  only  half  as  long,  although  neither  the 
tensile  nor  compressive  stress  approaches  the  elasticlimit  of  the 
metal  as  closcl\  as  in  ilir  tii  si  two  ca^o. 

It  is  in  fact  very  striking  how  regularly  progressive  the  in- 
crease in  the  number  of  repetitions  is  as  the  range  of  stress  de- 
creases. In  other  words,  the  less  the  metal  is  maltreated,  the 
longer  it  will  endure,  and.  if  we  can  make  the  range  of  stress 
small  enough,  a  practically  unlimited  number  of  repetitions  is 
requiictl  to  caii^c  failure.  In  **cnduraiu  e  tests"  of  this  char- 
acter, W'uhler  found  that  the  rupture  nf  a  bar  uf  wTOUght  iron 
by  tension  was  caused  by  any  of  the  ioiiowing  ways: 


by  I  application  of  55,000  lbs.  per  sq.  in. 

800  applications '*  51.500  *'  " 
107,000       "  47.000  "  " 

"       341,000       "  "  42.500  ' 

"       481,000       *'  "  38,000  "    *'  " 

a  piece  of  spring  steel,  subjected  to  bending,  broke  as  follou  s: 


under     81,000  applications  of  95,000  lbs.  per  sq.  in. 
154,000  "  85,000  * 


•*      310,000       '         "  75,000  " 

472,000       "         "  65,000 
•*       SSQ.'^oo        "  "  58,000  "     •*  ** 


1,165,000      "         "  53,000 


The  apparatus  used  to  make  tests  of  this  character  is  shown 
in  its  simplest  form  in  fig,  It  consists  of  an  ordinary  lathe 
bed  specially  fitted  at  the  driving  spindle  »i,  with  a  ball  and 
socket  chuck  A  babbitted  box  mounted  on  trun- 
nions, is  fitted  to  the  other  end  of  the  l)ed.  One  end  of  the 
bnr  to  be  tested  is  screwed  into  the  I)all  f.  which  is  pressed 
against  the  face  of  the  chuck  by  a  helical  spring  0;  the  other 
end  rests  in  the  box  k,  A  loose  bronze  flanged  ring  6, 
y2  inch  wide,  fits  on  the  bar  at  its  middle.  A  weighted  lever, 

rests  on  this  ring  through  the  friction  wheels  c.  The 
ratio  of  the  arms  of  the  lever  is  as  3  to  i.   The  tiber  stress  on 
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the  bar  can  be  regulated  by 
varying  the  weight  suspended 
at  the  end  of  the  lever.  By  ro- 
tating the  weighted  bar  through 
the  driving  spindle  of  the  lathe, 
every  fiber  is  subjected  to  bend- 
ing alternately  in  opposite  di- 
rections. 

Thus  conditions  are  imposed 
on  the  metal  imitating  those 
which  occur  in  actual  practice 
in  such  machine  parts  as  rail- 
way axles,  engine  shafts,  crank- 
and  crosshead-pins»  etc.,  where 
the  fibers  of  the  metal  are  sub- 
jected to  stressc«5,  continually 
varying  from  tension  to  com- 
pression. 

The  testing  of  metals  to  de- 
termine whether  they  possess 
specified  physical  properties  is 
customary  in  order  that  a  g^ade 
or  quality  may  be  obtained  to 
meet  the  requirements  of  the 
service  for  which  they  are  in- 
tended. For  this  purpose,  cer- 
tain simple  and  rapid  standard 
tests  have  been  determined  upon 
in  practice,  to  obtain  respec- 
tively the  maximum  tensile, 
compressive  and  transverse 
strength  of  materials.  It  has 
been  found  from  these  that 
within  a  certain  limit,  which  is 
approximately  one-half  of  the 
ultimate  strength,  the  metal  is 
elastic,  and  if  strained  beyond 
this  point  its  working  strength 
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is  exceeded  and  it  can  no  longer  be  depended  upon  to  sustain 
even  minor  loads.  Such  tests  give  results,  however,  which  are 
simply  relative.  Their  actual  significance  is  uncertain.  The 
fact  that  a  metal  possesses  a  certain  elastic  limit,  elongation 
and  contraction  of  area  when  ruptured  by  once  loading,  fails 
to  convey  an  adequate  idea  of  what  the  same  metal  will  do 
under  circumstances  of  repeated  stresses  or  when  these  stresses 
are  applied  in  alternate  directions,  as  they  are  in  practice.  En- 
durance tests,  therefore,  have  been  made  with  great  care  in 
connection  with  the  usual  standard  tests  above  mentioned,  in 
order  to  determine  the  relations  that  exist  between  the  two. 

From  a  careful  comparison  of  these  relations,  knowledge 
is  obtained  so  that  through  a  determination  of  the  qualities  of 
metal  by  the  standard  tests,  a  predictioD  can  be  made  oi  the 
conduct  and  endurance  of  the  same  metal  in  an  actual  service, 
analogous  to  that  in  the  endurance  test,  which  is  a  long  and 
expensive  one,  and,  therefore,  impracticable  for  use  in  com- 
mercial work. 

The  speed  at  which  the  testing  machine  is  operated  varies 

according  to  conditions,  but  generally  bars  of  very  hig'h  ten- 
sile strength  are  rotated  rapidly,  in  order  to  obtain  results 
within  a  reasonable  time.  Sometimes  the  speed  of  rotation  is 
as  high  as  2,200  per  minute.  At  this  speed  stresses  alternate 
from  tension  to  compression  at  an  interval  of  a  little  less  than 
one-thirty-sixth  of  a  second,  or  in  passing  from  a  neutral  state 
of  stress  to  the  maximum  tensile  or  compressive  stress,  the 
time  occupied  is  about  one-seventy-third  of  a  second. 

On  starting  the  machine,  if  the  bar  is  bent  by  the  weight 
so  as  to  cause  considerable  alternation  of  stress,  a  decided 
resistance  to  rotation  is  offered  and  the  deflection  decreases 
noticeably.  After  running  for  a  short  time,  however,  the 
molecules  of  metal  seem  to  move  more  readily  on  each  other 
and  the  original  deflection  is  resumed. 

In  general,  the  molecular  movements  are  not  checked 
under  the  highest  speed  oi  rotation  if  the  stresses  are  below 
the  elastic  limit.  If  this  is  exceeded,  however,  the  deflectioD 
is  less  at  high  than  at  low  speeds.  Apparently,  there  is  not 
time  enough  allowed  to  perform  the  work  against  molecular 
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friction  and  to  complete  the  bending  movement.  In  this  case 
there  is  a  rapid  elevation  of  temperature.  As  this  latter  tends 
to  prolong-  the  life  of  the  bar  and  as  it  is  not  obtained  by  any 
service  in  actual  practice,  the  bar  is  rotated  in  cold  water  to 
keep  the  temperature  as  nearly  constant  as  possible. 

The  following  differences -are  noticed  between  steel  bars 
run  at  temperatures  of-about  475*^  and  70^ : 

15  per  cent,  carbon,  hot,  85,200  revolutions ;  cold,  4,350  revolutiotu. 
34     "  "       "    "7.700       *•  "    11,600  •* 

73    "  "      "    ai8,50o      "  "  34,900 

The  following  table  gives  the  relative  endurance  of  a  series 
01  bars  of  varying  carl.)on,  from  the  Bethlehem  Iron  Company, 
tested  under  a  fiber  stress  of  40,000  pounds,  which  is  below 
the  elastic  limit  of  all  the  specimens  tested  and  is  actually  less 
than  one-half  of  that  of  the  strongest: 


TABI^  No.  I. 


Bpecimen. 

Teaaile 
8treagUi, 

Elastic 

Bztenoion 
tnaiacbca. 

Contraction. 

Number  <»f 
Rotatkma. 

-«4C  tnncaled 

1 7*.  too 

40.560 
4t,aoo 

■  

3»'3 
3fi 

59*81 
to*3a 

eiftjoo 

'24.C  hardened 

/  74.440 

1 73.930 

45.»70 
44.liO 

3315 
3100 

6993 
7019 

348,000 

*4ae.  Mneftled 

44,390 

a6'« 

567 

225,900 

'4JC.  hardened 

189.990 

55-000 
53.170 

o6'os 
06-8 

57  aa 
59-88 

655,600 

'46e.  •tin«ftl«d 

/  94,600 

48,060 

4S,o6o 

oris 
21 '6 

47-65 

39^3 

976,600 

'4lic.  hardened 

f 102.SS0 

61,110 
60,130 

2305 
ars 

5»*a7 
30'4« 

i|657*Soo 

"itc  annealed 

f  134.300 

( 117,720 

65,205 
65930 

7-15 
'«05 

1728 
2054 

3,689,000 

^.iMxdcned 

f  I54.9» 
1 153,3*0 

9>»040 
92,0(0 

13-5 
13-05 

3i-48 
30*15 

4.333.600 

The  effect  of  the  carbon  content  is  conspicuous  both  in 
the  standard  and  endurance  tests. 

Following  are  the  results  of  tests  on  bars  broken  from  time 
to  time  during  the  past  few  years  at  the  \\'atertown  Arsenal, 
The  records  of  the  wrought-iron  bars  ace  the  average  of  a  large 
number  of  tests: 
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P'ibt-r  stress, 
lbs.  per  square  inch. 


40,000 


Wronf  bt  Iron 
*t6  per  cent.  C.  8t«el 

•  ■(        U  it 

«        <*  M 

'55  " 

•71  "    "  " 

•8a  «•  **  " 
1*09  *'    **  ** 


X  170,000 

t6a,ooo 

f  317.000 
l»36,ooo 

160,000 

4S4»(ioo 


OOP 

,000 


30,000 

 .   

175,000 

6«s.'oo 

7<53.o<o 

970,000 

t4,ioe,ooD 

5.«o«bOOO 
15,490,000 

1 

l7,S46.ttN» 

1 

13900.000 

16,300,000 

i9,i50i»oeo 

rso.ooo,coo 
t  not  ruptured. 

These  rcsuiis,  which  are  represcinaiive  ot  many,  show  that 
the  material,  after  a  certain  number  of  repetitions  of  stress, 
breaks  with  a  fewer  subsequent  repetitions.  It  is  impossible 
not  to  conclude,  whatever  the  cause  of  decreased  life  of  the  bar 
may  be,  it  is  a  cause  which  acts  continuously,  altering  in 
some  way  its  structure  or  properties. 

A  man  of  seventy  years  of  age  may  be  as  sound  as  he  was 
at  twenty;  but  the  fifty  years  have  told  on  him  nevertheless, 
and  tlic  Ijieakdown  is  certainly  near  and  n^ay  l)e  sndden. 

It  would  naturally  a|)])ear  likely  that  any  gradually  pro- 
gressive alteration  or  laiigue  of  the  bar  would  be  manifested 
in  some  way  in  alteration  of  the  ultimate  strength,  elastic  limit 
or  elongation  of  the  bar,  when  tested  in  the  ordinary  way. 
This,  however,  does  not  appear  to  be  the  case«  A  bar  sub* 
jected  to  so  many  repetitions  of  loading  that  it  is  known  to  be 
on  the  point  of  breaking,  or  a  piece  of  bar  already  broken  in 
an  endurance  test,  gives  in  the  ordinary  testing  machme  no 
indications  that  its  strength  or  ductility  has  been  altered. 

Specimens  taken  from  the  center  of  the  bar,  where  the 
treatment  has  been  most  severe,  show  a  higher  tensile  strength 
than  those  taken  from  the  ends.  This  fact  has  led  Mr.Howard, 
of  the  Watertown  Arsenal,  to  suggest  that  possibly  the  e£Fect 
of  this  treatment  is  similar  to  cold  working  the  metal;  that 
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ordinary,  hot-worked  metal  is  not  left  in  its  state  of  greatest 
tensile  resistance,  and  that  while  repeated  alternate  stresses 
below  the  ordinarily  accepted  tensile  strength  eventually  cause 
rupture,  the  metal  in  an  intermediate  stage  passes  through  a 

state  of  increased  resistance.  He  thinks  we  are  not  certain, 
when  final  rupture  occurs,  that  the  parts  first  to  yield  are 
not  at  the  time  in  a  state  of  maximum  resistance,  and  the 
apparent  loss  in  strength  may  be  due  to  the  accumulation  o! 
internal  strains.  Such  speculations  are  extremely  interesting 
and  may  lead  to  results  that  will  be  valuable.  For  the  present 
purpose,  however,  we  must  cunnne  ourselves  to  known  facts. 
One  of  tlie  principal  of  these  is  that  the  fracture  of  these  bars 
is  not  crystalline.  Usually,  one-half  of  the  specimen  seems  to 
have  yielded  first,  and  the  metal  there  has  the  appearance  of 
having  worked  upon  itself,  and  has  a  dull  leaden  color,  the 
other  part  has  a  fine  granular,  structure.  The  left-hand  side 
of  Fig.  8  shows  a  shaft  which  has  broken  from  fatigue  and  has 
this  characteristic  fracture. 

I  might  say  that  the  concurrence  of  evidence  from  bars 
broken  by  fatigue,  both  in  actual  service  and  in  the  testing 
machine,  is  to  the  effect  that  there  never  has  been  a  case  found 
where  it  was  known  or  could  be  demonstrated  that  any  change 
in  structure  had  taken  place.  And  this  goes  to  prove  that 
materials  of  this  kind  are  incapable  of  cold  crystallization  when 
exposed  to  the  conditions  of  service  mentioned. 

Careful  consideration  of  the  results  of  endurance  tests  so 
far  made  leads  to  the  recommendation  of  material  for  forgings 
which  shall  have  a  very  high  elastic  limit  and  be  so  propor- 
tioned, if  they  are  to  be  subjected  to  frequently  alternating 
stresses,  that  these  stresses  shall  at  all  times  lie  far  within  this 
limit. 

In  order  to  insure  these  two  points,  steel,  not  wrought  iron, 
should  be  the  metal  used,  and  the  higher  the  carbon  content 
of  the  steel,  the  longer  will  be  its  life,  other  things  being 
equal. 

High  carbon  steel  forgings,  sound  and  free  from  internal 

strains,  are  by  no  means  easy  to  produce.  Much  time  and 
thought  have  been  expended  to  devise  methods  for  making 
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them  and  nuich  money  has  been  invested  in  fitting  up  the 
necessary  apparatus.  In  order  to  have  thorough  supervision 
and  control  of  every  process,  complete  chemical  and  physical 
laboratories  should  be  adjuncts  of  every  forge  that  expects 
to  do  conscientious  work.  Records  should  be  kept  of  the 
treatment  of  each  forging  as  it  progresses  from  one  stage  to 
another. 

Let  us  run  ra|)i(lly  through  the  various  processes  which  are 
now  considered  Ijest  practice  in  making  steel  forgings  of  high 
grade,  and  see  if  they  overcome  the  defects  which  I  have 
shown  to  have  been  so  common  in  the  past,  and  if  they  are 
tending  in  the  right  direction  to  meet  the  endurance  which  we 
have  just  seen  is  required  of  them  in  service. 

Having  carefully  considered  the  service  to  which  a  pro- 
posed forging  is  to  lie  put,  the  cliargc  of  raw  material  for  the 
furnace  is  made  up  so  that  the  finislied  product  will  have  the 
proper  chemical  composition,  which,  from  previous  experi- 
ence, is  found  to  be  most  satisfactory.  The  elements,  carbon, 
manganese,  silicon,  phosphorus  and  sulphur,  all  have  an  influ- 
ence bearing  not  only  on  the  working  of  the  meta|  in  the 
shops,  but  upon  the  strength  of  the  forging  in  subsequent 
service. 

[To  he  eoniiintedJ\ 
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THE  HOLOPHANE  GLOBES,  for  EFFECTING  the 
BETTER  DIFFUSION  and  DISTRIBUTION  of 
ARTIFICIAL  LIGHT. 


[^Being  tlie  report  of  the  Franklin  institute,  through  its  ComimlUd  on 
Sdence  and  the  Arts,  on  the  inveniion  of  Messrs.  Blond^l  and  Psarou- 
daki  of  Buris^  France.  \ 

[No.  1,945.]       Hall  of  the  Franklin  Institute, 

Philadelphia,  October  6,  1S97. 

The  Franklin  Institute  of  ilie  Slate  of  Pennsylvania,  for  the 
Promotion  of  the  Mechanic  Arts,  acting  through  the  Com- 
mittee on  Science  and  the  Arts,  investigating  the  merits  of 
Blondel  and  Psaroudaki's  Holophane  Globes,  submits  ttie 
following  report: 

The  in\  ention  subrniited  for  in\  esi;i;aiion  is  one  thai  per- 
tains to  the  diftusion  and  dialribulion  of  light  l)v  means  of  a 
globe  or  shade  placed  around  the  source  o£  the  Hght. 

The  object  of  the  invention  is  to  secure  diffusion  of  the 
light  as  well  as  such  a  form  of  distribution,  that  the  light,  usu- 
ally lost  by  being  sent  off  into  the  space  above  the  horizontal 
plane  passing  through  the  source  of  the  light,  shall  be  dis- 
tributed in  the  space  l)elo\v  that  plane  and  thus  be  made  useful 

In  order  to  secure  these  results,  the  principles  of  retleciion 
and  refraction  are  employed,  and  such  a  form  is  given  to  the 
contour  of  the  globe  as  to  make  these  principles  available. 

Whenever  a  beam  of  light  strikes  upon  the  surface  of  a 
medium  that  is  not  opaque,  there  are  three  physical  results, 
namely,  rellection.  nbsorpiiou  and  refraction. 

In  the  globe  under  coii';i<leration,  reflection  and  refraction 
are  made  use  ot  to  secure  diftusion  and  distribution,  and  as 
the  globe  is  made  of  a  transparent  material,  the  amount  of  ab- 
sorption— ^which  represents  a  loss — ^is  reduced  to  a  minimum. 

The  interior  surface  is  made  of  a  continuous  scries  of  ver- 
lieal  flutini^b.  as  is  shown  by  Fig,  /,  which  represents  a  hori- 
zontal cross  section  through  the  middle  of  the  globe.  Tl;c 
function  of  these  tUumgs  is  to  secure  a  distribution  normal 
to  the  direction  of  the  incident  light.   This  is  practically  in  a 
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horizontal  plane  from  a  belt  extending  15°  to  20"^  on  each  side 
of  a  horizontal  plane  passing  through  the  source  of  the  light. 
The  general  character  of  this  distribution  is  shown  in  Fig,  i. 
Theoretical  considerations  require  that  the  curve  formed 

by  the  intersection  of  this  jiincr  tUuing  by  a  horizontal  plane 


Fio.  I, — HorizuTital  (center)  section  of  holophane  globe. 

should  be  a  curve  both  convex  and  concave  to  the  inside  of  the 
globe,  the  concave  portion  being  abcut  two-thirds  the  width 
of  the  curve,  and  that  the  angle  made  by  two  sides  of  adjacent 
grooves  should  be  about  30^.  Both  of  these  requirements  are 
met  in  the  construction  of  the  holophane  globe,  and  hence 
the  desired  horizontal  distribution  is  obtained. 

An  enlarged  horizontal 
cross  section  of  the  inner  flut- 
ing is  shown  in  Fig,  2, 

The  external  surface  of  the 
globe  is  made  up  of  a  series 
of  circular  grooves  in  a  hori- 
zontal plane,  extending  over 
the  entire  surface  of  the  globe. 

In  order  to  secure  the  best 
distribution  of  the  light,  each  Fio.  2. 
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groove  should,  theoretically,  be  constructed  according  to  the 
principles  of  geometrical  optics,  with  reference  to  the  relative 
position  of  the  groove  and  the  source  of  light.  The  method  of 
determining  the  profiles  of  these  grooves  and  ribs  is  as  follows: 
The  general  contour  of  the  globe  and  the  location  and  size  of 
the  light  source  being  determined,  a  number  of  points  are 
taken  at  equal  or  approximately  equal  distances  on  the  per- 
iphery, as  shown  in  the  left  side  of  Fig.  J.  Rays  are  drawn  from 
the  top  and  bottom  points  of  the  light  source  to  these  points, 
and  the  faces  of  the  prisms  are  calculated  geometrically  to  dis- 


Fig.  3— Vertical  section  of  holophane  globe. 

tribute  the  beam  or  cone  of  light  in  the  most  advantageous 
manner.  The  profiles  of  the  prisms  between  these  points  are 
determined  by  interj.olation.  fig.  ^  shows  a  vertical  section 
of  the  globe,  the  left  side  showing  the  division  into  bands 
spoken  of  above,  and  the  right  side  showing  their  effect  upon 
distribution  in  a  vertical  plane.  * 

The  general  design  of  the  external  grooves  is  shown  in  ver- 
tical cross  section  in  Fig.  4.  The  external  part  of  this  section 
is  seen  to  consist  of  four  faces. 
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The  face,  a  b,  sen-es  to  throw  the  beam  falling  upon  it  be- 
low its  original  direction  by  refraction.  The  beam  falling  upon 
the  face,  b  r,  strikes  at  a  greater  angle 

than  the  critical  angle,  and  hence  is  re- 
flected downward  and  passes  out  the  face. 
d  e,  where  it  is  variously  distributed  by  ^ 
refraction.  : 

The  face,  c  d,  serves  the  same  purpose 
as  the  face,  a  6,  but  as  the  beam  strikes 
it  at  a  fh'tterent  anc^le  it  passes  out  in  a 
different  chrection.  The  (>|)inion  of  the 
investigating  committee,  after  having 
examined  the  theory  of  construction  of 
the  globe,  and  after  having  studied  the  ptc.  4. 

results  obtained  from  it,  is  that  the  in- 
ventors have  succeeded  in  making  such  a  combination  of 
inner  gr(X)vcs.  giving  horizontal  distribution  ]>y  refraction, 
and  mixed  onter  grooves  giving  vertical  distribution  by  both 
refraction  and  reflection,  that  both  diffusion  and  an  improved 
distribution  are  satisfactorily  obtained. 

Upon  examining  the  distribution  of  light  by  this  globe,  the 
investigating  committee  found  that  when  the  light  from  an  arc 
lamp  passed  throng h  the  globe  the  effect  upon  a  vertical  screen 
>h<:»wed  a  distinct  cutting:  down  of  the  anioimt  of  light  parsing 
in  a  straight  line  through  the  ni)per  part  of  the  globe  and  a 
definite  increase  of  the  light  on  a  horizontal  plane,  and  at  all 
angles  below  that  plane,  the  space  vertically  beneath  the  globe 
being  well  illuminated. 

The  fact  that  diffusion  is  secured  is  shown  by  the  char> 
acter  of  the  shadows  cabt.  When  an  ojxKiiie  1)udy  is  held  near 
the  globe  there  is  practically  no  shadow  on  a  screen  a  few  feet 
away.  As  the  body  is  moved  tow  ard  the  screen,  a  faint  shadow 
having  very  indistinct  outlines  is  thrown  upon  it. 

This  property  of  the  globe  has  the  effect  of  entirely  doing 
away  with  distinct  shadows  of  bodies  near  it  that  is  so  objec- 
tionable in  the  ordinary  arc  light. 

In  appearance  the  holophane  is  covered  with  bright  points 
over  its  entire  surface.  Each  one  of  these  points  is  a  source  of 
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light,  sending  out  its  rays  uniformly  distributed,  and  since  the 
number  of  these  brilliant  points  is  very  great,  covering  the 
entire  globe,  the  light  coming  from  its  surface  is  diffused. 

Recent  tests  made  by  Prof.  Lewes,  ui  London,  on  the  dis- 
tribution of  lig-ht  from  a  Wt-lsbach  burner  through  different 
globes,  as  reported  in  the  Progressive  Age  for  December  15, 
1896,  show  that  in  the  angle  between  the  horizontal  platie  and 
45^  below  it,  the  use  of  the  holophane  globe  increased  the  light 
from  12  per  cent,  to  13  per  cent.,  while  the  best  of  a  number  of 
other  globes  examined  gave  a  loss  of  7  5  per  cent,  for  a  clear 
glass  globe  without  any  diffusion. 

As  a  result  of  an  examination  into  the  construction  of  this 
globe,  and  an  investigation  into  its  practical  working,  the 
committee  intrusted  with  this  investigation  believes  that 
Messrs.  Blondel  and  Psaroudaki  have  invented  a  globe  that 
secures  much  better  diffusion  and  more  satisfactory  distribu- 
tion than  any  other  globe  known  to  its  members;  that 
the  conditions  of  its  manufacture  are  such  that  it  can  l>e  sup- 
plied to  the  trade  in  commercial  quantities;  and  that  the  inven- 
tion has  secured  a  distinct  improvement  in  the  diffusion  and 
distribution  of  artificial  light. 

The  Franklin  Institute,  for  the  reasons  above  stated,  recom- 
mends  the  award  of  the  John  Scott  Legacy  Medal  and 
Premium  to  Messrs.  Blondel  and  Psaroudaki  for  their  inven- 
tion. 

Adopted  at  the  stated  meeting  of  the  Committee  on  Sci- 
ence and  the  Arts,  held  Wednesday,  November  3,  1897. 
Award  approved  by  the  Board  of  Directors  of  City  Trusts. 

John  Birkinbine,  President 

Wm.  H.  Wahl,  Secreiar\, 

Countersigned, 

James  Christie, 

Chairman  of  the 
Committee  on  Science  and  the  Arts. 
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NOTE. 

The  above  invention  has  been  patented  by  Andre  Blondel 
and  Spiridion  Psaroudaki,  both  of  Paris,  France,  as  follows: 

Germany,  March  16,  1893.  No.  78,866. 

France,  September  30,  1893.  No.  233,140. 

England,  October  12,  1893.   No.  19,185. 

Austria-Hungary,  January  6,  1894.    No.  48,988. 

Belgium.  March  13.  1805.  108,985. 

United  States,  July  14,  1896.   No.  563,836. 

The  committee  of  investigation,  in  its  work,  took  occasion 
to  refer  to  the  above  United  States  patent,  to  a  paper  entitled 
"Public  Lighting  by  Arc  Lamps,"  by  Andre  Blondel,  Paris 
(pages  40-60);  to  the  typewritten  notes  of  a  lecture  by  Prof. 
Elliott,  of  Pittsburgh,  Pa.,  and  to  the  Electrical  World  of  Janu- 
ary 2,  1897  (page  25). 

The  thanks  of  the  Investigation  Committee  are  due  to 
Superintendent  Mainwaring,  of  the  Brush  electric  lighting 
station,  through  whose  courtesy  a  comparison  of  the  holo- 
phane with  other  globes  was  made. 

SUPPLEMENTARY  DATA. 

The  following  brief  abstract  of  tlie  results  of  the  experi- 
mental investigations  of  Herr  H.  Drehschmidt,  chemist  to  the 
Municipal  Gas  Works  of  Berlin,  is  appended,  partly  because 
of  their  general  value  and  interest  as  a  contribution  to  the 

subject  of  modern  methods  of  distributing  light  and  partly 
as  confirmatory  of  the  conclusions  reached  in  the  foregoing 
report. 

The  work  of  Herr  Drehschmidt  was  lately  published  in  the 
Journal  furGasbeleitchtung,*  under  the  title,  *The  Distribution  of 
Light  from  Welsbach  Burners  when  Used  Alone,  and  when 
Used  with  Holophane  and  DifYusor  Globes,"  and  gave  the  re- 
sults of  his  experiments  to  date,  with  the  cause  of  the  unex- 
pected inefticiency  of  the  Welsbach  lights,  installed  on  one  of 
the  principal  thoroughfares  of  Berlin,  in  respect  of  uniformity 
of  light  diffusion.  The  author  devised  ingenious  apparatus  to 

*  See  Jour.  /.  Gasbeieuchtung^  Nov.  21,  1896, 
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measure  in  various  planes  this  apparent  irregular  distribution, 
and  made  certain  experiments  with  the  ''holophane  globes  ' 
and  other  related  devices  for  correcting  the  inherent  defect  oC 
the  Welsbach  light.  The  abstract  of  this  work  herewith  repro- 
duced is  confined  to  the  comparative  exhibit  made  by  the 
naked  lights,  and  the  same  provided  with  the  holophane 
globes,  viz.: 

"When  the  Stralauer-Strasse,  Berlin,  came  to  be  lighted 
with  incandescent  gas  lamps  the  result  wa$»  in  spite  of  the  high 
candle-power  of  the  lamps,  that  the  lighting  made  no  great 

impression  of  brilliancy;  the  street  pavement  seemed,  on  the 

contrary,  to  be  rather  dark,  and  only  the  walls  of  the  houses 
at  the  lc\  cl  of  the  lamps  were  brightly  lit  up. 

''It  may,  perhaps,  be  the  case  that  the  green  tint  of  the 
Welsbach  light  is  not  absolutely  negligible,  but  the  principal 
cause  must  be  looked  for  elsewhere.  On  the  other  hand,  the 
light  radiating  from  a  Welsbach  burner  is  not  equally  distrib- 
uted in  all  directions,  taken  with  reference  to  a  horizontal 
plane  passing  through  the  burner,  and  midcnieath  the  burner 
it  is  distributed  in  a  fashion  which  is  unduly  unfavorable  to  the 
purpose  of  illumination.  Furthermore,  it  was  found  that  the 
reflectors  used  in  the  Stralauer-Strasse  lamps  contributed  little 
towards  making  n]  >  for  this  defect  in  the  Welsbach  light. 

"In  tlic  laboratory  of  the  Municipal  Gas  Works  in  Berlin 
investi|e:ation.>  have  been  made  for  some  considerable  time  past 
with  regard  to  the  distril)ution  of  light  from  incandescent 
burners,  both  when  used  alone  and  with  the  aid  of  globes  and 
reflectors.  In  these  investigations  I  used  by  preference*  a  mir- 
ror-reflecting apparatus  specially  designed  by  myself. 

"The  light  radiating  from  the  burner  at  different  aii^  es 
strike^  a  mirror,  invariably  at  45^,  and  is  reflected  horizontally 
along  the  axis  of  the  photometer..  The  burner  can  be  brought 
into  all  the  ditierent  required  positions  by  the  simple  turning 
of  an  arm,  and  it  remains  through  this  means  at  a  uniform  dis- 
tance from  the  mirror,  which  moves  at  the  same  time  as  the 
burner  does.  The  light  passing  downwards  can  be  measured 
at  all  angles  from  o  to  qo  with  the  horizontal;  that  passing 
upwards  can  only  be  measured  as  far  as     %  since  at  an  angle 
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of  90**  with  the  horizontal  the  burner  would  be  directly  under 
the  mirror,  and  the  latter  might  probabl>  be  damaged  by  the 
hot  gaseous  products  of  combustion.  The  light  sefnt  upwards 
between  80**  and  90®  is,  however,  so  small  that  even  to  neglect 
it  altogether  makes  very  little  difference  in  the  aggfregate 
result.  The  measurements  made  witli  mis  apparatus  take 
scarcely  any  more  time  and  trnnl)le  than  the  ordinary  photo- 
metric measurement  of  light  in  the  horizontal  direction. 

'The  incandescent  gas  burner  used  in  these  researches 
came  from  the  German  Incandescent  Gas  Light  Company 
'  (Welsbach),  and  it  gave,  when  fitted  up  with  a  fresh  mantle 
from  the  same  company,  a  light  of  eighty-five  English  standard 
candles  (ninety-eight  Hefner  units)*  after  two  hours'  use, 
and  of  seventy  candles  (eighty  Hefner  units)  after  thirty  hours' 
use,  all  at  a  pressure  of  twenty-five  millimeters  (0*984  inch), 
and  a  gas  consumption  of  $'638  cubic  feet  per  hour.  Since  the 
illuminating  power  of  the  incandescent  gas  light  was  not  con- 
stant, but  diminished  continuously  as  time  went  on,  it  was 
necessary,  in  order  to  make  the  results  of  dilterent  investiga- 
tions comparable  with  one  another,  to  set  down  in  ever)-  case 
the  illuminating  value  of  the  bare  Welsbach  lamp  taken  in  a 
horizontal  direction,  as  icq,  and  to  state  the  values  in  other 
directions  proportionately  to  this. 

"By  a  bare  Welsbach  lamp  is  meant  the  Welsbach  lamp 
without  globe  or  reflector.  Table  A  shows  that  there  is  a  con- 
tinuous decrease  in  the  luminous  intensity  as  we  pass  into  the 
different  directions  lying  below  the  horizontal  plane  of  the 
lamp,  and  this  decrease  is  more  rapid  the  more  nearly  we  come 
vertically  under  the  lamp.  Vertically  under  the  lamp  it  is 
almost  dark,  for  there  the  intensity  falls  to  onl)-  0*4  i>er  cent, 
of  what  it  is  at  the  same  distance  horizontally.  Above  the 
horizontal  plane  the  distribution  of  ]i<;ht  is  very  similar.  l>ut  the 
decrease  is  far  smaller.  The  results  hliow  that  the  greater  part 
of  the  light  produced  is  sent  upwards  to  about  20"  above  the 

•  One  English  standard  candle  =  i'r4  Hefner  uni».s  ;  the  Hefner  unit  being 
the  light  of  a  standard  lamp  devised  by  Von  Ilefner-Alteneck,  the  fuel  used 
in  which  is  acetate  of  amyl.  This  is  the  standard  now  uiostly  used  by  the 
German  gas  engineers. 
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horizonta]  plane.  In  street  lamps  this  light  cannot  be  utilized 

in  a  downward  direction  by  means  of  the  ordinary  reflectors. 
In  order  to  be  able  conveniently  to  take  off  the  ^jlabS  chimnev 
to  clean  it  the  reilector  cannot  be  placed  as  low  as  would  be 
necessary  in  order  to  catch  the  rays  traveling  at  an  upward 
angle  of  30^,  and  thus  about  one-third  of  all  the  light  pro- 
duced by  the  lamp  is  completely  lost  for  the  purpose  of  street 
lighting. 

"The  rapid  diminution  of  lighting  power  as  we  come  under- 


TABl,e  A. 
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neath  the  Welsbach  lanip,  which  is  peculiar  to  this  lamp,  is  not 
astonishing  when  we  consider  that  the  mantles,  after  a  very 
short  time,  assume  a  form  which  is  smaller  above,  and  that 
any  light  sent  from  the  upper  portions  of  the  mantle  is  ob- 
structed in  its  path  downwards  by  the  wider  lower  portions. 
There  are  similar  phenomena,  however,  even  in  the  Argand 
flame. 

"Herr  Pohs»  of  Aix,  recently  drew  attention  in  the  JowwA 


Digitized  by  Googk 


April,  1898.] 


The  Hohphane  Globes, 


271 


fOir  Gasheleuchiung  to  holophane  and  diffusor  globes  as  good 
means  of  distributing  iight.  I  obtained,  through  the  German 
Incandescent  Gas  Light  Company  (Welsbach).  a  number  of 
holophane  globes  from  the  French  Holophane  Lighting  Com- 
pany, as  follows: 

"No.  I, — Tulip  shaped,  150  millimeters  (=  5*90  inches) 
high  and  135  millimeters  (=  5  -42  inches)  broad,  with  an  upper 
opening  of  125  millimeters  (=  4-92  inches)  and  a  lower  of  56 
millimeters  (=  2*20  inches). 

"No.  2. — ^Tulip  shaped.  145  luillimeters  (=  571  inches) 
high  and  140  millimeters  f^—  5-51  inches)  broad,  with  an  upper 
opening  of  130  millimeters  5  12  inches)  and  a  lower  of  56 
millimeters  (=  2  '20  inches). 

"No.  — Cone  shaped,  130  millimeters  (=  5*12  inches) 
high  and  1 10  millimeters  4*33  inches)  broad,  with  an  upper 
opening  of  100  millimeters  (==  3  -94  inches)  and  a  lower  of  56 
millimeters  (=  2  20  inches). 

**No.  4. — Cone  shajicd,  no  millimeters  (=  4-33  inches) 
high  and  105  millimeters  (=4-i4  inches)  broad,  with  an  upper 
opening  of  95  millimeters  374  mches)  and  a  lower  of  56 
miUimeters  (—  2  20  inches). 

"No.  5. — Globe  shaped,  with  a  diameter  of  165  millimeters' 
(=:  6*50  inches),  an  upper  opening  of  76  millimeters  (=  2  *99 
inches),  and  a  lower  o[)cning  of  56  millimeters  (=  2'20  inches). 

"The  liolophane  globes  develop  a  revolution  in  the  distribu- 
tion of  the  light  from  a  \Velsl  »acli  burner,  as  is  shown  by  Table 
A,  as  well  as  by  the  graphic  diagram  hereto  appended.  On 
the  whole,  more  light  comes  downward  than  goes  upward;  be- 
sides this,  there  is  better  distribution  of  light  downwards  in- 
stead of  to  one  side;  and  even  directly  under  the  burner  the 
intensity  of  the  light  is  considerably  increased.  With  the 
tulip-shaped  holophane  the  amount  of  light  passing  down- 
wards below  the  horizontal  plane  is  increased  by  29  per  cent, 
as  compared  wiili  the  bare  Welsbach  lamp,  and  with  the  other 
holophanes  from  17-2  to  26*9  per  cent.  The  light  passing  up- 
wards has,  on  the  other  hand,  been  diminished  from  28-5  to 
42*0  per  cent.  The  total  loss  by  absorption  and  reflection  is 
thus  very  small,  being  only  from  77  to  9*8  per  cent." 
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In  conclusion,  attention  is  called  to  accompanying  dia- 
grams, fi^s.  5  to  <?.  showing  the  distribution  of  light  on  verti- 
cal and  horizontal  i)lanes  from  a  direct  current  arc  lamp  and 
from  the  Welsbach  light. 

The  figfures  used  for  the  arc  lamp  are  those  given  by 
.  Blondel.* 

The  figures  used  for  the  Welsbach  light  are  those  given 
by  Drehschmidt  in  his  article  on  the  "Utilization  of  the  Wels- 
bach Light,"  in  the  Journal  fiir  Gasbeleuchtimg,  previously 
cited. 

The  quantity  of  h^xht  given  out  within  the  angles  was 
determined  by  the  formula 

Q=:(siH.  in  —  sin.  ii)  (>\  +  '2) 

as  used  by  Drehschmidt.  The  number  of  lines  drawn  within 
the  angles  is  proportionate  to  the  quantities  of  light  thus  deter- 
mined; the  lines  thus  represent  rays  of  light  or  "pencils"  of 
equal  intensity.  The  space  where  they  run  together,  showing 
clear  white,  is  approximately  the  curve  of  vertical  distribution* 
corresponding  to  the  one  given  by  Blondel.t  \V. 
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[No.  1,961.]       Hall  of  the  Franklin  Institute, 

Philadelphia,  June  i,  1897. 

The  Franklin  Institute  of  the  State  of  Pennsylvania,  for 
the  Promotion  of  the  Mechanic  Arts,  acting  through  its  Com- 
mittee  on  Science  and  the  Arts,  investigating  the  merits  of 

Corscadeu's  "All-Wrought  Steel  Pulley,"  reports  as  follows: 
The  all-wrought  steel  pulley  designed  and  the  manufacture 


♦See  "  rublic  Lighting  by  Arc  Lamps/' ppw  48,  50aiid 51. 
t  Ibid,   See  Fig.  so,  p.  45. 


Digiii^uu  by  doogie 


274 


Report  of  Committee : 


(J.  F.  I. 


thereof  perfected  by  Mr.  Thomas  Corscaden,  of  the  city  o( 
Philadelphia,  is  protected  by  letters-patent  to  the  inventor  as 
follows:  Nos.  474,546  and  474,547,  May  10,  1892,  and  Nos. 
575,106  and  575»io7»  January  12,  1897. 

The  pulleys  ar  *  made  in  halves,  and  are  such  as  are  usually 
called  split  pulleys.  They  are  made  up  from  a  number  of  parts 
of  sheet  steel  cut  from  rolled  plates.   The  rim  is  made  in  four 


Die  for  convexiug  the  spiders. 

parts.  The  plate  is  cut  up  into  long  strips,  the  length  of  which 
is  equal  to  one-half  of  the  circumference  of  the  pulley  and  the 
width  equal  to  one-half  of  the  width  of  the  face  plus  an  amount 
required  to  form  a  bead-moulding  on  the  outer  edge  of  the 
pulley  and  a  flange  web  in  the  center  of  the  pulley.  Two  oi 
these  plates  are  placed  in  the  dies  of  a  large  hydraulic  press, 
where  a  comjilete  ring  (in  two  halves)  is  formed,  having  a  cyl- 
indrical bead  all  around  the  outer  edge  of  the  plates  and  a  web 

flange  on  the  outer  edge.  Two 
of  these  rim  portions  are  placed 
back  to  back  and  riveted  to- 
gether through  the  web  flange; 
then   two  of  these  pairs  are 


Rim  Clip. 


brought  together  and  arc  held  in  position  by  dowel-pins 
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firmly  fastened  in  the  cylindrical  mouldings  at  the  edges,  thus 
forming  the  complete  rim  of  the  pulley. 

The  spokes  and  hub  are  likewise  fomied  in  four  parts;  they 
are  also  cut  from  thin  plates  and  are  split  part  of  their  length 
into  three  parts,  and  the  part  that  is  not  split  turned  at  a  right 


Clip  for  holding  pulley  sections  on  shaft. 

angle,  which,  after  being  perfectly  formed,  makes  the  hub. 
These  parts  are  also  placed  in  the  hydraulic  press,  where  they 
are  compressed  into  form,  making  part  of  the  hub  with  three 
half  spokes.  The  half  spokes  have  a  conical  groove  pressed  in 
them  to  stiffen  them,  and  when  two  of  these  plates  are  placed 


Die  for  forming  the  corrugations  in  spiders. 

together  and  riveted  they  form  a  spider  composed  of  one-half 
of  the  hub  and  three  completed  spokes;  then  the  three  spokes 
of  the  spider  are  riveted  to  the  inner  web  of  the  rim,  and  thus 
one-half  of  the  pulley  is  formed. 

Cylindrical  clamps  are  riveted  to  the  web  at  both  ends  of 
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the  section.  The  halves  of  the  pulley  are  now  placed  together 
and  firmly  secured  hy  holts  passing  through  the  cylindrical 
clamps.  They  are  held  firmly  in  circular  alignment  by  the 
dowel-pins  fastened  in  the  bead  moulding  at  the  edges  of  the 
rim. 

The  huh  is  completed  by  cutting  clamps  from  the  plates  of 


Miichiiie  for  drilling;  spiders  and  hub-shelU. 


steel  and  forming  them  into  U-shaped  sections,  the  edges  hav- 
ing been  cut  to  fit  around  the  half  hub.  A  pair  of  these  clamps 
are  bolted  together  around  the  hub  portion  of  the  spider,  thus 
holding  the  pulley  firmly  to  the  shaft. 

During  the  process  of  manufacturing,  the  half  rings,  aftei 
being  formed  in  the  dies,  are  passed  through  bending  rolls  one 
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or  more  times  until  a  perfectly  formed  semi-circular  rim  is 
produced  without  strain.  The  parts  constitutinfj  the  hub  and 
spokes  are  annealed,  whereby  all  strains  are  removed  from 
these  sections. 


The  different  parts  l)ein,£r  cut  from  the  plates  with  punch- 
ing dies  are  so  nearly  alike  that  they  are  interchangeable,  and 
when  the  pulleys  are  assembled  they  are  nearly  l)alanced.  more 
so  than  cast-iron  pulleys  usually  are. 

The  pulleys  are  very  light,  so  nuich  so  that  one  man  can 
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put  a  36-inch  pulley  upon  a  shaft  and  secure  it  thereto  without 
assistance. 

The  American  Pulley  Company,  owners  of  the  patents,  are 
now  manufacturing  pulleys  from  6  to  24  inches  in  diameter, 
with  faces  from  2  to  12  inches  in  width,  and  they  are  now  build- 
ing machinery  to  manufacture  all  desirable  sizes  up  to  60 


Polishing  niacliine. 

inches  in  diameler.  The  hubs  of  all  sizes  of  pulleys  are  made 
to  fit  the  larger  sizes  of  shafting,  for  which  they  are  likely  to 
be  used,  and  bushings  are  furnished  to  reduce  the  bore  to  fit 
the  smaller  sizes. 

Kevs  in  the  shafting  or  set  screws  in  the  hub  are  not  usuallv 
employed  with  these  ])ulleys.  but  are  furnished  when  required. 
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The  pulleys  are  usually  secured  to  the  shafting  with  the  clamp- 
ing device  above  described. 

The  pulley  is  the  lightest  one  known,  its  weight  being  only 
one-third  of  cast-iron  pulleys  of  corresponding  sizes,  which 
the  new  construction  notably  surpasses  in  strength. 

The  price  at  which  the  new  pulleys  are  sold  is  comparatively 
low,  being  lower  than  cast-iron  pulleys  of  corresponding  sizes. 

The  conmiittee  charged  with  this  investigation  believes 
that  Mr.  Corscaden  has  brought  the  manufacturing  of  belt  pul- 
leys to  a  degree  of  etTiciency  never  before  reached,  and  that 


stockroom,  showing  parts  of  pulley  ready  fcr  assembling. 

the  manufacturers  using  pulleys  will  be  greatly  benefited  by  his 
inventions,  and  that  the  energy  displayed  by  the  inventor  in 
producing  so  good  an  article  at  a  low  cost  and  in  quantities  that 
will  enable  the  manufacturers  and  dealers  to  carry  in  stock  all 
desirable  sizes  of  pulleys  is  most  conuncndable,  and  the  com- 
mittee believes  that  Mr.  Corscaden  merits  the  highest  award 
of  the  Franklin  Institute  for  his  ingenuity  in  designing  and 
perfecting  this  pulley  and  the  machinery  and  system  for  manu- 
facturing the  same. 
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In  view  of  the  facts  above  set  forth,  the  Franklin  Institute 
awards  to  Thomas  Corscaden,  of  Philadelphia,  the  Elliott 
Cresson  Medal. 

Adopted  at  the  stated  meeting  of  the  Committee  on  Sci- 
ence and  the  Arts«  held  Wednesday,  September  1897.* 
Countersigned,  John  Birkinbine,  President, 

James  Christie,        Wm.  H.  Wahl,  Secretary, 
Chairman  of  the 
Committee  on  Science  and  the  Arts, 
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METHODS. 

(i)  Prelimmary  Operations.  In  previous  detenninations  the 
ammonia  had  always  been  heated  in  the  vapor  of  some  volatile 
liquid.    We  concluded  that,  for  uniformity,  simplicity,  and 

cheapness,  it  was  |»rd\rable  to  surround  it  with  melting  ice. 
taking  the  proper  ])recautions  to  prevent  moisture  from  con- 
densing on  the  surface  of  the  holder.  The  method  employed 
is  believed  to  be  somewhat  original,  but  to  involve  no  new 
principle. 

Some  doubt  being  expressed  as  to  the  purity  of  the  sam- 
ples of  ammonia  furnished,  a  small  amount  was  drawn  off  into 
a  beaker  and  allowed  to  stand  in  the  open  air.   It  appeared 

to  be  perfectly  clear,  and,  upon  complete  evaporation,  left  only 
a  trace  of  an  oily  residue,  due  to  the  process  of  manufacture. 
A  distilling  api)aratus  was  then  arranged,  as  shown  in  Fig.  5- 
The  pipe  connections  were  coated  with  a  paste  composed  of 

*  For  tile  use  of  the  illustratious  ia  this  report  the  Journal  is  indebted  to 
the  /ran  Age. 
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gflycerine  and  litharge,  which  gave  almost  perfect  security  from 
leakage.  In  a  short  time  two  or  three  pounds  of  ammonia 
were  condensed  over  from  the  stock  drum,  and  a  sample  ol  the 
distilled  liquid  was  found  to  present  exactly  the  same  appear- 
ance as  the  commercial.  Upon  the  surface  of  both,  specks  of 
what  appeared  to  be  lloaii ng  oil  were  seen.  This  impmity 
was  contained  in  quantities  too  small  to  affect  the  result  of  the 
tests  as  given;  and,  as  manufactured  ammonia  always  contains" 
it,  the  conditions  of  actual  practice  were  more  nearly  realized 
than  they  would  have  been  with  C.  P.  ammonia. 

The  following  standard  test  directions  were  followed  in  the 
tests  for  purity: 


Pig*  5. — DistilliDg  apparatus. 


Anhydrous  Ammonia  Test  Directions. — ^"'To  make  the  test, 
proceed  as  follows:  Screw  a  short  iron  pipe,  say  8  or  10  inches 
long,  into  the  valve  (it  is  best  to  loosen  the  valve  stem  after 

screwing  on  the  pipe  and  to  blow  off  a  little  of  the  gas  so  as  to 
remove  any  dust  or  dirt  that  may  have  collected  in  the  open- 
ing of  the  valve),  slip  the  neck  of  the  bottle  over  the  pipe  so 
that  the  latter  projects  into  the  bottle,  open  the  valve  a  \  ery  lit- 
•  tie  until  the  bottle  is  filled  about  one-fourth  or  one-half  fulU 
then  remove  the  bottle,  put  on  the  cork  with  bent  tube,  and  let 
the  ammonia  evaporate.  As  the  evaporation  may  cool  the 
liquid  to  such  an  extent  as  to  cause  it  to  freeze,  it  is  well  to  hold 
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the  bottom  of  the  bottle  in  a  bucket  of  water,  moving  it 
around  to  prevent  ice  from  forming. 

"After  the  ammonia  has  evaporated  and  the  outside  of  the 
bottle  has  been  wiped  off  dry,  there  should  be  no  moisture  left 
on  the  inside  of  the  bottle.  Of  course,  it  is  necessary  that  the 
inside  of  the  bottle  should  be  entirely  dry  and  clean  before 
drawing  each  sample.  It  is  also  necessary  that  the  iron  pipe 
should  1)6  entirely  dry  and  clean  before  drawing  each  sample, 
as,  after  drawing-  samples,  the  evaporation  of  the  ammonia 
cools  the  iron  to  such  an  extent  that  moisture  from  the  air  is 
condensed  on  the  inside  of  the  pipe. 

"Caution  should  be  used  in  drawing  samples,  as  accident 
may  occur  by  the  ammonia  spurting  on  the  hands,  in  the  face, 
or  in  the  eyes  of  the  operator." 

Filling  the  Holder. — The  ammonia  holder  was  placed  in  a 
split  block  in  a  vise,  and  the  cylinder  containing  the  liquid  was 
propped  so  that  the  discharge-pipe  was  directly  over  the 
holder.  Due  precautions  being  taken  against  moisture,  and 
the  other  end  of  the  cylinder  being  elevated,  the  valve  was 
opened  slightly  to  allow  a  few  drops  of  mingled  liquid  and 
vapor  to  flow  through.  Then  the  valve  was  opened  wide,  the 
holder  being  now  cooled  to  a  low  temperature,  and  the  latter 
was  filled  with  the  liquid.  The  operator's  hands  were  protected 
with  gloves. 

Some  of  the  liquid  was  also  allowed  to  run  into  an  evapo- 
ratins^-  dish,  in  which  the  cap  and  pin  were  placed.  The  thread 
on  the  holder  was  then  quickly  smeared  with  the  litharge  and 
glycerine  paste.  The  contents  were  allowed  to  evaporate 
until  sufficient  room  was  left  for  vapor  and  for  the  expansion 
of  the  liquid,  when  the  cap  was  screwed  down  tightly.  The 
pin  was  then  driven  in.  By  this  arrang^ement  it  was  possible  to 
tighten  the  ca{)  against  the  pressure  within,  and  the  final  clos- 
ing was  effected  instantaneously  before  the  pressure  had  a 
chance  to  rise.  T'nc  holder  was  placed  at  once  in  water  at  a 
temperature  of  about  36^  C.  as  a  test  of  its  strength.  Upon 
taking  it  from  the  water,  after  a  reasonable  time  had  elapsed,  no 
leak  was  perceptible.  Hydrochloric  acid  was  used,  as  well  as 
the  ocular  and  olfactory  tests,  but  it  was  not  until  two  weigh- 
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tngs  had  been  made  at  an  interval  of  sixteen  hours  that  vapor 
was  found  to  be  escaping.  Having  made  some  previous  at- 
tempts, we  concluded  that  it  was  impracticable  to  make  the 

holder  perfectly  tight,  and  determined  to  proceed  with  our  test, 
the  amount  of  loss  being-  ?o  small  as  to  be  almost  imperceptible, 
and  what  loss  there  was  giving  the  additional  advantage  of 
introducing  a  variable  weight  of  ammonia  into  the  thermo- 
dynamic equation. 

(2)  Standardizing  the  Apparatus. — The  C  G,  S.  system  was 
used  throughout.  Three  Centigrade  thermometers  were  em- 
ployed, No.  I  being  used  for  determining  temperatures  of  the 
air  only  and  graduated  to  half  degrees,  Nos.  2  and  3  beincr  used 
in  determining  the  initial  temperature  of  the  ammonia  and  the 
initial  and  final  temperatures  of  the  water,  and  graduated  to 
tenths  of  degrees.  They  were  standardized  as  follows: 

Barometer,  761 '35  mm.,  temperature  i8°'3  C. 

To  reduce  to  grams  at  Paris  divide  by  i  '00075. 

Corrected  barometer   759*57  mm« 

Thermometer  (i)  read  loo^'s  C.  at  bcMltng. 

Corrected  reading  (protruding  rtem)  lOo^'^S  C. 

Temperature  of  boiling  for  759*57  mm  99*>*99  C. 


In  the  same  manner  the  correction  for  (2)  was  found  to  be 
+  o^  05  C.  and  for  (3),  —  o^  -37  C 

The  calculation  for  the  approximate  size  of  calorimeter 
required  was  as  follows: 


If  range  in  calorimeter  is  to  be  5°  F.,  the  volume  of  water 
required  is  40/5  =  8  cubic  inches. 

The  calorimeter  was  made  of  2  inches  diameter,  3  inches 
high.  This  gave  a  range  even  better  than  that  assumed. 

The  English  system  was  used  in  this  calculation  to  avoid 
transformation  for  the  workman. 

(3)  Determinations. — A  siiiv  thread  was  drawn  through  the 
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fine  tube  C,  Fig.  ?,  the  holder  was  attached  to  it  and  raised  into 
the  chamber  when  the  cover  F  was  clamped  on  the  bottom. 
The  thermometer  was  introduced  into  the  tube  £>,  care  being 
taken  to  make  the  mercury  column  cross  the  axis  of  the  sight- 
tubes  E  E.  The  tank  was  then  filled  with  ice,  which  was  re- 
plenished as  rapidly  as  it  melted.  The  catheioiiieter  was  ad- 
justed so  as  to  have  its  axis  vertical,  and  the  telescope  was 
levelled  and  focussed  on  the  mercury  column,  a  light  being 
placed  on  the  other  side  of  the  sight-tube  to  illumi- 
nate the  thermometer  divisions.  The  time  required  for 
cooling  was  about  four  hours.  There  was  no  difference  found 
between  the  second  and  third  determinations,  hence  it  was 
concluded  tliat  four  hours  were  sufficient  to  bring  the  iciiipera- 
ture  of  the  ammonia  down  to  that  of  the  air  chamber  or  witliin 
a  fraction  of  a  degree  above  o°  C.  The  actual  times  of  cooling 
were,  however,  from  five  to  nearly  twenty  hours. 

When  the  desired  period  of  time  had  elapsed  water  was 
introduced  into  the  calorimeter,  the  rate  of  evaporation  deter- 
mined, and  the  temperature  of  the  air  and  of  the  water  read. 
The  temperature  of  the  air  chamber  was  read  through  the  tele- 
scope and  estimated  to  the  hundredth  of  a  degree  with  the 
high  magnifying  power  of  the  lens.  The  mercury  was  observed 
not  to  rise  in  the  tube  uniformly  but  to  advance  by  short  jumps, 
which  would  indicate  the  impossibility  of  getting  more  accu- 
rate readings.  The  influence  of  radiation  between  the  water 
and  the  air  was  taken  into  account,  as  indicated  in  the  calctila- 
tion  given. 

Then,  by  a  quick  manipulation,  the  bottom  plate  of  the 
cooler  was  removed  and  the  holder  lowered  into  the  calori- 
meter. The  time  of  beginning  the  experiment  was  noted.  It 
required  about  two  minutes  to  bring  the  calorimeter  down  to 
its  lowest  temperature.  The  holder  was  afterward  dried  and 
weighed. 
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Nine  experiments  were  made.  Ludeking  and  Starr  made 
six,  which  we  concluded  was  too  small  a  number.  Von  Strooh 
beck  made  eight.  The  difficulty  of  determining  the  specific 
heat  lie$  largely  in  the  fact  that  it  is  a  ''difference  quantity,** 
and  hence  a  large  number  of  tests  is  essential. 

The  entire  data  for  the  whole  series  of  tests  are  given  on 
the  preceding  page.  The  following  factors  remained  con- 
stant throughout: 

Weight  of  copper  calorimeter   38'82i  gnnu. 

Water  equivalent  of      *•    3*6905 

Weight  of  steel  holder   81*001 

Water  efjiiivaleiU  of  holder   9*43^ 

Weight  of  lead  and  litharge*   2'$2i 

Water  equivalent  of  same   o'o79i6 

Weight  of  holder  filled  with  water  103  *235 

Weight  of  water  in  holder  

Weight  of  water  that  wonld  he  contained  at  4®  C  .  19757 
Bquivalent  quantity  of  ammonia  that  wonld  he 

contained  at  4^  C   12*463 

Noie,—th9  apeeifie  gra^tjr  of  the  ammonia  was  calculated  from  D' Andrefi*i 
fomttla,t 

d  =  '6364  —  '0014 

where  d  a  density,  t  —  temperature  Centigrade. 

All  temperatures  given  in  the  table  are  corrected  for  thermometrie  vaiis> 
tion,  but  not  for  the  protruding  stem  of  the  thermometer. 

The  ammonia  tables  given  in  Professor  Wood's  Thermodynamics  were 
used  in  the  calculations. 

After  the  completion  of  the  tests  the  ammonia  was  emptied 

from  the  holder  and  the  latter  filled  with  water,  care  being 
taken  to  screw  down  the  cap  to  precisely  the  same  posi- 
tion. The  water  was  heated  until  slightly  above  the  teaipera- 
tiire  of  the  room,  the  pin  being  removed,  so  that  there  was  no 
danger  of  explosion  when  driven  in.  By  weighing  the  holder 
under  these  conditions  its  cubic  contents  were  ascertained. 
A  determination  of  the  specific  heat  of  water  was  then  made 
with  a  view  to  checking  the  accuracy  of  the  methods  used. 
The  result  obtained  was  -997,  an  error  of  less  than  one-tliird 
of  one  per  cent. 


*  The  quantity  of  p«*te  used  wma  to  »maU  that  the  error  ia  indudiag  it  with  the  lead  it 
inappreciable. 

t  Trmtis.  A.  S.  M.  S.,  10, 641. 
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The  water  equivalent  of  the  portion  of  the  thermometer 
immersed  in  the  calorimeter  was  found  in  the  following  two 
ways: 

(i)  Method. — ^Water  was  introduced  into  the  holder  and  an 
experiment  made  with  the  water  value  of  the  immersed  part 
of  the  thermometer  as  the  unknown  quantity.  The  following 

were  the  observed  data: 

Initial  temperature  calorimeter  water   24*'07  C. 

Temperature  air   22°-3o  C. 

Immersion  of  thermometer   o^-So  C. 

Final  tcruperatnre  calorimeter  water   i8'"52  C. 

Immersion  of  thermometer   l°'5o  C 

Weight  ot  water  in  holder   19  713  grams. 

Water  equivalent  of  holder   9-516  ** 

Weight  of  water  in  calorimeter   87*648  ** 

Water  equivalent  of  calorimeter   3*691  ** 

Rise  of  temperature  in  calorimeter  in  five  minutes  .     oP*34  C. 

Time  required  for  experiment   3*25  minutes. 

Initial  temperature  hoMer   0*^*31  C. 

Water  equivalent  of  thermometer   X. 

Calculations  as  follows: 

Corrected  temperatures  by  formula 

6480  6480 

24°  -07  +  °  -007  =  24°  -007  =  corr.  in.  temp,  of  cal. 

iyo«02  (i8^*Sg  —  22^30) 
6480 

18° '52  —  **-oio  =  18** '51  =  corr.  fin.  temp,  of  cal. 

Radiation  factor  per  min.,  ==  **-24  -f-  5  =  **  048  C.  (In 
this  case,  the  cooling  at  first  was  so  rapid  that  the  water  was 
below  the  temperature  of  the  air  before  any  interchange  of  heat 

took  place.) 

Total  radiation  factor  =  °-048  X  3  25  ~  "  156  C. 
Range  in  cal.  =  24°  -077  —  18° -51  =  5°  '57  C. 
Range  if  no  radiation,  18"  20  —  ®  -156  =  18^  044  C. 
Equation: 

(9-516  +  19713)  i8*'  o44  =  (3-^1  +  87-648)  5*'7i6 


=  —  **'OIO 
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From  which  X  s  *98,  which  is  the  water  equivalent  of  the 
thermometer  immersed  to  1*^*5  C,  at  a  temperature  of  24^*08 
C — an  average  value. 

(2)  Method.* — Method  of  finding  the  water  equivalent  by 

weighing: 

Suspend  the  thermometer,  Fig.  6,  by  two  threads,  one  at 
Ay  the  end  of  the  stem,  and  the  other  at  B,  where  the  stem  joins 
the  bulb.  Hang  the  end  A  to  one  arm  of  a  balance,  and  hang 
the  other  end  from  any  convenient  support. 

Cool  the  bulb  so  that  the  mercury  stands  at  />,  some  place 
near  B,  and  weigh  the  end  A.  Then  warm  the  bulb,  and  when 
the  mercury  has  advanced  some  distance  3ls  D  C,  weigh  the 
end  A  again. 

Knowing  the  difference  of  weight  of  A  and  the  amount  of 
expanded  mercury,  we  have  sufficient  data  to  calculate  the 
weight  of  mercury  in  the  thermometer. 


a  c 


h 

Pig.  6. 

In  the  following  let 

A  B  ht  the  length  of  the  stem; 

D  A  the  original  distance  from  the  end  of  the  mer- 
cury to  A. 

C  A  the  final  distance  from  the  end  of  the  mercuiy 
to  A. 

DA  —  C  A  =  D  C  the  distance  the  mercury  has 

advanced. 

the  initial  weight  at  A, 

iv"  the  final  weight  at  ^. 

w"  —  zv'  =  w,  the  increase  in  weight  at  A,  due  to 
the  expansion  of  the  mercury. 


*  This  method  of  finding  the  water  equivalent  of  a  themometer  is  dne  to 
the  late  Dr.  A.  M.  Mayer. 
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Then  the  total  increase  in  weight  of  the  stem  due  to  the 
expansion  of  the  mercury  equals 

AB  \ 

and  the  total  weight  of  mercury  in  the  thermometer. is 

AB  ^ 


where  R  is  the  co-efficient  of  cubical  expansion  of  mercury  for 
I**  C,  and  N  is  the  number  of  degrees  between  D  and  C. 
For  the  thermometer  used, 

^  ~  35'3  cm. 

AD  ss  26 4  cm.  A  C  ^  13-4  cm. 

AD^AC^CD^iyocm.  AB  —  ^4 />  =*     ^  =  89 cm. 

a/  »  x^'^  grams.  w*' .  14-601  gtatns. 

=s  *oooi8i8  iV=2o®'5C, 
X  A'      «  '0037269  and  (11)  becomes 

(15-4)  '^^^  ^  "oosraeQ  =  7  9  grams  of  mercury. 

Total  weight  of  thermometer  =  35*28  grams.  35*28  —  7*9 
=  27*38  grams  of  glass. 

Diameter  of  tube  =s  -62  cm. 
Then  volume  of  tube 

=  -  (-62)*  X  35*3  =  10-67  cm. 
4 

10  67  X  2  5  =  26-67  grams  of  glass  in  stem  or  from  A  to 
B,  where  2-5  is  the  specific  gravity  of  the  glass. 

27*38  —  26  67  =  71  grams  of  glass  in  the  bulb. 

26  67  -f  35  5  =  755  =  wt.  of  glass  per  cm. 

If  4  4  cm.  of  the  stem  be  immersed,  then  the  total  weight 
of  glass  immersed  is 

(4*4  X  755)  +  71  =  4*03  grams. 

Specific  heat  of  i,^lass  ~  '194. 
Specific  heat  of  mercury  =  0333. 
Vol.  CXLV.  No.  868.  19 
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Therefore  the  water  value  of  the  portion  of  the  thermom- 
eter immersed  will  be 

(4  03  X  194)  -f  (7  *9  X  0333)  =  I  •04. 

The  other  result  being  98,  we  assumed  I  '00  as  the  water 
equivalent  of  the  thermometer,  which  was  always  immersed 
to  about  the  same  depth,  the  bulb  being  in  every  case  com- 
pletely immersed  in  the  water.  The  error  could  not  be  reduced 
to  a  much  smaller  amount  than  that  given  by  this  method, 
except  l)y  an  extended  series  of  tests,  and,  as  the  figure  is  not 
very  important  in  the  equation,  the  value  1  00  was  considered 
sufficiently  accurate. 

The  complete  calculations  for  a  smgle  experiment  are  given 


below, 

TBST  MO.  9. 

Weight  of  water  and  calorimeter  at  3.57  p.m   i*7'53^  grama. 

*'       "        **        "        "  4  07  "    ....  ia7'3a6 

Evaporation  in  ten  minutes   *oto  ** 

*'           *'  one  initnite   'ooi  " 

Time  at  middle  of  duration  of  test   4*14:23  i'-^- 

Evaporation  for  4"i4:23  —  3*57  =  17*27  min.    .  .  .  '017  gram. 

Weight  of  water  -j-  calorimeter  during  test      ...  127*319  grams. 

Weight  of  calorimeter   38*821  " 

Weight  of  water   88-498  ** 

Water  equivalent  of  calorimeter   3*691  ** 

Water  equivalent  of  thermometer   I'ooo  " 

Total  water    ilue  of  calorimeter  and  contents  .  •  .  93*189  *' 

Weight  of  aiuinonia  holder  and  contents   92*785  " 

Weight  of  ammonia  alone   9*263  '* 

Water  equivalent  of  steel  part  of  holder   9 '437  ** 

*«        "           lead  part  of  holder*   -079  *' 

"           all  metal  of    *•    9*516  " 

Volume  of  liquid  ammonia  in  holder. 


9*263  -!-  '6345  »  14*578  C.C.  .  .  -  14'578  c.c. 

Total  volume  of  holder     19757  '* 

Volume  of  vapor  space  at  bej»i!iniiig  of  exjieriment.f  5*179  " 

**         *'  same  at  end   found  in  same  way)    .  .  .  4*364  ** 

One  C.C.  at  ^*7i  C.  weighs   '00361  grama. 

i9'*o8,C,  "    •C0663  " 

Weight  of  vapor  in  bolder  at  °  71  C.^ 

*<x>36i  X  5' 1 79  —  '01870  .  .  .     '01870  •* 


•Litharge  pastr  being  incliult'l  as  lead, 
t  Neglecting  expausion  of  liquid. 
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Weight  of  aame  at  19°  08  C.  (found  same  way)    .  .     '05026  grama* 

Difference  in  weight  of  vapor  ...    •OII56 

Heat  used  in  vaporization.  295*4*  X  '01156    ....    3*414  calorie*. 

Initial  temperature  of  water  22°-6i  C. 

Final         "  "   19  oS  C. 

Initial       "         of  holder  ...   0»7i  C. 

Temperature  of  air  ^7fi  C. 

Rise  in  temperature  of  water  in  five  minntea  after  teit .  .  .  0**41  C 
Corrected  initial  temperatnre  of  waterf  9a**6i  C. 

64S0 

Corrected  final  temperature  of  water   19°  07  C. 

Duration  of  teat  1*75  mln. 

Abflorpti<m  of  heat  from  air  during  cooling  in  the  calorimeter, 

**42     5  X  175  o**'»47  C. 

Range  of  temperature  in  calorimeter  if  there  had  been  no 
decrease  due  to  the  warming  influence  of  the  air, 

22*  61  —  i9'*'07  -f  *'i47  3*  "687  C. 

Range  in  holder  under  aame  conditions^ 

i9*'07  —  •71  —  ••147  i8*'2i3  C. 

The  thermodynamic  equation  is,  then, 

(9'3  i89)(3*687)     (9*Sf6  -f  9'263jr)i8-2l3  +  3'4i4i 

whence     the  ^ecific  heat  of  the  liquid  ammonia, 

=  •989. 

The  results  for  the  nine  experiments  were  as  follows: 

(0  x'QS^  (2)  1-037  (3)  rooa 

(4)  1040  (S)  1-031  (6)  1-020 

(7)  -983  (8)  1-028  (9)  0-989 

The  average  result  is  ix>ao6. 

Certain  known  facts  indicate  liic  probability  of  the  above 
result. 

It  practically  agrees  with  the  values  deduced  by  Prof. 
Wood,  his  formula  giving,  for  the  conditions  under  which  the 
experiment  was  made,  '98. 

L^edoux's  formula  gives  for  a  temperature  of  lo*'  C,  which 
was  about  the  average  during  our  tests,  the  value  i  -04. 

'J  lie  value  1  00  has  l)cc'ii  lar-cly  used  by  engineers,  and 
ha:>  not  appeared  to  be  greatly  in  error. 

*  Average  heat  of  vaporization  between  initinl  and  tinal  teiupcraturvi>  of  hott'er. 
Pormola* 

t\  ( "  ~  ntttnl>er  of  degrees  protnisioa. 

r+     -  .  '  .where  \  r«  temperature  or  •vater. 
****  \JL  —  temperature  of  ir. 
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\\\  a\  erage  of  all  previous  determinations  gives  (see  page 
194)  I  oi. 

The  specitic  heat  of  superheated  ammonia  is  -506  as  against 
•48  for  steam  gas,  an  increase  of  5  per  cent.  Our  value  for  the 
liquid  is  2  per  cent,  greater  than  for  that  of  water. 

The  determination  was  made,  as  will  be  seen  from  the  data, 
when  the  temperature  of  the  ammonia  ranged  from  about  o~  C. 
to  20°  C.  This  is  nearer  the  temperatures  of  actual  praciicc 
than  Von  Strombeck's  of  60^  C,  or  even  of  Ludeking's  and 
Starr's  of  40  C.  The  last-named  investigators  made  three 
additional  experiments  with  melting  ice  as  a  cooling  mediitnit 
but  so  little  is  said  of  them»  and  that  little  is  so  indefinite  that 
it  is  impossible  to  judge  of  the  work  intelligently. 

We  should  suppose  that  a  determination  made  when  the 
iron  shell  was  cooled  in  direct  contact  with  the  ice  would  be 
very  approximate  indeed. 

The  specific  beat  is  undoubtedly  variable,  like  that  of  water. 
In  ordinary  commercial  calculations,  the  value  for  water  is  con- 
sidered to  be  unity  for  all  temperatures;  and  for  such  purposes 
that  of  ammonia  may  also  be  taken  as  constant. 

Tl.e  following  tal)le  shows  roughly  that  the  value  should 
increase  with  the  temperature; 


Antliotlty. 

Tetnpentnre  ' 

•t  which  rxp. 
was  made. 

1 

1 

specific  heat. 

SiiecUle  bcftt  bgr  tliCMry. 

Ledoux. 

Zcuucr. 

*Wood, 

tWood. 

JWood. 

Von 
SUombcck 

1*399 

1*17 

1'17 

Ludekiog 

and  Starr 

ft 

-S86 

114 

X'34 

117 

Bllean  and 
Bnaif 

x^ai 

I'te 

•9« 

1-14 

It* 

\  *  See  formula  given  above,  page  193. 

t  Trans.  A.  S  M.  E.,  l«,  136.  C  1*12136  +  '000438  T,, 
I  Tratu.  A.S.M.E.,  lO,  645.  C  —  1096    —  -coia  T. 


Prof.  Wood's  first  formula  makes  the  variation  downward 
in  one  part  of  the  scale  and  upward  in  another  part,  which  cor- 
responds with  Prof.  Rowland's  law  of  variation  for  water. 

To  state  an  experimental  value  obtained  by  these  methods 
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to  iive  decimal  places,  even  as  an  average,  seems  to  be  far  be- 
yond any  accuracy  which  the  data  will  warrant. 

The  "greatest  possil^le  error"  is  lar^c.  Ijccause  of  some  of 
the  insufficiently-determined  constants.  When  the  latent  heat 
shall  be  conclusively  and  accurately  established,  a  revision  of 
these  caculations  might  make  a  very  small  difference  in  the 
result. 

If  we  assume  all  errors  to  be  in  the  same  direction,  and  as 
large  as  possible,  as  follows: 

Error  in  weiji^hine^  *oor  grams. 

Error  in  reading  temperatures  o°'oi  C. 

Error  in  tabular  h<eat  of  vaporization  *  •  5  cent. 

we  have,  for  the  variation  of  result,  6  per  cent.  The  maximum 

probable  error  is  then  about  3  per  cent.  The  average  of  nine 
clc terminations  is  then  reUabic  within  one-third  of  one  per 
cent. 

From  the  evidences  given  in  the  data  and  the  above  re- 
marks, our  conclusion  is  that  the  experimental  specific  heat 
of  anhydrous  liquid  ammonia  is  i  '02  at  10°  C,  a  practical  con- 
firmation of  the  theories  of  Zeuner,  Ledoux,  and  Wood.  For 

those  who  prefer  to  use  the  variable  value.  LedotDc'  fommla, 
with  the  first  constant  reduced,  is  convenient: 

X  =  -9834  +  003658  /°  C. 
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{^Concluded  from  vol.  cxlv,  p.  //S.) 


EXPERIMENTS  WITH  THE  ARTIFICIAL  CABLE. 

Opportunity  was  presented  for  preliminary  tests  of  this 
method  of  transmitting  signals  over  the  artificial  cable  belong- 
ing to  the  British  Post  CJliice  Depai iiueni,  and  of  niaking 
direct  comparisons  of  the  alternating-current  method  with  the 
present  Wheatstone  system  over  the  identical  cable.  These 
trials  were  made  on  August  21,  1897.  This  cable,  which  rep- 
resents to  within  i  per  cent,  the  real  cable  such  as  is  used  from 
England  to  the  continent,  to  Ireland,  the  Channel  Islands,  etc.. 
is  made  in  60  sections  of  three  knots  each,  making  a  total  of 
180  knots  or  207*5  utiles.  Each  section  has  A.'  etiual  iv  i  mi- 
crofarad and  R  —  33  ohms,  making  total  K  =  60  microfarads 
and  total  =  33  X  60  ^  1,980  ohms,  and  total  KR  = 
Ii8,8(xx  The  cable  is  of  the  type  in  which  the  distribiite-i 
capacity  is  obtained  by  condensers  placed  at  regular  inten^als 
along  its  length. 

Throngh  this  cable,  with  a  voltage  of  1 10,  messages  were 
sent  at  a  frequency  of  93*6  or  187  2  alternations  per  second, 
using  the  synchronograph  and  the  chemical  receiver.  The 
next  experiment  was  with  the  Wlieatstone  system  transmitter 
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and  receiver,  using'  100  volts  constant  potential,  and  a  speed  of 
120  words  per  minute  equivalent  to  72  complete  waves  per 
second  was  reached  by  the  post  office  officials.  Since  the 
speeds  vary  inversely  as  the  squares  of  the  lengths,  a  frequency 
of  93*6,  for  example,  over  the  iSo-knot  cable,  corresponds  to 
2 10 '6  or  421*2  alternations  per  second  over  a  cable  of  120 
knots  in  length. 

The  cables  from  England  to  the  continent  are  not  at  present 
operated  by  the  Wheatstone  system,  althoui^h  by  so  doing  the 
speed  would  undoubtedly  be  increased;  but  tlie  Huj^^hes  sys- 
tem, by  a  present  international  a(2freement.  is  employed.  By 
the  Hughes  system  the  messages  are  received  printed  ready  to 
be  delivered.  The  continental  cables  are  operated  at  about 
ICQ  words  per  minute  by  this  system. 

EXPERIMENTS  SUNDAY,  AUGUST  22,  1897. 

With  the  experience  already  gained  and  the  constants  ol 

the  Wheatstone  receiver  measured  a  wider  range  of  experi- 
ments was  planned  for  this  date,  which  were  to  include  tests 
over  each  line  for  speed  as  follows: 

(1)  Wheatstone  transmitter  and  receiver. 

(2)  Synch ronograph  and  Wheatstone  receiver. 

(3)  Synchronograph  and  chemical  receiver. 

Two  other  lines  were  made  up  for  this  date^  which,  being 
used  both  with  and  without  earth,  were  equivalent  to  four 
separate  lines  as  before,  making  eight  lines  tested  in  all  with  a 
total  KR  for  the  longest  line  equal  to  261,215.  The  constants 
for  the  first  line  used  on  this  date  are  given  in  the  following 
table: 


8BCYI0N. 

Total 
R. 

K. 

Totol 

To 

Open. 

1 

Oovei«d.>B.A.Uiiits. 

optn. 

Covcved. 

K. 

LondOB 

York 

York 
Leeds 
London 

197 '63 

18-25 
198  iX 

16  87 

1738 
500 
545 

2-96 
•44 

357 

4  55 
•67 
76 

3*33 

1815 

423^ 

M'ao 

■783 

5-98 

33^57 
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This  line  had  a  measured  resistance  by  the  Wheatstone 
bridge  just  prior  to  the  tests  of  2,799  ohms. 

From  long  experience  in  the  British  service  the  basis  which 
is  there  used  to  calculate  the  number  of  words  per  minute  in 
terms  of  complete  cycles  of  current  by  the  Wheatstone  system 
is  36  complete  cycles  —  one  word,  or  "6  of  a  complete  cycle 
of  current  per  second  equals  one  word  per  minute.  This  basis 
has  therefore  been  used  throughout  in  calculating  the  com- 
parative speeds,  using  the  synchronograph  with  the  Wheat- 
stone receiver,  so  that  the  comparative  results  ^iven  are  inde- 
pendent of  the  length  adopted  for  a  dash  or  indeed  of  the  par- 
ticular code  employed.  The  Wheatstone  instruments  were  in 
all  cases  operated  by  operators  of  the  telegraph  department. 

York  line,  with  no  earth,  total  KR  =  8,314. 

Synchronograj)!!  and  Wheatstone  rccei\  er  sent  666  words 
per  minute,  corres])onding  to  266*4  complete  waves  of  current 
per  second.  The  coils  of  the  receiver  were  joined  in  parallel, 
giving  an  L  =  875  henry  and  no  condensers  were  used.  Volt- 
age, 175.  In  this  line,  where  the  mechanical  hmit  of  the  Wheat- 
stone receiver  is  reached  before  the  speed  is  limited  by  the 
total  value  of  KR  of  the  line,  it  is  seen  how  the  perfect  regu- 
larity, equality  and  shape  of  the  sine  waves  materially  in- 
creased the  upper  limit  of  the  Wheatstone  receiver. 

Synchronograph  and  Chemical  Receiver. — With  this  combina- 
tion the  alternator  was  run  higher  than  before,  until  a  fre- 
quency of  723  was  attained,  or  1,446  single  impulses  per 
second  or  86,760  per  minute. 

York  Une  with  earth — ^total  KR  =  33,257. 

Wheatstone  transmitter  and  receiver  sent  360  words  per 
minute  with  a  voltage  of  100.  Synchronograph  with  Wheat- 
stone receiver  sent  540  words  per  minute,  voltage  200. 
Receiver  coils  in  parallel  L  ^  -875  and  condenser  ^.hunt  across 
the  coils  of  725  microfarads.  No  limit  was  obtained  in  this 
experiment. 

The  longest  line  as  yet  tested,  of  1,097  miles,  was  then 
made  up  with  data  as  given  in  the  table  below: 
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Sbction.  Milsaob. 
I     To     I  Open. 


Lradon  .Abefdceo  499*96 
Abcrd«CB|  Glasfow  |  147*19 
Glugow  jLoadott  I  4or7a 


Covered.  B.A.  Unite. 


35*50 
3*86 

•*74 


R. 


teao 
180s 

1075 


7'T9 
j-jo 
6-96 


Coveted*! 


Total 
K. 


9'5»  17*37 
m  ,  3*34 
«*36    .  8*64 


I 


1049 


47       4810   j  S900 


l04Sfi7 


a9'3S 


e$i«5 


Route. — London  to  Aberdeen  via  York  and  Edinburgh, 
and  return  to  Glasgow  and  Leeds.  A  portion  of  the  line  north 
of  Edinburgh  was  iron  wire  upon  the  same  poles,  goings  and 
returning. 

Aberdeen  line  no  earth  total  KR  =  65,304. 

WheatstOTie  transmitter  and  receiver  sent  over  this  line 

185  words  per  iiiiiuilc,  voltage  100. 

Synchronograph  and  Wheatstone  receiver  sent  over  this 
line  540  words  per  minute,  voltage  215,  coils  in  parallel. 

Synchronograph  with  chemical  receiver  sent  at  frequency 
of  723  or  limit  at  which  it  was  safe  to  run  the  alternator.  This 
result  was  higher  than  expected  from  the  approximate  law 
indicated  by  the  preceding  trials,  and  a  reason  for  this  was 
sought.  The  line  was  broken  at  Aberdeen  and  records  were 
still  received.  It  was  then  restored  at  Aberdeen  and  broken 
at  Glasgow,  wlien  as  Ijefore  no  record  was  obtained.  The  cause 
of  this  was  thought  to  be  the  inductive  elTect  of  that  portion 
of  the  Hne  beyond  Glasgow,  where  the  iron  wires  going  and 
returning  were  unavoidably  upon  the  same  poles. 

Aberdeen  line  with  earth  total  KR  =  261,215. 

Wheatstone  transmitter  and  receiver  sent  over  this  line  46 
words  per  minute,  voltage  100. 

1  he  b>  iiclironograph  and  W'licatstonc  receiver  sent  over 
this  line  135  words  per  miiuite,  voltage  85.  coils  in  series  L  = 
3'46,  condenser  of  5 '75  microfarads  shunted  across  coils. 

The  results  of  the  foregoing  experiments  are  given  in  tabu- 
lated form  in  Fig,  75. 
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THE  TRANSMISSION  OF  INTELLIGENCE  IN  GREAT  BRITAIN. 


One  of  the  reasons  for  going  to  England  was  to  become 
conversant  with  their  method  of  conducting  the  telegraph  and 
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telephone  business  in  conjunction  with  the  general  postal  ser- 
vice in  a  country  where  these  three  departments  are  under  the 
control  of  the  Government. 
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In  the  prosecution  of  this  as  in  the  experiments  themselves 

every  facility  was  attorcletl  l)y  the  Government  officials. 

It  is  recog-nizetl  that  to  draw  correct  conclusions  npon  the 
general  subject  of  the  transmission  of  intelligence  requires  men 
of  experience  in  dealing  with  such  matters,  who  gfive  the  sub- 
ject their  attention  for  a  considerable  period.  Some  of  the 
principal  facts»  however,  seem  to  be  so  clearly  defined  in  their 
relation  to  others  that  we  feel  warranted  in  making  some 
obscrv  aliens  thereon. 

In  the  previous  ]:)ai)er  some  data  were  given  concermni^ 
the  transmission  of  intelligence  in  the  United  States  and  in  a 
similar  manner  will  follow  the  data  for  Great  Britain.  This  is 
shown  in  graphical  form  in  Fig,  16,  where  seven  curves  are 
given,  two  for  the  total  revenue  and  expenditure  of  the  postal 
service  in  the  United  Kingdom  and  two  for  the  revenue  and 
expenditures  of  the  telegraph  department  of  the  United  King- 
dom, one  for  the  total  numl)er  of  letters  only  delivered  in  the 
United  Kingdom,  and  one  giving  the  number  of  telegrams 
forwarded  from  telegraph  offices  in  the  United  Kingdom,  and 
the  seventh  gives  the  per  cent,  of  profit  for  the  postal  service. 

The  revenue  from  the  postal  service  was  about  $26,000,000 
in  1872,  and  increased  gradually  until,  in  1896,  it  had  reached 
$57,000,000.  The  expenses  for  this  service  in  1872  were  about 
$19,000,001:),  and  increased  gradually  until,  in  1896,  they  were 
about  $39,500,000.  It  is  seen  that  the  lines  representing  both 
revenue  and  expenditures  are  approximately  straight,  and  that 
the  revenue  is  invariably  greater  than  the  expenditure.  In 
1872  the  per  cent,  of  profit  was  about  37,  and  in  1890  it  reached 
55  per  cent.,  while  in  1896  it  was  45*5  per  cent.  It  should  be 
understood  that  these  amounts  include  the  parcel  post  as  well 
as  the  mail.  The  limit  of  weight  which  may  be  sent  through 
the  post  office  in  this  country  is  four  j)ounds,  but  the  parcel 
post  of  the  British  Government  virtually  does  much  business 
similar  to  that  done  by  the  express  companies  in  the  United 
States. 

In  1896  the  profit  of  the  post  and  telegraph  together  was 
$17,600,00.  The  Select  Committee  of  the  House  of  Conuiions 
in  1888  dwelt  upon  the  necessity  of  working  in  the  main  upon 
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business  principles  with  a  view  to  a  profit  on  the  transac- 
tions of  each  year,  and  added  that  the  high  business  character 
of  the  Post  Office  Department  was  in  no  small  degree  due  to 
the  fact  that  it  had  been  administered  in  this  spirit  and  from 
this  point  of  view. 
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Fig.  i6. 


The  number  of  letters  delivered,  not  including  post  cards, 
was,  in  1887,  about  1,459,900,000,  and  in  1896  it  was  i,834»'' 
200,000,  the  largest  number. 

Referring  to  the  curves  of  telegraph  revenue  and  expend!- 
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tures,  it  is  seen  that  they  each  increase  with  approximate  uni- 
formity. In  1872  the  revenue  was  about  $18,200,000  and  the 
expenditure  about  $14,500,000,  while  in  1896  the  revenue  was 
$69,700,000  and  expenditure  $70,500,000.  These  two  curves 
nearly  coincide  and  cross  each  other  three  times  in  twenty- 
five  years,  showing  that  the  telegraph  business  is  condncted 
on  the  whule  to  meet  the  expenses  only  and  leave  no  profit. 
In  some  years  the  expenses  are  greater  than  the  revenue,  and 
the  account  shows  a  deficit.  This  has  been  the  case  for  the 
last  five  years,  but  it  has  been  gradually  decreasing  for  three 
years,  and  in  1896  was  only  $168,000. 

The  number  of  telegrams  forwarded  from  telegraph  ofhces 
in  the  United  Kingdom  in  1871  was  9,850,177  and  in  i(S<)i  >  was 
78,839,610,  and  the  curve  representing  this  shows  a  conUnual 
increase  from  year  to  year.  In  1896  the  ratio  of  the  number 
of  letters  to  telegrams  was  18*5. 

The  charge  for  transmitting  ordinary  telegrams  is  a  half- 
penny or  one  cent  per  word,  including  the  address.  The  mini- 
mum charge  is  six  pence,  or  about  iii;  ^  cents,  and  the  same 
price  for  any  distance.  The  telegraph  is  used  to  a  much  greater 
extent  for  transmitting  news  in  England  than  in  any  other 
country;  for  instance,  in  1896,  5,915,646  telegrams  were  trans- 
mitted at  the  press  rates  for  newspapers,  clubs,  etc.  The  aver- 
se weekly  number  of  words  contained  in  these  telegrams  was 
about  13,650,000.  The  average  length  of  each  telegram  is 
therefore  120  words.  The  explanation  fj|  this  is  found  in  the 
reduced  rate  given  to  the  press  after  6  p.m.,  which  is  at  present 
but  six  pence  per  hundred  words.  This  press  matter  is 
handled  ahnost  entirely  by  the  Wheatstone  automatic  system, 
where  automatic  telegraphy  is  more  advanced  than  in  any 
other  country  in  the  world.  There  are  as  many  as  477  sets  of 
Wheatstone  instruments  in  use  in  Great  Britain,  and  for  press 
messages  pneumatic  perforators  arc  used  and  a  number  of 
duplicate  strips  are  j^repared  at  once,  and  thus  the  same  press 
news  may  be  sent  out  on  eight  or  nine  different  lines  from  Lon- 
don at  the  same  time.  Many  of  the  lines,  which  are  ordmarily 
operated  by  hand,  are  equipped  with  Wheatstone  instruments. 
These  are  switched  in  whenever  the  traffic  for  the  particular 
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line  becomes  too  great  for  hand  transmission.  They  are  also 
much  employed  for  temporary  lines  where  an  unusual  volume 
is  to  be  handled  in  a  short  time,  such  as  in  sending  the  enor- 
mous amount  of  racing  and  sporting  news  required. 

The  telephone  service  in  England  is  not  entirely  under  the 
control  of  the  Government.  The  trunk  lines  are  so  controlled 
and  opcratetl,  leaving  to  private  companies  the  service  in  local 
districts.  Some  of  these  trunk  lines  were  ti ;i iisferred  to  the 
Government  on  the  25th  of  March,  1896,  by  an  agreement  with 
the  National  Telephone  Company. 

In  a  country  where  the  three  great  branches  of  intelligence 
transmission,  the  mail,  the  telegraph  and  the  telephone,  are 
under  one  management,  special  advantages  to  the  people  are 
obtained  which  are  not  given  when  these  departments  arc  sepa- 
rated.   In  I'.ngland  messages  may  be  telephoned: 

(1)  For  transmission  over  the  postal  telegraphs  and  deliv- 
ery as  telegrams. 

(2)  For  delivery  as  express  letters. 

(3)  For  transmission  and  delivery  as  ordinary  letters. 

The  telephone  may  also  be  used  for  obtaining  the  services 
of  post  ofHce  express  messengers. 

As  indicating  the  increased  demands  for  communication 
between  i'jiyiand  and  the  continent  the  following  extract  from 
the  last  rei)ort  of  the  Posliiiasier-General  on  the  post  otTicc  is 
given:  "The  large  increase  in  the  number  of  telegrams  passing 
over  the  Government*  cables  to  the  continent,  and  in  the  num- 
ber of  conversations  on  the  telephone  circuits  between  Lon- 
don and  Paris,  has  rendered  it  necessary  to  consider  the  advis- 
ability of  improving  the  means  of  communication.  With  the 
cordial  co-operation  of  the  German  post  office,  experiments 
were  made  with  a  view  to  improve  the  carrying  capacity  of  the 
cahles  to  German}  hy  the  method  of  du])lex  working,  which 
has  been  emploN  cd  with  success  <  »n  >()me  of  the  Anglo-French 
cables;  but,  owing  to  the  greater  length  of  the  Anglo-German 
cables,  the  results  obtained  were  not  sufficiently  successful 
to  justify  the  adoption  of  the  system  for  practical  working. 
.Arrangements  have  now  been  made  for  the  laying  of  three 
additional  cables  to  the  continent,  two  to  France  and  one  to 
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Germany.  These  cables,  each  of  which  will  contain  four  con- 
ductors, will  afford  a  much-needed  relief  to  the  traffic;  and  it 
is  expected  that  this  new  cable  to  Germany  will  prove  suitable 
for  duplex  working/' 

CONCLUSION. 

The  results  of  the  experiments  described  show  that  the  use 
of  an  alternating  electromotive  force,  which  does  not  rise  sud- 
denly and  fall  off  as  abruptly  as  is  the  case  with  that  of  most 
transmitters,  but  which  rises  gradually  from  zero  to  a  maxi- 
mum and  falls  again  to  zero  as  gradually,  is  the  best  kind  of 
wave  for  use  on  actual  lines  with  tlistributcd  capacities. 

The  synchronograph,  whicli  employs  this  kind  of  an  alter- 
nating electromotive  force  nmde  and  hrokcn  always  at  the 
neutral  points,  has  thus  far  proved  to  be  better  than  other 
transmitters  for  the  transmission  of  electrical  waves  over  a 
given  line  at  any  speed,  slow  as  well  as  fast.  An  examination 
of  the  various  methods  employed  for  increasing  the  speed  of 
working  on  subniarnie  cables  shows  not  only  that  in  such 
methods  the  waves  are  made  of  eciual  Icncrths.  but  that  an 
endeavor  is  made  to  compensate  for  the  square  tops  of  the 
electromotive  force  waves  of  the  transmitter,  which  is  usually 
accomplished  by  the  aid  of  condensers  or  auxilliary  electro- 
motive forces  judiciously  arranged  in  shunt  circuits.  In  other 
words,  the  attempt  is  made  by  these  devices  to  approximate 
a  sine  wave  as  nearly  as  possible,  while  the  remedies  which  can 
be  applied  by  such  means  at  best  only  approximate  this  form 
of  wave.  The  synchronograph  adopts  a  smooth  wave,  ap- 
proaching practically  the  sine  wave  in  form  as  its  fundamental 
principle,  and  supplies  a  simple  method  of  using  the  waves 
generated  by  an  alternating  dynamo. 

The  substitution  of  the  synchronograph  for  the  Wheat- 
stone  transmitter  on  the  identical  lines,  using  the  same  receiver 
in  each  instance,  showed  a  speed  of  operation  Ijy  the  syn-  1 
chronograph  about  three-fold  faster,  provided  the  mechanical 
limit  of  the  receiver  was  not  already  reached.  The  causes  of 
this  great  increase  of  speed  are  differences  in  the  waves  which 
pass  through  the  receiver;  since  the  only  way  by  which  the 
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identical  receiver  can  distinguish  between  transmitters  is  by 
differences  in  the  actual  waves  received.  The  waves  of  cur- 
rent passing  through  the  receiver,  which  control  its  operation, 
are  not  of  the  same  shape  as  the  electromotive  force  waves 
of  the  transmitter.  The  current  waves  with  the  Wheatstone 
transmitter,  for  instance,  have  more  or  less  rounded  tops,  but 
they  maintain  the  same  frequency  as  the  transmitter,  and  waves 
for  a  (lasli  are  longer  than  for  a  dot.  The  current  waves  re- 
ceived from  the  synchronograph  are  not  true  sine  waves  in 
the  receiver,  even  though  the  electromotive  force  is  truly  har- 
monic, but  the  frequency  is  the  same  as  that  of  the  generator 
and  the  waves  are  of  equal  lengths.  The  current  wave  from 
an  alternator  ma)  approximate  a  sine  wave  very  closely  if  the 
electromotive  force  is  harmonic,  and  in  fact  if  there  is  no  leak- 
age on  the  line  it  will  be  truly  harmonic:  or  muler  some  cir- 
cumstances it  may  still  be  harmonic,  provided  iliere  is  a  correct 
relation  betweeen  the  leakage,  resistance,  inductance,  and 
capacity.  There  are  thus  at  least  two  causes  which  account  for 
the  slower  speed  with  the  Wheatstone  transmitter,  the  fact 
that  different  frequencies  or  wave  lengths  are  used  in  the  trans- 
mitter and  the  departure  from  the  sine  form  of  wave. 

Another  cause  for  gain  in  speed  by  the  synchronograph  is 
the  fact  ihat  higher  \uii.ige  was  permitted  with  it  than  with 
the  Wheatstone  transmitter,  although  it  is  difficult  to  estimate 
the  precise  amount  of  gain  due  to  this.  The  reason  for  per- 
mitting different  voltages  lies  in  the  construction  of  the  instru- 
ments themselves;  for  with  the  synchronograph  the  contacts 
are  made  and  broken  at  the  zero  points  of  the  waves,  and  thus 
even  when  considerable  capacity  is  present  on  the  line,  the 
amount  of  sparking  is  almost  m7  under  circumstances  when  the 
Wheatstone  transmitter  would  produce  a  powerful  spark  owing 
to  the  sudden  application  of  the  full  voltage. 

A  fact  which  seems  to  point  to  the  conclusion  that  the  gain 
is  due  to  the  use  of  the  sine  form  of  wave  rather  than  the  adop- 
tion of  imiform  v%-ave-lengths  is  the  following:  The  experience 
with  the  Wheatstone  system  shows  that  the  use  of  the  con- 
denser compensation  before  mentioned  practically  doubles  the 
speed  attainable  on  any  given  line  by  equalizing  in  some  meas- 
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lire  the  line  charges  for  tlie  dash  and  the  dot.  This  compen- 
sation is  so  perfect  that  the  substitution  of  dots  for  dashes  so 
as  to  make  all  waves  of  equal  length  and  duration  increases  the 
attainable  speed  by  about  5  per  cent.  only.  The  only  differ- 
ence remaining  is  the  shape  of  the  electromotive  force  wave 
when  nothing  but  dots  are  used,  so  that  it  appears  that  the 
greater  pact  of  the  gain  is  due  to  the  use  of  the  approximate 
sine  wave. 

Instead  of  comparing  tlie  speeds  obtainable  by  the  different 
transmitters  on  identical  lines,  another  way  of  presenting  the 
same  facts  is  by  the  comparison  of  lengths  and  kinds  of  lines 
which  permit  the  same  speed  with  the  two  transmitters.  This 
comparison  is  illustrated  by  the  curves  in  Fig.  //,  where  the 
abscissae  represent  miles  of  line  and  the  ordinates  represent 
words  per  minute  on  the  basis  of  36  complete  waves  per  word 
as  used  in  the  EngHsh  service.   Seven  curves  are  shown. 

(i).Thc  Wlieatstonc  speed  over  iron  wire  of  400  pounds 
per  mile;  r  =  14  ohms,  per  mile;  k  =  '01573  microfarads  per 
mile. 

(2,  3  and  4)  Wheatstone  speeds  over  copper  wires  of  200 
pounds  per  mile;  r  =  4*45;  ^  '0150;  and  of  400  pounds  per 
mile;  r  =  2*225;  *  =  "0156;  and  of  800  pounds  per  mile;  r  = 
1-1125;  ifc=  '0160. 

(5,  6  and  7)  Synchronograph  and  Wheatstone  receiver 
speeds  over  the  same  copper  wires  as  for  curves  2,  3  and  4  re- 
spectively. 

Referring  to  the  general  equation  for  Wheatstone  speeds 
already  given,  which  is 

K  R  W  =  c  =  z,  constant, 

if  m  =  miles  of  line,  then  K  =  m  k,  and  R  ~  m  r  in  which  k 
and  r  are  respectively  capacity  and  resistance  per  mile. 
Then 

W  =s  —  =  tf'  =  a  constant, 

r 

which  is  the  above  equation  when  translated  into  miles  instead 
oiKR. 

The  equations  of  the  above  curves  with  numerical  constants 
are: 
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Whcatiloiie  Tmumitter  and  Receiver. 


(1)  tn"  W  =  45  4  X  iC3^ 

(2)  W  =  180  X  10^ 

(3)  m»  W  =  346  X  io« 

(4)  ««W«675  X  10^. 

(5)  i»i«W«:5i6  X  10* 

(6)  m"  W«995  X  to^  •  Syachronograph  and  Wheatatooe  Receiycr. 

(7)  iii«W«»z94oXicl*J 

If  is  the  constant  for  a  given  kind  of  wire  with  the  Wheat- 
stone  system,  and  c"  the  constant  for  the  synchronograph  and 
Wheatstone  receiver,  ^e  write  m'*  W  =  (f  and  m"*  W  =  if 
as  the  equations  for  the  two  cases.  If  the  same  number  of 
words  per  minute  are  to  be  sent  then  W  =  W"  and  we  have 


m 
m 


Since  from  experiment  the  ratio  of  c*  to  c"  for  any  given 
line  is  approximately  3,  we  have 


ft  ~  y  3  =  17- 


That  is,  the  synchronograph  and  Wheatstone  receiver  will 
operate  on  a  line  i  7  times  as  long  at  the  same  speed  as  the 
Wheatstone  system.  The  curves  are  limited  as  before  at  (xjo- 
words,  which  is  the  mechanical  limit  of  the  receiver.  Witbt 
copper  wire  800  pounds  per  mile,  the  synchronograph  cam 
operate  to  the  limit  of  the  Wheatstone  receiver  any  distance 
less  than  1,800  miles. 

The  Wheatstone  system  using  the  same  wire  can  operate 
to  the  same  limit  any  distance  less  than  1,060  miles. 

The  synchronograph  will  operate  the  Wheatstone  receiver 
at  a  speed  of  215  words  per  minute  on  a  line  3,000  miles  long 
of  800  pounds  copper.  This  is  as  high  speed  as  is  now  used 
with  Wheatstone  in  this  country  and  no  repeaters  are  required 
in  the  above  case.  The  Wheatstone  transmitter  can  send  75 
words  per  minute  on  the  same  line. 

The  above  calculation  assumes  the  average  line  construe* 
tion  and  climatic  conditions  in  England. 

Curve  (i)  exhibits  the  inferiority  of  iron  as  compared  with 
copper  wire;  the  curve  shown  is  for  400  pounds  iron  wire. 
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The  realization  of  an  approximate  sine  wave  of  current  at 
the  receiver  makes  available  at  ooce  the  resonant  method  o( 
angmcnting  the  receiver  current  in  a  perfectly  definite  manner 
by  the  use  of  shunted  condensers  without  changing  the  line 
current.  In  fact,  knowing  the  inductance  of  the  Wheatstone 
receiver,  the  proper  condenser  capacities  were  calculated  for 
different  speeds,  and  actual  trials  showed  tliat  the  calculated 
capacities  gave  the  best  results. 

With  the  Wheatstone  waves  such  ii>;c  of  condensers  is  not 
followed,  because  resonance  is  not  practicable  with  this  kind 
of  wave  having  different  lengths  and  departing  from  the  sine 
form.  As  before  stated,  the  practice  in  England  is  to  introduce 
into  the  line  itself  a  large  resistance  around  which  the  capacity 
is  shunted  and  these  adjusted  by  trial  until  the  best  results  are 
obtained. 

In  view  of  these  trials  with  the  \\' heat  stone  instruments  it 
will  be  of  interest  to  extend  the  experiments  to  other  forms  of 
instruments  such  as  are  now  used  or  proposed  for  cable  or 
automatic  working.  The  gain  in  speed  expected  is  less  than 
with  the  Wheatstone  system,  since  in  long  cables  the  transmit- 
ters used  already  employ  waves  of  equal  lengths. 

It  was  interesting  to  observe  whether  a  high  frequency 
current,  such  as  was  used  in  these  experiments,  passing  in  a 
continuous  loo])  of  a  thousand  miles  through  a  thickly-settled 
country,  would  cause  any  material  disturliance  in  the  telephone 
circuits  of  the  rei^ion.  l)ut  no  such  disturbances  were  reported, 
although  orders  were  given  for  this  to  be  noted. 

It  is  believed  that  the  Government  control  and  operation  of 
the  telegraph  would  prove  a  great  benefit  to  the  people  of  the 
United  States.  The  natural  relation  between  this  service  and 
the  general  postal  service  requires  that  they  should  be  under 
the  same  department  for  the  most  efficient  and  economical 
'  management. 
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ELBCTRICAL  SECTION. 

stated  Afeetin^,  October  26,  iSgy. 

THE  AMERICAN  ELECTRIC  METER. 
By  VVm.  Dennis  Marks. 

The  mechanism  of  this  meter  is  so  elementary  in  character 
that  the  accompanying  ilkistration  of  a  twenty-two-Hght  meter 
requires  but  little  explanation.  The  meter  consists  in  the 
three-wire  system  of  two  solenoids  and  cores  placed  above  a 


Marks'  electric  meter. 

self-starting  pendulum  actuated  by  the  electric  current.  The 
pendulum,  by  means  of  a  cam,  raises  a  pawl  on  a  ratchet  wheel 
to  a  uniform  height  each  stroke.  The  solenoids,  by  means  of 
their  cores,  shift  the  angular  position  of  a  pendant  arch  at- 
tached to  their  axis  so  as  to  permit  this  pawl  to  drop  along 
the  ratchet  wheel  a  number  of  teeth  proportional  to  the  cur- 


CamspMdence : 
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rent  passing  through  the  meter.  Thus,  at  each  stroke  of  the 
pendulum,  the  load  in  amperes  passing  to  the  consumer  is  by 
means  of  the  ratchet  wheel  and  the  dial  register,  measured  and 

added  up  in  ampere  hours.  That  is  all  there  is  of  the  meter, 
save  a  pointer  and  scale  showing  through  the  glass  the  am- 
peres passing.  The  interior  mechanism  is  supported  by  a  brass 
frame  similar  to  that  of  a  Yankee  clock,  and  the  case  is  cast- 
iron,  thus  acting  as  a  magnetic  shield,  and  preventing  tarn* 
pering  with  the  meter  by  means  of  magnets  on  the  outside. 


CORRESPONDENCE. 

A  CONTRIBUTION  to  the  HISTORY  of  the  ART  of 
PHOTOGRAPHING  LIVING  SUBJECTS  in  MO- 
TION, AND  REPRODUCING  the  NATURAL  MOVE- 
MENTS BY  THE  LANTERN. 


To  the  Editor  of  the  Journal  of  the  Franklin  Institute: 

Sir: — Among  the  earliest  public  exhibitions  of  photograplis  taken  from 
living  subjects  in  motion  projected  by  the  lantern  upon  a  screen,  was  tlial 
given  at  an  entertainment  held  in  the  Acadeiky  of  Mniie,  in  PbUaddpliia,  on 
fhe  evening  of  February  5,  1870,*  and  a  repetition  of  thia  exhibition  ma 
made  before  the  Franklin  Inatitnte  at  its  next  following  monthly  meeting,  on 
March  i6th»  by  tlie  writer. 

The  snbjectB  exhibited  embraced  waltzing  figures  and  acrobats,  shown  upon 
the  screen  in  life-size,  while  the  photographic  imni»es  wereonlv  5^' inch  in 
height.  At  that  flay  flexible  films  were  not  known  in  photography,  nor  had 
the  art  of  rapid  succession  picture-making  been  developed  ;  therefore,  it  was 
necessary  to  limit  the  views  of  subjects  to  those  that  could  be  taken  by  time 
exposures  upon  wet  plates,  which  photoi  were  afterwarda  reproduced  as  posi- 
tives on  very  thin  glass  plates,  in  order  that  they  might  be  light  in  weight 
The  waltzing  fignrea,  taken  in  six  positions,  corresponding  to  the  six  steps  to 
complete  a  turn,  were  duplicated  as  often  as  necessary  to  fill  the  eighteen  pic- 
tnre-spaces  of  the  instmment  which  was  used  in  connection  with  the  lantern 
to  project  the  images  upon  the  screen. 


*  The  printed  program  of  this  event  contains  the  following  allusion  to  this  femttir«  cf 
the  entertainmcBt :  "  Tbb  Phasmatsopk.  This  is  a  recent  acieiitificiDTeDtioa.desii^ed 
to  give  to  various  objects  and  figures  upon  the  screen  the  moat  *  *  lile-like  niim  iiwli 
The  effects  are  similar  to  those  produced  In  the  familiar  toy  called  the  Zoctropc.  where  tnM 
are  seen  walking,  running  and  performing  various  feats  in  the  most  perfect  imitation  of 
«eal  life.  This  Inttrmnent  la  destined  to  bceooie  a  mett  InvalasUe  aaxlllatT  to  ll»  apfil^ 
«nces  for  ii!u^trntirn  nnd  we  baTC  tlic  |»1caaate of  bavittg the  first opportaaltj of  pTCScaa- 
ing  Its  merits  to  our  audience." 
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The  piece  of  mechauism,  then  named  the  "  Phasmatrope,"  shown  by  the 
iUutntioQ,  consisted  in  a  skeleton  wheel  having  nine  radial  divliloiu,  into 
which  oonld  be  inierted  the  pictaie-holdcri^  eadi  of  which  contiited  off  a  end 
tipott  which  wu  monntod  two  of  the  photo  poaitivee,  in  inch  leletiTe  position 
that,  as  the  whed  wne  intennittently  revolvedi  eadl  picture  would  register 
exactly  with  the  position  just  lefl  by  the  preceding  one.  Tlio  intermittent 
movement  of  the  wheel  was  controlled  by  a  ratchet  and  pawl  mechanism 
operated  by  a  reciprocatinir  bar  moved  up  and  down  by  the  hand.  It  will  be 
■ppsrent  that  the  hgures  i  ould  be  moved  in  rapid  successiou  or  quite  slowly, 
or  the  wheel  could  be  stopped  et  eny  point  to  eomplete  en  evolution.* 

In  tlie  exhibitions  at  the  Academy  of  Mosic,  ebove  ellnded  to,  tiie  move- 
aent  of  the  figurea  was  niede  to  correapond  to  the  time  of  the  waltz  played 


by  an  orchestra,  and  when  the  acrobat  performers  were  diown  a  more  rapid 
motion  was  given,  and  a  full  stop  made  when  a  somersault  was  completed. 
A  shutter  was  then  a  neceaaary  part  of  the  apparatus  to  cut  off  the  light  rays 

during  the  time  tlic  pictures  were  changing  places.  This  waJ5  accomplished 
by  a  vibrating  shutter  placed  back  of  the  picture  wheel,  that  was  oj)erate<l  by 
the  same  draw-bar  that  moved  the  wheel,  only  the  shutter  movement  was  so 
timed  that  it  moved  first  aud  covered  the  picLure  before  the  latter  moved,  and 
completed  the  movement  after  the  next  picture  was  in  place.  This  movement 
reduced  to  a  great  extent  the  flichering,  and  gave  very  natural  and  life-like 
representation  of  the  moving  figures. 

Hbnry  R.  Ubyi.. 

Phii«adki.phia,  February  r,  1898. 
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P^l^T  MATS  FOR  RAILS. 

Bngineenand  railway  men  are  much  interested  In  the  remits  of  tests  now 
being  made  aJbroad  with  mats  of  fdt,  n^hich  are  designed  for  laying  nndcr  the 
rails  of  street  railway  lines  for  purposes  of  protection  and  sound  deadening. 
The  ne«r  mat,  which  is  a  German  inveuticn,  was  first  exhibited  at  Leipsic  last 
summer,  and  attracted  considerable  fttention.  It  is  described  as  made  of 
strong  wool,  which  is  thoroughly  iinprcgnated  with  oils,  then  superficially 
coated  with  glue,  which  has  been  rendered  insoluble  by  the  additiou  of  sodium 
bichromate  and  formaldehyde^  and  then  ver>'  highly  compressed  to  form  plates 
from  ^  inch  to  several  indies  In  thickness  and  of  vartons  sites.  They  are  <  s> 
pedally  recommended  for  crossings  and  bridges,  but  are  desirable  for  use  all 
along  the  track,  and  it  is  claimed  that  they  tend  to  prolong  the  life  of  the  rail 
by  lessening  the  wear  on  it.  The  surface  of  the  mat  issaiil  to  be  so  hard  that 
a  rail  may  be  placed  upon  such  a  piece  of  matting  without  cutting  into  it.  In 
addition  the  claim  is  made  that  by  placing  the  mats  under  the  bed  plales- 
beaniigs  between  the  joists  and  other  such  places  in  the  engine  room&,  the 
noises  therein  will  be  reduced  to  a  minimum.  The  material  Is  known  by  the 
name  of  iron  felt.  The  main  question  is  as  to  how  long  the  mat  wilt  retain  its 
elasticity.  Another  recommendation  for  the  preparation  is  that  It  prevents 
rotting. — Irtm  Age, 


THE  USE  OF  WATER  METERS. 

In  Philadelphia,  where  «;ome  trouble  is  cxpcr'euced  in  obtaining  a  proper 
supply  of  water,  an  attempt  is  being  made  to  prevent  the  waste  of  water  by 
the  use  of  meters,  to  whu  h  soaic  objection  is  being  made.  In  commentin*;  on 
this  the  Ledger  makes  the  following  obseivations  :  There  should  be  no  more 
opposition  to  ynXxi  meters  than  there  is  to  gas  meters,  and  there  would  not  be 
if  the  people  were  as  well  accustomed  to  the  one  as  to  the  other.  Their  use  is 
baaed  on  the  same  fmndple,  and  while  there  may  be  some  difference  in  their 
application,  since  water  is  a  necessity  while  gas  is  not,  this  is  not  enough  to 
invalidate  the  principle.  The  xtsc  of  water  meters  sliou  Id  be  made  com  pub  err- 
and universal.  It  is  true  that  water  must  be  supplied  to  some  persons  who 
cannot  pay  fur  it,  but  it  should  be  measure^]  in  every  case,  and  the  question  of 
free  delivery  settled  by  itself.  Measturing  the  water  and  paying  for  it  are  dis- 
tinct questions,  and  need  not  be  dealt  with  as  Inseparable.  The  use  of  meters 
Is  demanded  as  the  only  means  to  stop  waste.  At  least  half  the  water  sup- 
plied to  this  city  is  wasted,  and  the  waste  not  only  costs  as  much  money  as  the 
amount  used,  but  it  imjiairs  the  quality  of  the  wliole  by  withdrawing  the 
water  from  the  reservoirs  before  it  has  time  to  purify  itself  by  subsidence. 
Tiic  1  ;i troduction  of  meters  wonkl  be  the  ciuickest  way  of  affording  rebel  in 
the  water  diflicuUy,  and  while  it  would  not  solve  the  problem  it  would  help  to 
preserve  the  health  and  comfort  of  the  people  «  hile  waiting  for  a  puje>water 
system  to  be  selected  and  installed. 
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Cin:MICAL  i:i  FECT  OF  CATHODE  RAYS. 

Some  experiment*;  ou  the  chemical  effect  pro  hu  td  by  the  impact  cathode 
rays,  madel  y  Pr(  fessurs  Monison  and  Skinner,  are  thus  reported  by  London 
Nature  :  "  Aluininuin  is  rapidly  evaporated  from  the  cathode  by  an  efectlic 
dUchar^  e  in  a  highly  exhauAtcd  vacuiim  lube  in  wMcfa  air  has  been  replaced 
by  mercury  vapor.  The  metal  is  condensed  tnet  tlw  walls  of  the  tabe  in  tbe 
form  of  a  bright  minor.  An  iron  cathode  gives  a  similar  mirror  in  a  mercury 
vapor  discharge  tube.  When  the  aluminum  coating  is  diisolved  off  tbe  .^  all 
of  the  bulb  by  hydrochloric  acid  a  gelatinous  membrane  remains,  which  gives 
the  reactions  of  silica.  \\'hen  p()tas«;litm  vapor  is  used  the  plass  opposite  the 
aluminum  cathode  is  roughened.  In  parts  sheltered  by  screens  from  the  dis- 
charge the  glass  is  not  attacked  In  potas&iusii  vapor  the  aluminum  catliode 
is  not  evaporated  to.  any  marked  degree.  Opposite  the  cathode,  both  in  the 
mercury  vapor  and  potasBium.vaporbalbs,  a  dark  annular  stain  of  the  shape  of 
the  cathode  is  formed.  This  stain  resists  the  action  of  strong  hot  hydro- 
chloric  add,  nitric  acid,  sqna  regis,  and  potash  aolntion.  Tbe  action  of 
hydrochloric  acid  removed  it,  apparently  by  dissolving  the  glass.  The  t  sts 
indicate  carbon,  but  the  quantity  of  the  stain  is  too  small  to  make  certain. 
The  stain  is  also  forTTu-d  on  screens  of  mica,  quartz  and  calrite.  Monatoniic 
gases  a])}iear  to  permit  the  evaporation  of  aluminum,  as  Professor  Callendar 
has  observed  its  evaporation  in  an  argon  vacuum  tube." 


EFFLORESCENCE  ON  BRICKS  AND  SANDSTONES. 

EfBorescences  from  the  materials  of  our  buildings  are  not  ornamental,  nor 
do  they  render  the  rtones  more  durable,  says  T/te  Trade  Journals  Rcviezv. 
About  their  canse'^  ;md  prevention  we  are  pretty  much  at  sea.  Contractors 
are  occasionally  required  to  use  stones  free  of  nitre  ;  nitrates  have,  in  reality, 
little  to  tie  uith  the  matter,  and  it  is  generally  sulphates  which  cause  the 
trouble.  Some  years  ago,  the  Association  of  German  Arciiitecls  invited 
memoirs  on  the  question.  The  general  conclusion  seemed  to  be  that  preven* 
tion  was  very  diflSMmlt,  and  that  time  would  bring  its  cure.  A  dissertation  by 
Hans  Giinther,  commnnicated  in  abstract  in  Dinglef*s  Myteehnischesjoumaft 
is  not  quite  so  resigned.  Giinther  has  evidently  made  a  very  careful  and 
painstaking  study  of  this  uninteresting  subject.  The  trouble  may  come  from 
the  clay,  the  water  employed  during  the  various  stages,  the  ashes  and  pyrites 
of  the  coal,  and  from  the  mortar.  The  pyrites  of  tile  coal  may  certainly 
cause  mischief,  especially  because  modern  practice  is  in  favor  of  continuous 
ring  kilns,  which  work  with  pleuty  of  oxygen  ;  whiie  in  the  old  periodical 
kilns  the  atmo^bere  was  frequently  reducing,  so  that  little  sulphuric  acid  was 
formed  from  tbe  SOf  The  presence  of  sulphuric  acid,  we  learn  incidentally, 
favors  the  production  of  colored  bricks,  for  tt  decomposes  the  yellow  iron- 
lime  silicate.  But  the  author  attaches  more  importance  to  the  pyrites  in  tbe 
clay,  and  to  chemical  interaction  between  hricV  and  mortar.  He  has  very 
fully  gone  into  this  inquiry.  Tie  found  e.g.,  that  certain  bricks  rema'ned 
quite  smooth  when  ])ileti  up,  and  became  soon  covered  with  efiloresceuces 
when  used  with  a  mortar  which  ])roved  perfectly  liarmless  to  other  l)ricks. 
Almost  ail  ciays  contain  pyrites,  which,  in  the  presence  of  magnesia,  give  rise 
to  immediate  efflorescences ;  in  the  presence  of  lime,  only  after  decomposition 
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with  the  alkalies  of  the  mortar.  That  the  sulphates  are  the  chief  culprits  he 
established  beyoml  doubt.    We  may  mention  that  the  different  m  iav*- 

tories  where  ammonia  is  constantly  liberated  and  slowly  converted  into 
nitrates.  At  a  fcmedy,  Gunther  suggests  to  admix  baryta,  as  caiboiiale  or 
chloride,  which  would  bind  the  sulphuric  acid.  The  sandstone  blocks  of  the 
faaodsotne  new  Town  Hall  at  Hamburg  suffer  from  this  trouble. 

A  veiy  inteUigeut  discussion  of  this  subject  was  published  in  tiaajburnal. 
Vol,  io6,  p.  52,  from  the  pen  of  Mr.  Henr}'  Pemberton.  His  paper  related 
specially  to  the  efflorescence  on  brick  walls  so  generally  seen  in  Philadelphia, 
aud  attributed  the  cause  to  tht*  universal  ust,  in  Philadelphia,  of  dolomitic 
lime  for  the  mortar  used  by  our  local  masons.  The  action  of  the  sulphurous 
gises  from  coal  thrown  out  from  innumerable  chimneys,  and  carri^  down  by 
rain  water,  in  this  author's  opinion,  explains  the  leadhlng  ont  fnm  the  mortsr 
of  niagnesinm  sulphate,  which,  after  the  diyingoot  oC  the  moistnie,  makes  its 
appearance  on  the  surface  of  tibe  wallsaa  a  whitish  coaUng.  W. 


EBPORTBD  DISCOVBRY  OF  STRONTIUM. 

The  discovery  of  a  large  bed  of  strontium  sulphate  at  Put>in«Bay,  reported 
from  Toledo,  has  awakened  a  considerable  amount  of  interest  mnumg  the 
manufacturers  of  fireworks,  as  it  is  thought  likely  that  it  will  result  in  a  con- 
siderable reduction  in  the  i»-ice  of  all  fireworks  in  which  strontium  nitrate  or 
strontium  carbonate  la  used.  One  large  manufacturer  of  fireworks  in  New 
York,  who  makes  use  of  about  150  tons  of  strontium  nitrate  in  a  year  an<1  im« 
ports  the  whole  of  it  from  Europe,  states  that  it  costs  his  firm  now  a^  ouL  7*4^ 
cents  a  pound.  If  the  strontium  should  be  found  in  large  quantities,  it  would 
have  the  effect  of  lowering  the  cost  of  certain  cia!>ses  of  hreworks,  that  is,  all 
those  that  use  a  red  or  crimson  light.  At  present  the  supply  comes  chicdy 
from  Germany,  and  the  American  manufacturer  has  to  pay  a  high  price  for  it. 
—SeienHfic  American. 


RQCENT  IMPROVBMENTS  IN  ARMOR  PLATB. 

Some  mention  has  been  made  lately  in  foreign  papers  of  a  new  process  for 
making  armor  plate,  which  is  said  to  produce  a  luurder  and  better  plate  than 
the  nickel-eteel  treated  by  the  Harvey  process,  which  has  heretofore  given 
the  best  results.    The  French  Government  has  bought  the  right  to  use  this 

process  from  the  inventor,  but  the  details  have  been  carefnllv  kept  secret 
It  is  also  known  that  Krupp.  the  gre  t  (  merman  steel-maker,  has  a  new  pro- 
cess, which  is  either  the  same  or  a  very  .similar  one  to  the  French  I-n.  ugh 
is  kuowu  of  the  process  to  say  that  it  requires  the  use,  in  making  the  steel,  of 
some  of  tte  rare  metals,  molybdenum,  uranium  and  vanadinm,  which  lake 
place  of  nickel  in  the  alloy  resulting.  We  are  informed  by  a  comspondeut, 
who  haa  made  many  researches  into  the  rare  elements,  that  agents  believed 
to  be  acting  for  the  French  Government  are  now  in  this  country  in  search  of 
deposits  from  which  these  metals  can  be  obtained.  French  agents  have  also 
bouirht  uranium  ores  in  the  West.  The  iron  ores  on  which  Mr.  Edison  has 
been  at  work  with  his  concentrating  pHnt  at  Kdison,  N.  J.,  are  understoo-l 
to  contain  some  molybdenite,  and  the  other  metals  may  be  found  also  when 
it  is  known  that  a  demand  for  theiu  exists. — Iron  Age. 
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Annuam pour  i'An  /80S,  public  par  le  Bureau  des  i,ougitude«  (pp.  613, 147). 
Vtuia :  G«iitlii«r-VuUfS  et  Fib.   (Price,  i  fr.  50  c.) 

The  aitfouomlcal  date  in  this  volttme  of  the  ^Mnawirviiave  been  revlied 
to  date  in  aocofdance  with  the  most  recent  diaooveries.  Sevent  new  ehafti 
exhibiting  the  magnetic  elements  in  Prance  have  been  coutrtbirted  by  M.  Men* 
aeaux  ;  the  chapter  on  tides  has  been  rewritten ;  Bertholot*8  tbermo-cbemical 
ta1>les  have  been  brought  up  to  date,  and  a  number  of  other  val^abIe  and  in- 
teresting communications  are  include  in  the  yolume.  W. 


Aimmire  de  PObservaioirt  municipai  de  MoHisouris  pour  PAnnh  1898 
(pp.  636).  Paris :  Ganthier.ViUais  et  File. 

This  volume  ia  devoted  to  an  account  of  the  observations  made  during  the 
year  1896  by  the  several  scientific  bureaus  under  the  direction  of  the  Municipal 
Council  of  the  city  of  Paris.  Tliey  cover  the  branches  of  meteorologj', 
chemistry,  microscopy  and  hygiene,  and  may  be  studied  with  much  advan- 
tage by  all  who  are  interested  in  subjects  pertaining  to  public  health  aad 
municipal  administration.  W. 


iHstiiuie  Organizaiion  :  the  plan  and  scope  of  the  Brooklyn  Institute,  and 
its  application  to  other  cities.    By  Barr  Perree. 

The  above  is  a  publication,  in  pamphlet  form,  of  a  paper  presented  by  the 
author  to  the  President  and  Conndl  of  the  Brooklyn  Insdtate.  Mr.  Bsir 
Ferree  gives  a  concise  statement  of  the  plan  of  otganiiatlon  and  the  methods 
employed  by  this  Society,  and  offers  some  suggestions  for  the  further  extent 
sion  of  its  -work. 

The  remarkable  Growth  of  this  notable  orcraniVntion,  from  a  membership 
in  1888,  of  82,  to  ncirl\  or  (juite  5,<^o  >,  it  the  present  time,  affords  the  most 
convincing  evidence  that  the  advantages  it  offers  to  the  public  by  its  edu- 
cational methods  are  real.  Notwithstanding  its  recent  phenomenal  growth  in 
membenhtp,  the  present  rate  of  increase  promises  an  even  greater  growth  for 
the  immediate  future,  the  admirable  flexibility  of  the  or^nization  permitting 
of  an  indefinite  extension  of  its  popular  educational  features.  It  Is  gratlfjring 
to  know  that  the  good  work  accomplished  by  the  Institute  has  been  recognized 
by  the  municipal  authorities  by  the  gift  of  a  Splendid  museum  building  which 
will  shortly  be  ready  for  occupancy.  W. 


Conclusions  of  the  Ftftich  Commin'siou  in  Reference  to  Tests  of  Cef>!--nf<;. 
The  intiuence  of  Sea  ii  ater  on  Hydraulic  i}forlars.  \  Translated  iroui  Liie 
French  and  from  the  German  bv  O.  M.  Carter,  C:i]>'.  liu  Corps  of  Engi- 
neers, U.S. A  ,  and  H.  A.  Gieseler,  U.  S.  Assistant  Engineer.  Washing- 
ton :  Gov  Print.    1897.    Svo.  Pp.77. 

The  first  of  these  contributions  contains  the  conclu.sK/ns  approved  by  a 
technical  commissiou  appointed  by  the  Ministry  of  Public  Works  of  France, 
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"  to  fonmalate  untfonn  rules  to  be  followed  in  teiting  materials  of  oonstmc- 
tion/*  etc.  The  oontribution  embraces  the  work  of  Section  B,  of  the  Com- 
mission,  which  was  charged  with  the  study  of  the  questions  felating  to  mate- 
rials  of  construction  other  than  metals,  and  is  confined  to  the  study  of  the 
methods  of  testing  masonry  materials,  namely,  cements,  limes,  pozaxolap 
Mas,  sand«5  and  plasters. 

The  second  contribution  embraces  several  articles  named  below,  viz.:  The 
Influence  <^  Sea  Water  on  Cementa,  by  Dr.  Wni.  Micbaelis,  a  widely  recog- 
nised authority  on  the  subject  of  cements ;  a  reply  to  Dr.  Mtchaelb*  article 
by  the  Board  of  Duectoisof  the  Union  of  German  PortUnd  Cement  Manu- 
facturen;  and 'a  paper  on  the  same  subject,  by  B.  Coudlet 

The  papers  are  all  valuable  contributions  to  our  knowledge  of  the  proper- 
ties and  behavior  of  these  indispensable  materials,  and  may  be  commended  to 
the  atteutiou  of  engineers  of  public  wo.rk^ 


The  Elements  of  EUdric  LighLing,  including  electric  generation,  measure- 
.  mcnt,  storage  and  disuibution.   By.  Philip  Atkinson,  A,M.,  Ph.p.  Ninth 
edition.   New  York :  D.  Van  Nostrand  Co.   1897.   8vo.   Pp.  289.  Price 
I1.50. 

Mr.  Atkinson's  "  Klemenls  of  Electric  Lighting"  has  been  generally  re- 
ceived as  one  of  the  best  popular  expositions  of  the  subject  adapted  to  the 
needs  of  the  non-professional  reader.  The  fact  that  a  ninth  edition  has  been 
found  needful  speaks  for  itself  of  the  utility  of  the  book. 

In  the  present  edition  important  changes  have  been  introduced  iu  the 
chapters  relating  to  the  construction  of  dynamos,  to  conform  to  the  progress 
of  the  past  few  yeata.  Other  changes  will  be  noted  in  the  consideration  of  the 
subject  of  storage  batteries ;  .the  ▼acuum-tube  system  of  lighting  receives  a 
share  of  attention,  and  numerous  other  references  tothe  most  recent  advances 
in  the  application  of  electricity  tolightiog  will  be  found  incorporated  therein. 

W. 


Jahrbinh  dcr  lilcktrochcmie.  Berichte  iiber  die  Foitschritte  des  jahres 
1896.  Dr.  W.  Nernst  und  Dr.  \V.  Borchers.  3ter  Jahrgang.  Halle  a.S. 
Verlag  von  Wm.  Knapp.  1897.  8vo.  Pp.  3S9f  with  numerous  illustra- 
tions. 

To  manufacturers,  electrical  engineers  and  students  the  yenr-book  of 
Nernst  and  Borchers  aflbrds  the  only  comprehensive  digest  of  current  pro- 
gress in  the  Held  of  electro  chennstry,  and  it  covers  the  ground  very  satisfac- 
torily. This  special  branch  ot  applied  electricity  is  growing  rapidly,  and  its 
importance  in  a  few  years  more  will  be  vastly  greater  than  at  present 

W. 


The  Elementary  Principles  of  Machine  Design,  etc.    By  J.  C.  A.  Meyer. 
New  York :  The  Industrial  Publication  Company.  1897. 

The  oflfoe  of  this  work  is  to  serve  the  young  mechanic  as  a  guide  in  the 
practice  of  machine  designing.  It  appears  to  be  very  well  adapted  to  serve 
the  author's  purpose.  W» 
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Smitary  Engineering.  By  Wm.  Paul  Gerbaxd,  C.E.  New  York  ;  The 
Author,  36  Union  Sqnwe,  Bist  1898.  isno.  Fpu  133. 
This  work  is  «  ftpriat  in  bodk  form  of  a  leetare  delivered  by  the  author 
before  the  Franklin  Institute  in  iSgs,  and  published  in  the  Journal.  Ai^oded 
thereto  \s  fi  paper  entitled  "The  Work  of  tlie  Sanitary  Engineer  in  Time  of 
Epicieinics,  m  Time  of  War  and  in  sudden  Calamities  in  Civic  Life,"  con- 
tributed originally  by  the  author  to  the  Sanitarian  (1895).  The  material 
imduded  in  the  book  is  a  comprehensive  and  masterly  exposition  of  the  scope 
and  linitationa  of  Banitaty  engineering  and  of  the  dutiea  and  rcaponaihiUtiea 
of  the  sanitary  engineer.  W. 


A  Short  Hand-book  of  Oil  Analyses.    By  Augustus  H.  Gill,  S.B.,  Ph.D. 
Philadcipiiia  and  London:  J.  B.  Uppincott  Co.  1898.  isnto.  Pp.  139. 

Price,  ^1 .50. 

The  above  work  is  a  concise  manual,  setting  forth  the  most  approved 
methods,  physical  and  chemical,  for  the  testing  of  oils,  and,  though  primarily 
designed  for  the  use  of  students  of  applied  chemistry,  will  be  found  extremely 
serviceable  to  the  pxactical  chemist  where  more  elaborate  works  on  the  sab* 
ject  are  not  accessible.  W. 


JPractical  Electricity :  A  Labor atoty  and  Lecture  Course,  etc.  By  W.  E. 
Ayrton,  F.R.S.,  Assoc. M.Inst  C.E.  Volume  I,  "Current,  Pressure, 
Resistance,  Energy,  Power  and  Cells."  With  247  illustrations  i<oudon, 
Paris  and  Helbonme :  Cassell  &  Co.,  Limited.  1896.  Price,  9s. 

This  is  an  entirdy  rewritten,  enlarged  and  modernised  edition  of  a  well* 
known  and  valuable  text>book  for  electrical  students.  W. 


Elements  of  the  Differential  and  Integral  Calculus,  with  explanations.  By 
Wm.  S.  Hall,  B.M.,  C.B.,  M.S.,  etc.  New  York  :  D.  Van  Noatraad 
Company.  1897.  8vo.  Pp.  949*.  Price,  |3.35> 

This  book  is  described  by  the  author  as  designed  for  the  use  of  colleges  and 
technical  schools  as  an  introduction  to  the  study  of  the  calculus,  and  he  has 
endeavored  so  to  present  the  snbieot  as  to  adapt  it  to  the  needs,  not  only  of 
the  student  of  mathematics,  but  also  to  those  of  the  engineer  who  may  wish 
to  make  application  of  the  calculus  in  his  work.  '  W. 


The  strength  of  Materials.  A  text-book  for  Manual  Training  Schools.  By 
Mansfield  Merriman.  Fourth  edition.  New  York :  John  Wiley  8t  Sons. 
London :  Chapman  8c  Hall,  Ltd.   lamo.   Pp.  124.   Price,  |t.oo. 

.  In  the  treatment  of  the  subject  In  this  work,  the  author  presupposes  on  the 
part  of  the  student  of  such  mathematical  knowledge  as  is  usually  imparted 
in  the  high-school  courses,  embracing  arithmetic,  algebra,  geometry  and  ele- 
mentary mechanics.  It  should  prove  a  useful  adjunct  to  the  course  of  study 
in  the  Manual  Training  Schools.  W. 
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Franklin  Institute^ 


i/^aceiduigs  of  ike  sUM  muHng  held  Wedmeaia^^  Mank 

HaU,  op  TH8  FRANKUK  InsTITUTB, 

Phii^dbu>hia,  March  x6^  1898. 
Ms.  John  BnuawBUiB,  Presideat,  in  the  chair. 

Present  (eatiidated)  550  members  and  visitors. 

Additions  to  membersliip  since  last  report,  15. 

The  Secretarj' reportc  l  tlit^  resignation  of  Mr.  Wm.  C.  Henderson  from 
the  Committee  on  Science  and  the  Arts.  A  special  election  was  held  to  fill 
the  vacancy,  and  resnlted  In  the  election  of  Prof.  George  F.  Stradling. 

lir.  Chiia.  B.  Tripler,  of  New  York,  geve  ea  acooimt  of  hit  method  and 
apiMfattitfcr  liquefying  the  difficnltly-condenBiUe  gaaea,  and  made  a  large 
number  of  experitoents  with  liquefied  air. 

Of  these,  the  more  noteworthy  were  the  behavior  of  the  liquid  under  differ- 
ent conditions  ;  the  freezing  of  a  great  variety  of  substances;  the  character- 
istics of  matter  at  the  extremely  low  temperature  of  tlie  liquid  ;  the  remark- 
able effects  of  the  low  temperature  ou  the  physical  properties  of  metals,  etc. 

Atthedoaeof  Mr.  Tripler'a  denuMMtratkni^  which  were  extremely  novel 
and  of  the  highest  intexeat,  the  meeting  gave  him  a  TOte  of  thanh%  and  the 
nibject  of  his  ayatem  and  apparatna  was  refenred  for  iuTeatigation  and  report 
to  the  Committee  on  Science  and  the  Arte. 

Adjomned.  Wm.  H.  Wahl,  Seereiwy, 


COMMITTBE  on  SCIBNCE  and  the  ARTS. 


SiaUd  Meeting  March  ^,  iSgS,  No  quorum.  Adjourned. 


SECTIONS. 


Miming  and  Mbtallurgical  Section.— tSitMMilfdM^fv^Pehrttarj  9, 1898. 

Addrem    tiie  retiring  President,  Mr.  Benjamin  Smith  Lyman. 

In  laying  down  the  ^ke  of  President  of  the  Section,  I  beg  not  only  to 
thank  you  warmly  for  your  kindly  consideration  during  the  past  year»  but  to 

tay  a  parting  word  or  two  on  the  scope  and  policy  of  the  Section. 

The  Sections  of  the  Franklin  Institute  have  been  established  with  the 
expectation  of  cfTectively  promotinj?  applied  science  of  every  kind  by  the 
inducements  they  offer  men  to  undertake  and  make  public  and  discuss  orig- 
inal inveatigationa  of  importance.  The  asgadoua  aecretary  of  the  Institute 
has  long  cheri^ed  and  often  expressed  the  hope,  and  apparently  with  excel- 
lent reason,  that  eventually  the  whole  original  scientific  work  of  the  Institute 
may  be  done  through  a  considerable  number  of  Sections,  each  cultivating  its 
own  field,  and  all  harmoniously  cooperating.  Some  proj^ress  has  already  been 
made  towards  establishing  the  Sectidtis,  and  it  seems  probable  that  more  of 
them  may  soou  be  started  with  advantage.   Certainly,  they  are  such  useful 
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and  ective  mean  ol  carrying  out  the  manifold  pnipoie  of  the  Inatitiite  that 
their  fonnatioii  and  growth  oi^ht  to  be  lealoody  ftuthered. 

In  order  to  encouxage  them,  it  seems  desirable  that  their  good  work  should 
not  be  bidden  away  out  of  sight,  but  should  be  made  duly  conspicuous  to  the 

whole  Institute  and  to  the  world ;  and  that  it  should  be  distinctly  seen  and 
acknowledged  that  they  are  the  great  constituents  1  f  the  Institute,  so  far  as 
the  Institute  undertakes  to  extend  the  bounds  of  applied  science  and  the 
alHed  acta.  If  tbe  Sections  are  best  able  to  do  the  scientific  work  of  the  Insti- 
tute, they  also  best  know«  each  in  its  own  brandt,  tlie  needs  of  the  Institute, 
and  tiierefoxe  deaenre  to  have»  as  organisationsi  an  important  sihare  in  '  the 
management  of  the  whole  Institute.  They  should  be  not  merely  a  sort  of 
safety-valve  for  the  harmless  and  unnoticed  escape  of  superfluous  zeal,  but 
co<>operating  engines  for  more  effectively  and  honorably  utilizing  the  supply 
of  power.  It  seems  that  the  Institute  %vill  in  tin;*-  hiiconie  essentially  a  com- 
bination or  federation  of  Sections,  as  the  United  States  is  a  federation  of 
States ;  and  that  each  Section  should  have  its  share  in  the  management  of  the 
whole  organization,  either  by  equal  representation  in  a  Senate,  a  new  coordin- 
ate governing  body,  or  by  a  certain  representation  in  the  present  Board  of 
Managers.  The  Sections  are  as  capable  of  wisely  electing  members  of  the 
Bonrd  as  the  eeneral  monthly  meeting  can  be. 

Each  Section,  moreover,  has  its  own  interest*;  to  promote  within  tlie  Insti- 
tute, For  example,  in  our  Section,  we  ho])c  to  establish  an  imj'ortant 
museum  of  objects  connected  with  the  mineral  industry,  and  we  have  conse- 
quently the  strongest  interest  in  obti^ning  firom  the  Institute  ^e  proper 
apace  and  means  for  arranging  such  a  museum  at  the  earliest  possible  moment. 
We  ought  therefore,  as  an  organization,  to  have  a  voice  in  the  disposal  of  any 
space  or  any  funds  that  may  be  pos^Uy  employed  for  such  a  worthy  purpose. 
At  present  we  have,  as  a  body,  no  representation  v.'hatever  in  the  Board  of 
Managers,  and  it  seems  only  fit  that,  for  the  proper  and  effective  prosecution 
of  our  rca.sonable  demands  in  furtherance  of  the  objects  of  the  Section,  we 
ahould  have  distinctly  and  of  right  some  ofi&cial  representation  in  the  manage- 
ment of  the  Institute. 

Another  veiy  important  means  of  increasing  the  usefulness  of  our  Section 
la  the  encouragement  of  the  social  side  of  our  meetings.  Of  course,  the  most 
vital  point  is  to  have  valuable  original  papers  and  useful  discussions  of  them  ; 
but  tlie  greater  the  certainty  of  an  agreeable  social  chat  after  the  seriutis  work 
of  the  evening,  the  more  sure  is  the  gathering  to  be  a  large  oik-,  and  conse- 
quently the  better  the  inducement  to  prepare  and  read  important  papers. 
Besides,  rather  obviously,  there  are  ether  very  weighty  benefits,  both  for  per- 
aonal  advantage  and  for  Uie  promotion  of  science,  to  be  derived  from  friemlly 
aocial  intercourse  between  the  members  of  the  Section.  Bvery  member  or 
visitor  who  makes  it  a  practice  to  stay  awhile  and  chat  after  the  adjournment 
helps  towards  that  highly  useful  social  feature  of  the  meeting.  It  is  hoped 
that  before  long  we  may  emulate  the  Electrical  Section,  and  give  still  further 
encouragement  to  the  social  side  of  tlu:  meeting's  by  havintj  some  slight 
refreshments  provided  after  the  adjournment,  to  keep  the  hung^ry  and  thirsty 
in  good  sociable  hnnmr  and  prevent  them  from  hutrying  away  too  speedily. 
When  Uie  changes  in  the  anangement  of  the  librsry  have  been  completed,  a 
few  wedca  hence,  the  main  reading-room  and  museum  will  be  a  splendid 
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place  for  such  social  gatheringii.  Here,  again,  we  shall  perhaps  need  omcial 
representation  in  the  management  of  the  Institute,  in  order  efiectively  to 
•dvA&ce  <mr  widtes  as  a  body. 

Heartily  congratulating  the  Section  on  Its  having  obtained  to  cxeellettt  a 
chief  for  the  present  ycar^  I  have  now  great  pleasure  in  cslling  npon  Mir. 
Onterbridge  to  assnme  the  presidency  of  the  Section. 

* 

Stated  Meetings  held  Wednesday,  March,  9,  1898.  President,  Mr.  A.  B. 
Onterbridge,  Jr.,  in  the  chair. 

Mr.  James  S  De  Bennevtlle  was  elected  Secretary  of  the  Section  for  the 
current  year. 

The  President  named  the  following  standing  committees  for  the  year  : 
On  Papers:  Messn.  Benj.  Smith  layman,  James  Christie  and  Jas.  S.  De 

Benneville. 

On  Finance  :  Messrs.  Joseph  Richards^  Henry  G.  Morris,  and  F.  Lynwood 
Garrison. 

The  following  new  members  were  enrolled :  Messrs.  J.  Selgreaves  On, 
Robert  B.  Haines,  Jr.,  and  Harrlscm  Sonder. 

Mr.  Robert  W.  Lesley  presented  a  paper,  entitled  '^The  DevdopiBent  of 
the  American  Portland  Cement  Indistry,"  which  was  discussed  by  5?cveral 
members  and  others.  The  thanks  of  the  meeting  were  voted  to  the  speaker, 
and  the  paper  with  discussion  was  referred  for  publication  in  the  Journal. 

Special  Meeting,  held  Wednesday,  March  23,  1898.  President  Outer- 
bridge  in  the  chair. 

Prof.  Alexis  A.  Julian,  Columbia  University,  New  York,  presented  n  com- 
munication entitled  **  Building  Stones :  Elements  of  Strength  in  their  Consti- 
tution and  Structure."  The  paper  was  illustrated  by  the  projection  of  thin 
sections,  with  the  aid  of  the  lantern  microscope.   (Referred  for  pnblicatioo.) 

Chbmicai.  Section.— ^/ai^tf  Meeting  held  Tuesday,  March  15, 1898.  Presi- 
dent, Dr.  Lee  K.  Frank  el.  in  the  chair. 

Mr.  G.  Morgati  EMredge  read  a  paper  entitled  "  A  Method  of  Applying  a 
Money  Standarfl  to  the  Nutritive  Values  of  Feeding  Stuffs,  to  which  is  Ap- 
pended a  Mode  of  Constructing  a  Balance  Ration."  The  paper  was  discussed 
by  Mr.  Kebler  and  the  author. 

Mr.  Paul  R.  Heyl  read  a  brief  communication  "On  a  supposed  Change 
of  Weight  with  Change  of  Temperature,**  describing  an  apparatus  which  he 
had  devised  for  an  experiment  bearing  on  the  subject.  The  communication 
was  discussed  by  Dr.  Keller,  Dr.  Hall,  Mr.  Lee  and  the  author.  Refecred  for 
publication. 

Mr.  Aron  Hauiljnrger  presented  a  coTinniinication  on  "Recent  Develop- 
ments iu  the  Textile  Industries,"  describing  new  methods  for  imparting  a 
silky  lustre  to  wool,  various  novel  applications  of  formaldehyde,  etc.,  ctc 
The  subject  was  discussed  by  Dr.  Keller  and  the  author.  Referred  for  pub- 
lication. 

Ql,SCTRXCAi,  SKTiost.—Speciat  Meeting  Tuesday,  March  i,  1898.  Pre*- 
dent,  W.     Harrington,  in  the  chair. 

Professor  Arthur  Goodspeed,  University  of  Pennsylvania,  gave  a  leetme 
on  '  Recent  Advances  in  Radiography,*' profusely  illustrated  with  lantern 
views.  V. 
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FATIGUE  OF  METAL  in  WROUGHT  IRON  and  STEEL 

FORCINGS. 

By  Mr.  II.  F.  J.  Portfr. 
The  Bethlehem  Iron  Company,  South  Bethlehem,  Pa. 

{Concluded  from  vol.  exit;  p.  261.) 

The  product  of  the  open-hearth  furnace  (Fig.  p)  is  found 
to  give  most  eminent  satisfaction,  and  has  been  generally 

adopted  for  making-  forgings. 

In  order  that  the  metal  of  a  forginti  sli<)u1d  be  thoroughly 
worked  to  give  it  strength  and  touL^hness,  tlie  ingot  should  be 
cast  approximately  twice  its  diameter.  Besides  this  increase 
in  diameter  there  is  added  from  10  to  25  per  cent,  to  its  length* 
for  reasons  which  1  will  try  to  make  app.ircnt. 

There  are  various  defects  which  are  inherent  in  steel  ingots 
In  the  first  place,  when  pouring  metal  into  the  mould,  air  is 
apt  to  be  entrained  and  cause  "blow-holes.'*  In  the  next  place, 
at  certain  stages  of  the  cooling  process  gas  is  generated,  and 
will  cause  blow-holes  of  itself.  There  are  several  ways  of  over- 
Vol.  CXLV.  No.  ax 
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coming  these  defects,  but  without  doubt  the  most  efficient  is 
what  is  known  as  the  W'hitworth  process  of  fluid  compression. 
In  this  the  mould  is  placed  on  a  platen  and  is  run  underneath 
a  hydraulic  press.  This  press  has  a  capacity  of  over  7,000 
tons  (Fig.  10),  and  under  this  enormous  pressure  the  air  which 
has  been  entrained  in  the  pouring  is  forced  out  through  joints 
in  the  mould,  where  vents  have  been  left  for  that  purpose,  and 
the  gases  which  are  aj)t  to  form  in  the  cooling  of  the  mass  are 
prevented  from  generating.  Fig.  11  shows  an  ingot  after 
being  taken  from  the  mould. 


KiO.  9. — Casting  an  opcu-hearth  ingot. 


Another  defect  which  is  apt  to  occur  in  an  ingot  is  kno>vn 
technically  as  "piping."  The  metal,  when  it  is  poured  into  a 
mould,  cools  and  solidifies  first  at  the  surface  of  the  mould, 
and  as  the  solid  metal  keeps  cooling  towards  the  center,  it 
shrinks  and  draws  away  from  it.  We  have,  if  you  can  imagine 
such  a  thing,  a  pot  with  metal  in  it,  which  is  really  not  suffi- 
cient to  fill  it  properly,  but  which  is  being  drawn  out  in  all 
directions  to  fill  it.   This  shrinkage  draws  principally  from  the 


Fig.  io. — 7,000-ton  fluid-compression  press,  with  ingot  mould  under  press, 

Bethlehem  Iron  Company's  Works. 
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center  and  from  the  top,  these  being  the  parts  that  solidify 
last.  It  is,  therefore,  to  take  care  of  this  shrinkage  that  more 
metal  is  added  to  the  length  of  the  ingot  than  would  otherwise 
be  required.  The  hydraulic  pressure  applied  at  the  top  forces 
the  fluid  metal  from  this  added  part  down  through  the  center, 
and  thus  we  are  enabled  to  keep  the  latter  filled  where  other- 
wise we  would  have  a  cavity  or  **pipe.*'  The  section  of  shaft 
on  the  right-hand  side  of  Pig.  8  shows  an  excellent  example  of 
"pipe." 


Fig.  II. — Solid  fluid-compressed  ingot. 


Still  another  defect  which  is  apt  to  occur  in  ingots,  and 
especially  in  those  of  very  large  size,  is  what  is  known  as 
•'segregation."  This  is  partly  a  mechanical  and  partly  a  chemi- 
cal separation  of  the  various  ingredients  of  steel  (sulphur, 
phosphorus,  manganese,  silicon,  etc.),  each  of  which  has  its 
own  temperature  of  cooling.  As  the  mass  cools  the  tendency 
of  these  ingredients  is  towards  the  central  and  upper  portions 
where  it  cools  last,  thus  forming  a  central  core  of  impurities. 
This  does  not  occur  to  such  a  great  extent  in  small  ingots,  but 
in  all  large  ingots  it  does  occur,  and  even  this  process  of  "fluid 
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compression"  does  not  entirely  prevent  it.  It  does  succeed, 
however,  in  givinp:  ns  a  perfectly  solid  piece  of  steel,  with  the 
exception  of  "sejrregation"  in  large  inj^ots.  and  that  defect  I 
will  show  later  can  be  taken  care  of.  It  is  necessary  that  we 
should  have  an  absolutely  solid  ing^ot  at  the  beginning,  be- 
cause steel  will  not  weld,  and  if  we  have  any  defects  in  the 


I'lc.  12. — 70  ton  iugot  reheated  aud  ready  for  forging. 


ingot  to  start  with,  they  cannot  be  remedied  later  by  hannner- 
ing.  as  might  be  the  case  if  we  were  dealing  with  iron,  which 
possesses  to  the  highest  degree  the  property  of  welding. 

The  extra  length,  having  served  its  purpose  of  supplying 
metal  to  till  **blow-holes"  and  '•i)ipes"  and  of  collecting  "segre- 
gation," is  cut  ofT  and  returned  to  scrap.  The  ingot  is  then 
ready  for  the  f<^rgtng  process. 
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The  first  operation  in  the  process  of  forging  is  the  reheat- 
ing of  the  ingot.  This'  operation  is  a  very  delicate  one,  as 
great  care  must  be  taken  to  make  the  heat  penetrate  the  metal 
slowly  and  uniformly  {Fig.  12). 

As  already  explained,  the  metal  in  the  ingot  during  the 
process  of  cooling^  is  beinijf  drawn  out  in  all  directions  to  fill 
the  mould.  When  it  is  cold,  therefore,  it  is  in  a  condition  of 
strain  throuiifhoiit  its  interior.  If  we  were  to  put  a  cold  inject 
into  a  hot  furnace  to  he  reheated,  we  would  immediately  expand 
the  surface  metal  and  pull  it  still  further  from  the  center,  and 
thus  put  an  additional  strain  on  the  inside  metal.  In  very 
large  ingots  cracks  are  thus  apt  to  be  strated  in  the  center  and 
forgings  are  very  liable  to  break  in  subsequent  service,  from 
the  fact  that  they  have  not  been  properly  reheated.  A  ^taX 
many  forgings  fail  from  lack  of  care  being  taken  at  this  time. 

Next  comes  the  forgino;  ])rocess  projK-r.  and  one  of  the  first 
requisites  is  the  proper  selection  of  fori^inj^  tools.  The  pres- 
sure applied  in  sliaping  a  piece  of  steel       \  r 

should  be  sufficient  in  amount  and  of  such    —J  1  

a  character  as  to  penetrate  to  the  center  f 
and  cause  flowing  throughout  the  mass.      i  r 
This  flowing  of  the  metal  requires  a  certain      /  J 
amount  of  time,  and  the  requisite  pressure  ^^J^^  itdefaheav * 
should  be  maintained  throughout  a  cor-  press, 
responding:   period.     The   hydraulic   press   {fig.    /?)  fills 
these   requirements   exactly.     The   evil    effects  produced 
by    the    rapid    impact    of    light    hammers    have  already 
been  show-n  {Fig.  4),  and  undoubtedly  their  use  should 
be  avoided.    Under  the  slow  motion  of  the  press  time 
is  allowed  for  the  molecules  of  the  metal  to  move  easily  and 
the  pressure  is  felt  all  through  the  forging.  Fig,  14  shows  the 
appearance  of  the  end  of  hydraulically-forged  shafts.  The 
center  being  the  hottest,  and  therefore  softest,  is  squeezed 
out,  and  gives  the  convex  shape  shown.    The  forging  in 
Fig.  75  show  this  bulging  appearance  very  j)lainly.  During 
the  forging  process,  in  wliich  there  is  a  gradual  reduction  in 
diameter  and  increase  in  length,  a  great  deal  of  work  is  put 
into  the  metal  (i  /^.  j6).   In  order  that  the  metal  should  be 
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worked  at  the  proper  temperature,  it  is  necessary  to  reheat  it 
a  numl^er  of  times,  and  every  time  a  blow  is  made  by  the  press 
the  metal  is  worked  under  conditions  differing  from  those 
existing  when  the  preceding  blow  was  made,  because  it  has 
cooled  a  little  in  the  interval.  As,  therefore,  when  finished,  no 
two  parts  of  the  forging  have  been  treated  the  same,  it  is 


Fig.  15. — Nickel-slcel  couuiug  tower  for  Battleship  Brooklyu,  showing 
effect  of  press  forging.   O.  D.,  I.  D.,  76','';  length,  119". 

Rough  forged  as  shown,  weight  77,6co  pounds. 


natural  to  suppose  that  it  is  full  of  forging  strains.  It  is  also 
apt  to  have  cooling  strains  in  it,  due  to  the  fact  that  it  has  been 
reheated  from  time  to  lime  in  different  places,  as  the  forging 
process  passes  from  one  end  of  the  piece  to  the  other.  To 
relieve  these  various  strains,  all  forgings  should  be  subjected  to 
a  final  heat  treatment  called  "annealing." 
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Let  us  consider  the  rationale  of  this  heat  treatment  a  little 
more  at  length. 

If  we  note  the  rate  of  cooling  of  a  steel  ingot  from  the  point 
of  solidification  to  coldness,  we  will  see  that  the  temperature 
will  fall  regularly  the  same  amount  in  equal  divisions  of  time 
until  between  1.300"  and  1,200"  F.  a  point  (depending  on  the 
carbon  content)  is  reached  where  the  temperature  suddenly 
stops  falling  and  for  a  time  either  remains  stationary  or  perhaps 
rises  for  a  short  time,  and  then  the  rate  of  cooling  continues 


1 


Fir„  16. — Ingot  in  process  of  beiug  forged  into  a  shaft. 


regularly.  This  point,  where  the  change  of  rate  takes  place, 
is  called  the  "recalescent"  point,  and  from  chemical  and  phys- 
ical tests  we  know  that  a  change  in  the  structure  of  the  steel 
occurs  here.   (Fig.  //.) 

The  fluid  steel  begins  to  crystallize  at  the- point  of  solidifi- 
cation, and  the  slower  the  rale  of  cooling  from  there  down 
the  larger  the  crystals  will  be  when  the  ingot  is  cold.  At  the 
point  of  recalcsccnce,  however,  it  would  seem  as  if  the  crys- 
tallization, so  to  say.  locks  it.self.  for.  after  the  ingot  has  become 
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cold,  if  we  reheat  it  to  a  temperature  below  this  point,  on  again 
becoming  cold  we  will  find  that  the  crystallization  is  not  af- 
fected, but  if  we  reheat  it  a  little  above  the  recalescent  point, 

when  it  is  again  cold  the  crystallization  will  be  found  to  be 
much  smaller  than  before. 

In  fact,  it  is  known  that  if  steel  is  heated  sliq:htly  above  the 
recalescent  point  all  previous  crystallization  is  destroyed,  and  a 
tine  amorphous  condition  is  produced  at  that  temperature. 
As  soon  as  cooling  begins  again  crystallization  sets  in,  and 
continues  until  the  ingot  is  cold.  As,  however,  the  time  of 
cooling  from  the  recalescent  point  is  comparatively  short,  the 
resultant  crystallization  is  correspondingly  small.   It  can  be 
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rieadily  understood  that  when  heat  treatment  can  completely 
change  the  internal  condition  of  steel,  it  should  bear  an  im- 
portant part  in  the  manufacture  of  forgings  made  of  that 
metal. 

Let  me  for  a  moment  consider  the  changes  which  take 
place  in  the  condition  of  the  metal  as  it  ])asses  through  the 
forging  process.    Beginning  with  the  cold  ingot  (which  we 

will  a>sume  has  cooled  slowly  and  is.  therefore,  composed  of 
large  crystals),  we  tust  reheat  it  up  to  a  forging  temperature 
of  from  1,800  to  2.tKK3  F.,  thus  ])assing  through  the  recales- 
cent point,  destroying  all  crystallization  and  producing  an 
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amorphous  condition.  As  we  put  it  under  the  forcfinjjf  press 
it  begins  to  cool,  crystaUization  at  once  setting  in;  at  the  same 
time,  however,  we  begin  to  work  the  metal. 

The  work  of  forging  tends  to  check  crystallization,  just 
as  disturbing  water  which  is  below  freezing  point  will  delay 
the  formation  of  ice  crystals.  The  work  of  forging  may  or 
may  not  continue  (depending  upon  the  size  and  shape  of  the 
llnished  piece)  until  the  temperature  has  fallen  below  the  recal- 
escent  point,  but  durin":  this  time  more  or  less  crystallization 
has  occurred,  and  has  been  disturl)cd  and  distorted.  The  work 
of  forging  has,  moreover,  proceeded  from  one  end  of  the  piece 
to  the  other,  the  part  last  worked  upon  having  crystallized  con- 
siderably before  work  was  applied  to  it,  so  that  the  two  ends 
may  be  entirely  different  as  far  as  their  internal  condition  is 
concerned. 

If.  as  is  generally  the  case,  the  forging  is  now  considered  fni- 
ished,  it  is  full  of  pulls  and  strains  about  which  we  know  noth- 
ing, except  that  they  may  amount  to  several  thousand  pounds 
to  the  square  inch.  The  extent  of  these  strains  is  made  evident 
when  a  forging,  finished  as  above  described,  has  a  cut  taken 
from  it  in  a  lathe  or  has  a  key  way  cut  on  one  side.  The  strains 
in  the  fibers  which  are  cut  are  relieved,  and  the  piece  invariably 
springs  out  of  "true."  To  relieve  these  strains  the  forging 
should  be  carefully  and  slowly  heated  to  a  temperature  slightly 
above  the  recalescent  point  and  then  allowed  to  cool  slowly. 
By  this  treatment,  which  is  called  ''annealing,"  an  entirely  new 
crystallization  is  established,  leaving  the  molecules  of  the  metal 
completely  at  rest.  If  the  forging,  on  being  heated  slightly 
above  the  recalescent  point,  is  suddenly  dropped  into  a  bath 
of  cold  oil,  no  time  is  allowed  during  the  cooling  jirocess  for 
cr\  stals  to  form,  and  the  amorphous  condition  of  its  structure 
at  that  temperature  is  retained.  This  character  of  heat  treat- 
ment is  called  ''oil  tempering,"  and  is  followed  by  further  heat 
treatment  to  relieve  the  metal  of  any  hardening  effect  due  to 
the  cooling  process. 

An  annealed  forging  has  its  elastic  limit  somewhat 
reduced  as  compared  to  its  tensile  strength,  but  its  duc- 
tility is  increased  very  considerably,  as  shown  by  its  con- 
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traction  and  elongation  in  test  pieces.  The  elastic  limit 
of  an  annealed  forging  is  invariably  less  than  one-half 
of  the  tensile  strength.  By  "elastic  limit"  I  do  not  refer 
to  the  point  usually  determined  by  the  drop  of  the  beam  in  an 


Fig.  i8. — Four-throw  shaft  for  gas  engine.    Shaft,  diameter;  pins, 

5"  diameter;  length,  106^"  ;  weight,  775  pounds. 


ordinar}-  testing  machine,  but  rather  to  the  carefully  defined 
point  obtained  by  more  accurately  determined  methods,  which 
is  from  2,000  to  10.000  pounds  lower.  The  latter  figures  are 
used  in  all  my  references  in  this  paper,  both  as  reported  by  the 
Government  Bureau  at  W'atertown  and  elsewhere.    This  pro- 


FiG.  19. — Two-throw  solid  crank-shaft.     Diameter  of  shaft  and  pins,  12"; 

length,  13'  I  's'^;  weight,  9,836  pounds. 
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cess  of  annealing  to  relieve  internal  strains  is  a  very  important 
one.  These  strains  are  apt  to  develop  in  service,  thus  consti- 
tuting an  initial  load  and  may  throw  a  forging  out  of  true,  or 
even  cause  its  complete  failure,  if  they  happen  to  act  in  the 
same  direction  as  the  external  working  stress. 

We  have  already  seen  that  bars  of  very  high  physical  prop- 
erties will  not  endure  indefinitely  repeated  alternating  stresses 
amounting  to  40.000  pounds  to  the  square  inch.  A  forg- 
ing strain  of  quite  small  intensity  may  easily  act  in  con- 
junction with  an  external  stress,  closely  approaching  the  elastic 
limit  and  bring  the  total  working  stress  up  to  a  load  which, 
acting  continuously,  would  soon  cause  failure. 


Fig.  20. — Connecting-rods  for  reversing  rolling-mill  engine.     Weight  of 
small  rod,  6,750  pounds  ;  weight  of  large  ro<l,  10,860  pounds. 

It  is  very  evident  that  the  twisting  and  other  manipulation 
necessary  in  shaping  the  forgings,  shown  in  Figs.  18  and  /p, 
will  leave  strains  in  the  metal  which,  unless  relieved  by  anneal- 
ing, will  cause  failure  in  service.  The  great  mortality  of  this 
character  of  forgings  is  in  part  due  to  the  fact  that  they  have 
not  received  this  heat  treatment. 

All  steel  forgings  should  be  finished  with  good-sized  fillets 
at  all  corners.  In  the  forgings  shown  in  Fig.  20,  special  care 
should  be  taken  to  have  the  four  corners  of  the  eye  in  the  head 
well  rounded  to  resist  the  tendency  to  crack  at  these  points 
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should  the  crosshead-  or  crank-pin  heat  up  and  bind  in  the 
brasses. 

The  lowering  of  the  physical  properties  by  the  process  of 
annealing  may  be  corrected  by  a  subsequent  treatment  of  *'oil 
tempering." 

In  this  treatment  the  forging  is  first  reheated  to  a  definite 
temperature  in  a  vertical  gas  furnace,  then  taken  out  and 
dropped  suddenly  into  a  bath  of  cold  liquid,  which  may  he 


Fig.  21.  —Three-throw  "built-up"  crank-shaft.  Fluid-compressed  steel,  hollow, 
oil-tempered,  O.  D.,  1 1'";  I.  D.,  4'';  length,  19'  1 1^';  weight,  12, 100  pounds. 

composed  of  oil  or  any  suitable  fluid.  The  forging  must  be 
subsequently  annealed,  as  before,  to  relieve  it  of  cooling 
strains.  The  hardening  effect  of  the  sudden  cooling  is  accom- 
panied by  a  "setting"  of  the  amorphous  condition  brought 
about  by  the  first  heating,  with  the  result  that  the  irregular 
and  often  coarse  crystalline  condition  existing  after  forging 
is  broken  up  and  a  uniform  and  finer  grain  ensues.  By  the 
subsequent  annealing,  strains  are  relieved  and  the  hardening 
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effect  of  sudden  cooling  is  removed  to  a  desired  degree;  at  the 
same  time  the  elastic  limit  is  increased  proportionately  to  the 
tensile  strength  and  a  greater  toughness  is  imparted  to  the 
metal,  as  shown  by  a  higher  elongation  and  contraction  of  area 
in  test  pieces. 

In  order  to  successfully  temper  a  piece  of  steel,  great  care 
must  be  taken  both  in  the  process  of  reheating  it  and  also  in 
cooling  it  in  the  bath.  In  reheating  it,  the  surface  metal  is 
apt  to  expand  away  from  the  center  and  thus  cause  cracks  in 
the  latter,  as  previously  explained;  and  in  dropping  it  into  the 
cold  bath  the  surface  metal  is  apt  to  contract  onto  the  center 
to  such  an  extent  as  to  cause  cracks  in  the  former.  In  order, 
therefore,  to  successfully  temper  a  forging,  it  should  be  hollow. 


Fig.  22. — Three-throw  *' interchangeable "  crank-shaft  for  I'.  S.  Battleship 
Iowa.    Length  of  each  crank  section,  9.6''';  O.  D.  of  pin  and  shaft, 
16";  I.  D.,  lW\  weight,  8,600  pounds. 

By  taking  out  the  center  it  can  be  reheated  without  danger  of 
cracking,  because  the  center  metal  is  absent  and  the  heat  gets 
into  the  interior  and  expands  both  it  and  exterior  together. 
Also,  in  dropping  it  into  the  cold  bath  there  is  no  solid  center 
on  which  the  surface  metal  is  contracted,  and  in  that  way  the 
danger  of  cracking  the  surface  during  the  cooling  process  is 
eliminated. 

The  crank-shaft  shown  in  Pig.  21  \^  known  as  a  "built  up'* 
shaft,  the  shaft  and  pin  sections  being  forged  separately  and 
forced  into  the  webs  or  the  webs  are  expanded  by  heat  and 
shrunk  on  to  them.     The  crank-shaft  shown  in  Fig.  22 
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is  on  the  contrary  known  as  the  *'soHd"  type,  shaft, 
pin,  and  webs,  being  forged  out  of  a  single  block  of  steel. 
Engineers  are  divided  in  their  opinions  regarding  the  relative 
merits  of  these  two  types  of  shaft.  In  the  built-up  type  the 
various  parts  are  small,  and  can  be  carefully  worked  and,  if 
necessary,  bored  and  oil-tempered.  The  physical  properties  of 
the  metal  can,  therefore,  be  raised  to  the  highest  possible  limit. 
The  forcing  or  shrinking  process,  however,  always  puts  a  strain 
on  the  metal,  which  will  act  as  an  initial  load  approaching 
possibly  close  up  to  the  elastic  limit.    In  the  solid  type,  on  the 


Fig.  23. — Fluid-conipressed  ingot,  bored. 


contrary,  a  very  large  ingot  would  be  required,  and  as  such  a 
crooked  forging  can  not  be  oil-tempered  with  safety,  the  phys- 
ical properties  of  the  metal  cannot  be  raised  by  heat  treatment. 
The  metal,  however,  can  be  relieved  of  all  strains  by  annealing, 
and  if  properly  designed  should  work  satisfactorily  against 
externally  applied  stresses  for  a  very  long  time. 

As  stated  previously,  it  is  necessary  that  a  forging  be  hol- 
low in  order  to  temper  it. 

There  are  two  ways  of  making  a  forging  hollow.   The  ordi- 
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nary  way  of  getting  rid  of  the  center  of  a  forging  is  simply  to 
bore  it  out.  After  boring,  it  is  tempered,  and  thus  the  strength 
is  restored  which  was  taken  away  with  the  metal  which  was  in 
the  center. 


Fig.  24. — HoUow-forj^in^  a  shrift  under  a  5,000-ton  hydraulic  press  at  the 

works  of  the  Helhlehem  Iron  Company. 

Another  way  of  getting  rid  of  the  center  of  large  forgings 
is  to  forge  them  hollon'.  A  person  who  has  not  considered  the 
Vol.  CXLV.    No.  869.  22 


Digitized  by  Coogle 


1 


9 


340  Porter:  [J.  F.  1.. 

subject  carefully  would  naturally  think  that  the  first  thing  to 
do  in  making  a  hollow  forging  would  be  to  cast  a  hollow  ingot. 
I  have  already  mentioned  the  fact  that  there  are  various  de- 
fects which  occur  in  ingots,  the  most  serious  of  which  are 
"segregation"  and  "piping."  and  that  it  is  in  the  center  and 
upper  portion  where  those  defects  occur.  Now,  if  we  were  to 
cast  a  hollow  ingot,  replacing  the  center  metal  by  a  solid  core 
of  fire-brick  or  similar  material,  we  would  have  two  cooling 
surfaces,  one  on  the  outside  and  one  around  the  core,  and  we 
would  transfer  the  position  of  last  cooling  to  an  annular  ring 
midway  between  these  surfaces,  where  we  would  collect  the 
"piping"  and  the  "segregation."  This  would  not  be  satis- 
factory, because  the  metal  there  is  what  we  are  going  to 


Fig.  27. — Nickel-steel  propeller  shaft  for  U.  S.  S.  Brooklyn.  Hollow-forged, 
oil-tempered,  annealed,  rough  machined.    O.  D.,  I.  D., 

\\"\  lengtli,  38''  \  weight,  19,112  pounds. 

depend  upon  for  the  strength  of  our  hollow  forging.  We  are, 
therefore,  compelled  to  make  our  ingot  solid  as  before,  to 
collect  the  "piping"  and  "segregation"  in  the  center  and  at  the 
top.  where  we  have  added  metal  to  the  original  ingot  for  the 
purpose. 

Then,  having  cut  olT  the  loj)  and  thus  gotten  rid  of  what 
"piping"  and  "segregation"  there  are  there,  we  bore  out  the 
center  and  so  got  rid  of  the  "piping"  and  "segregation"  there, 
and  what  we  have  left  is  as  sound  and  homogeneous  a  piece  of 
steel  as  can  be  obtained  {V\g.  2f). 

After  the  hole  has  been  bored  in  the  ingot,  the  next  process 
is  to  reheat  it,  and.  as  before  explained,  this  process  is  not  as 
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delicate  a  one  as  if  the  ingot  were  solid.  The  heat  affects  the 
center  equally  with  tlie  exterior  and  the  two  expand  together 
and  we  thus  do  not  incur  the  danger  of  cracking.  When  the 
ingot  is  reheated,  we  put  a  steel  mandrel  through  its  hollow 
center,  and,  subjecting  the  two  to  hydraulic  pressure,  we  force 
the  metal  down  and  out  over  the  mandrel  {fig,  ^4),  We  thus 
practically  insert  into  the  forging  an  internal  anvil,  and  we 
have,  therefore,  really  much  less  than  one-half  the  amount  of 
metal  to  work  on  than  we  would  have  if  the  piece  were  solid. 
W'c  have,  for  instance,  in  Fig.  ^5,  the  Ferris  Wheel  shaft,  32 
inclies  outside  diameter,  with  a  T6-inch  hole,  which  leaves  only 
8  inches  of  metal  to  be  worked  upon  between  the  press  and  the 
internal  anvil, 

A  large  number  of  hollow  shafts  of  this  type  have  been 
made  for  pumping  engines  in  municipal  and  mining  plants 
throughout  the  country,  and  similar  shafts  have  also  been 

made  for  engines  in  street  and  elevated  railway  power  plants^ 
These  shafts  have  been  about  28  inches  outside  diameter,  II 
inches  inside  diameter  and  25  feet  long  (Fig.  26). 

The  Government  requires  that  shafts  for  the  Navy  be 
hollow,  and  this  custom  is  being  rapidly  taken  up  in  general 
marine  practice. 

Fig,  2y  shows  a  hollow-forged  nickel-steel  shaft,  oil-tem- 
pered, for  the  United  States  Battleship  Brooklyn, 

Test  bars  cui  irom  this  shall  i;ave  a  tensile  strcngtii  of 
94,245  pounds;  elastic  limit,  60,770  pounds;  elongation,  25  55 
per  cent.,  and  contraction,  60*58  per  cent. 

Professor  Merriman  is  quoted  in  a  paper  read  before  the 
Society  of  Naval  Architects  and  Marine  Engineers  in  1893, 
by  R.  W.  Davenport,  as  estimating  the  strength  of  these  shafts 
compared  to  solid  shafts  as  follows,  when  strained  to  one-half 
of  tlieir  clastic  limit: 

fi)  Propeller  shaft  United  States  battleship  Brooklyn, 
nickel-steel. 

(a)  Ilorse-power  transmitted  at  fifty  revolutions  per  min- 
ute, 15,780. 

{b)  Load  in  pounds  at  middle  of  a  span  of  12  feet  on  two 
supports,  276,200. 
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(2)  Simple  steel  shaft,  solid,  13  inches  diameter  (same 
weight  as  above). 

{a)  Horse-power  transmitted  under  similar  conditions, 

{h)  Load  in  i)ounds  tinder  similar  conditions,  89,000. 
Comparative  strength  as  3  to  i. 

(3)  A  solid  shaft  of  simple  steel  of  the  same  strength  as  the 
hollow-forg^ed  nickel-steel  shaft  would  be  18*9  inches  diameter 
and  weigh  53  per  cent.  more. 

Undoubtedly  the  best  type  of  hollow-forged  shafts,  and 
one  which  is  gradually  being  introduced,  is  where  the  walls 
are  of  the  same  thickness  throughout,  the  outside  and  inside 
diameter  varying  together.  ])Ot]i  being  greatest  at  the  center, 
where  most  strength  is  required,  and  smallest  at  the  journals 

(Pig,  28),  Such  a  shaft  is  de- 
j  ^  signed  on  the  principle  of  a 

WBBlnilllll  girder,  and  offers  the  great- 

FIG.  28.-Hoiiow-forged  shaft  of  gir.  ^^t  Strength  for  the  Icast 
d«r  wction.  amount  of  metal.    Rolls  for 

plate  mills,  made  after  this  design,  are  especially  desirable. 
This  type  of  shaft  is  being  introduced  in  stern-wheel  steaxners 
on  the  Mississij^pi  and  Ohio  rivers. 

The  upper  sketch  in  Fig,  29  shows  the  type  of  shaft  which 
U  now  used  on  these  steamers.  It  varies  from  30  to  40  feet  io 
length  and  is  only  from  12  to  14  inches  in  diameter.  It  is 
generally  made  of  wrought  iron.  In  the  center  is  suspended 
a  very  large  paddle-wheel,  and  the  blow  of  the  paddle  on  the 
water  makes  this  center  \  il)ratc  from  i  ll  inches  to  2  inches, 
just  such  treatment  as  the  bars  in  the  endnrance  testing-ma- 
chine are  subjected  to.  This  vibration  eventually  breaks  the 
shaft.  Somewhere  on  this  wrought-iron  shaft  there  has  been 
a  poor  weld,  or  a  part  of  it  is  not  as  strong  as  the  rest,  and  it 
breaks  there.  The  shaft  shown  underneath  is  of  steel,  has  the 
same  diameter  as  the  other  shaft,  is  forged  solid,  then  bored 
and  oil-tempered.  This  shaft,  although  it  lasts  longer,  breab 
like  the  other;  it  is  not  stifY  enough.  The  type  of  shaft  which 
is  now  beint^  introduced  in  place  of  these  is  shown  below.  The 
center  has  been  expanded  over  a  large  mandrel,  so  as  to  make 
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that  pan  stiffer.  It  has  the  same  weight  as  the  first  shaft,  but 
is  much  stronger.  Let  me  give  you  some  comparative  figures. 

If  we  represent  the  strength  of  a  solid  wrought-iron  shaft  • 
14  inches  in  diameter  and  30  feet  in  length,  as  shown  by  the 
upper  figure,  by  the  figure  i,  a  solid  shaft  of  steel  of  the  ^aaic 
dimensions  would  be  represented  by  the  figures  i'29;  if  we 
were  to  make  it  of  nickel-steel,  its  strength  would  be  repre- 
sented by  2-6.  Now,  if  we  were  to  take  the  same  shaft  and 
simply  bore  it  and  anneal  it,  putting  a  3>^-inch  hole  through 
it,  its  strength  would  be  represented  by  i,  just  the  same  as  the 
'  upper  shaft.  If  we  subsequently  oil-temper  it.  Its  strength 
would  be  I  '89.  A  hollow-forged  steel  shaft  of  the  same  weight 
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Fig.  29. — Evolution  of  the  modern  stern-wh<;cl-stt^anier  shaft. 

as  the  first,  hut  of  22  inches  outside  (hanieter.  with  a  17-inch 
hole  through  it,  would  be  represented  by  the  figure  4;  if  oil- 
tempered,  5%-:  if  made  of  nickel-steel,  its  strength  would  be 
represented  by  the  figure  6;  and  if  oil-tempered,  by  the  fig- 
ure 8. 

With  the  substitution  in  the  trades  of  steel  for  wrought 
iron  for  engine  and  miscellaneous  forgings,  the  tendency  at 
*  first  was  to  use  a  very  mild,  soft  steel  approaching  wrought 

iron  in  the  ease  with  which  it  could  be  handled  in  the  shop, 
especially  in  machininjsr. 

Mild  steel,  when  of  i^^ood  (|na]it\  ,  is  superior  to  wrought 
iron  in  strength,  toughness,  homogeneity  and  freedom  from 
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danger  of  Imperfect  welds  and  porous  spots  enclosing  slag, 
etc.  Still  it  does  not  possess  the  very  desirable  quality  of  higli 

clastic  strength  coinhined  with  duculity  or  toughness  in  as 
great  a  degree  as  can  l)e  obtained  without  danger  in  a  harder 
steel  when  proper  precautions  are  taken  in  its  manufacture. 

It  is  only  in  recent  years  that  high  carbon  steel  has  been 
found  available  for  forging  work.  Krupp,  of  Essen,  Germany, 
was  the  leader  in  substituting  his  soft  crucible  steel  for  wrought 
iron  in  heavy  forgings.  After  1870  soft  open-hearth  steel  be- 
came a  more  frequent  substitute,  with  such  success  that  com- 
pared with  wrought  iron  the  soft  steel  forgings  made  by  well- 
known  English  manufacturers  soon  attained  a  high  reputation 
for  their  quality.  It  was,  therefore,  natural  that  our  Govern- 
ment officials,  when  first  issuing  specifications  for  the  heavy 
engine  and  shafting  forgings  required  for  the  rebuilding  of  our 
navy,  followed  in  the  direction  of  the  English  practice  and 
called  for  a  steel  having  a  tensile  strength  of  about  65,000 
pounds  per  square  inch,  and  a  minimum  elongation  of  about 
28  per  cent,  in  four  diameters.  1  o-day,  however,  we  are  called 
upon  by  our  Government  to  furnish  a  steel  for  the  above  pur- 
poses which  will  show  a  tensile  strength  of  80,000  pounds  per 
square  inch,  an  elastic  limit  of  50,000  pounds,  and  an  average 
elongation  of  25  per  cent,  in  four  diameters. 

The  character  of  steel  now  used  for  crank-pins  by  many 
railroads  furnishes  a  marked  illustration  of  the  practicability 
of  using  high  carbon  steels.  When  steel  was  first  used  in  >Lich 
pins  in  place  of  wrought  iron,  a  soft  low-carbon  steel  was 
generally  employed,  and  the  failures  due  to  "fatigue  of  metal" 
were  almost  as  numerous  as  when  wrought  iron  was  used. 
1  he  broken  pins  showed  what  has  been  called  ''a  fracture  in 
detail,"  a  gradual  parting  of  the  steel  extending  inward  all 
around  the  piece, undoubtedly  produced  by  the  working  strains 
repeatedly  approaching  the  low  elastic  limit  of  the  soft  steel. 
On  substituting  a  steel  wiili  an  elastic  limit  of  45,000  to  50.000 
pounds  per  scpiare  inch,  failures  were  greatly  diminished,  with- 
out changing  the  diameter  or  shape  of  the  pins. 

These  same  facts  are  true  to  the  present  day  regarding 
steam-hammer  rods. 
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*  FlO.  30.— Comparative  faiUirt-s  of  high-  and  low-carlxjii  steel  pistotl^rods  of 
las-ton  hammeri  Bethlehem  Irou  Company. 


*  By  H.  K.  Laodts  in  Iron  Age. 


Uigmzeu  by  CjOO^Ic 


Maj,  1896,]       Wrought  Iron  and  Steel  Forgings.  347 

Fig,  JO  shows  the  experience  of  the  Bethlehem  Iron  Com- 
I>any  with  rods  for  their  125-ton  hammer. 

The  first  rod  was  made  from  high  carbon  open-hearth 
steel,  hydraulically  forged  with  a  4'inch  hole  running 
through  the  entire  length  and  having  an  outside  diameter  of 
16  inches.  The  lailiire  of  this  rod  was  attributed  to  partial 
crystallization  and  to  its  being  of  too  high  carbon  steel,  and, 
therefore,  too  brittle.  These  were  the  usual  reasons  given  for 
failures  under  similar  conditions  in  those  days. 

Consequently,  the  next  rod  was  made  with  a  much  lower 
carbon,  in  the  hope  that  it  would  withstand  the  effects  of  shock 
better.  This  supposition  proved  to  be  erroneous,  and  it  failed 
after  a  shorter  service  than  the  first,  and  its  failure  was  much 
more  serious. 

About  this  time  the  advantages  of  material  with  high  elas- 
tic limit  became  known,  and  the  third  rod  was  made  of  nickel- 
steel.  The  dimensions  were  somewhat  changed,  however.  The 
outside  diameter  was  from  16  to  17  inches  and  the  hole  was 
made  8  mclies  ni  diameter  for  22  feet  from  the  top,  the  balance 
was  made  7  inches  instead  of  4  inches,  as  before.  This  rod 
has  fulfilled  all  expectations.  The  amotmt  of  deflection  of  the 
two  rods  which  failed  is  shown  in  the  figure. 

Fig,  jx  shows  the  character  of  rod  now  made  for  users  of 
rods  who  want  something  that  will  last  a  long  time. 

In  general,  it  can  be  stated  that  experience  shows  that 
where  high  duty  is  demanded  of  a  forging,  mild  steel  of  a  ten- 
sile strength  of  60,000  pounds  is  not  the  best  maicnal  to  use, 
owing  to  its  low  elastic  limit.  The  tendency  is  now  towards 
the  adoption  of  a  higher  carbon  steel,  followed  by  such  treat- 
ment as  will  raise  the  elastic  limit  relative  to  the  ultimate 
strength. 

Engine  builders,  although  fully  alive  to  the  advantages  of 
the  use  of  high  carbon  steel,  are  deterred  from  its  use  by  the 
fact  that  it  is  very  tough,  and,  therefore,  the  cost  of  machining 
in  the  shops  is  high.  In  competition  with  each  other,  the 
engine  builder  who  uses  the  lower  carbon  steel  can  bid  lower 
than  the  one  who  uses  the  better  grade.  It  is,  therefore,  to  the 
interest  of  the  engineer,  who  specihes  what  he  wants,  to  insist 
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upon  his  specifications  being  worded  properly,  so  that  all  the 
bidders  can  base  their  calculations  on  the  same  grade  of 
material. 

The  engineer  does  not  want  his  engines  composed  of  a 
weak  and  unreliable  material  merely  because  the  engine  builder 

finds  it  easier  and  cheaper  for  him  to  manipulate  it  in  shaping. 
He  should  follow  the  progress  in  steel-making  and  insist  upon 
getting  the  best  he  can  afford  to  buy.  The  first  cost  may  l>e  a 
little  j:;reaier,  but  he  will  save  by  getting  a  material  much 
stronger  and  stiffer  and  which  will  receive  a  higher  polish. 
The  lessening  of  friction  of  such  parts  will  alone  pay  the 
difference  in  cost  by  the  saving  in  fuel  and  lubrication. 

Experience  must  teach  the  engineer  what  quality  of  steel 
is  best  suited  for  the  various  parts  of  his  engines,  and  his  judg- 
ment must  determine  whether  he  will  use  a  high  quality  and 
decrease  the  size  of  his  forgings  or  a  clieaper  grade  and  put  in 
more  metal  and  take  greater  risk. 

Although  forcings  can  be  made  to  fill  a  large  variety  of 
specifications,  they  can,  in  general,  be  divided  into  six  classes, 
as  follows: 

(1)  Mild  steel,  annealed. 

(2)  Medium  hard  steel,  annealed. 

(3)  Medium  hard  steel,  oil-tempered. 

(4)  Nickel-steel,  annealed. 

(5)  Nickel-steel,  oil-tempered,  No.  i. 

(6)  Xickcl-stcel,  oil-tempered,  No.  2. 

Eacfi  of  these  classes  is  sui>posed  to  cover  a  scries  of  grades 
of  steel,  varying  in  strength  several  thousand  pounds.  In 
selecting  the  material  for  the  forgings  of  an  engine  and  in 
drawing  up  the  specifications  therefor,  the  premise  should  not 
be  omitted  that  ''all  forgings  shall  be  made  of  open-hearth 
steel,"  and  that  "they  shall  be  carefully  annealed  after  forging." 

Large  shafts  and  similar  forgings,  crank  and  crosshead 
pins  should  be  made  of  fiuid-compressed  steel,  and  should  be 
hydraulic  forged,  not  hammered.  Wherever  practicable,  an 
axial  hole  should  be  bored  through  shafts  to  insure  absence 
of  any  internal  defects.  If  forgings  are  oil-tempered,  the  hole 
can  be  made  larger  in  diameter  than  if  they  are  simply  an- 
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nealed«  and  where  the  hole  is  7  inches  in  diameter  and  above, 
they  can  be  hollow  forged  on  a  mandrel.   A  hollow-forged, 

uil-tempered  forging  insures  the  highest  attainable  qualities, 
and  can  be  esi)ccially  recommended  where  the  maximum 
strength  with  the  greatest  lightness  is  desired. 

Where  it  is  important  that  the  quality  specified  should  be 
obtained  in  the  more  important  parts,  physical  tests  of  the 
forgings  as  delivered  should  be  demanded.  For  such  tests 
prolongations  should  be  left  on  the  end  of  forgings  for  the 
purpose  of  having  test  specimens  cut  from  them  after  the  forg- 
ing and  treatment  have  been  completed.  Such  prolongations 
should  receive  no  greater  reduction  than  the  forging  at  its 
largest  part. 

The  following  table  shows  the  average  physical  qualities 
that  should  be  obtained  in  forgings  made  of  the  several  grades 
of  steel  mentioned,  the  test  specimens  being  2  inches  long 
between  measuring  points  and  Yi  inch  in  diameter  and  cut 

from  full-sized  prolongations  of  the  forgings  after  treatment; 
the  elastic  limit  being  determined  not  by  the  drop  of  the  beam, 
but  by  an  electric  micrometer: 


Ten«5Ic         Elastic      Kxteiision  Contraction 
Strength.        limit.     percentage,  percentage. 

SimpU  SUeL 


a8,ooo 

a8 

55 

37.a» 

(3)  OU*t«inpcred,  with  axial  hole  80,000 

45i«» 

as 

Nickel  SUeL 

45.000 

23 

45 

(5)  Oil- tempered,  with  axial  hole  bo, 000 

5o,oco 

25 

50 

(6)         **       *      "         •*  90,000 

60,000 

22 

I  trust  that  I  have  been  able  to  make  plain 

in 

this  paper 

that  the  causes  of  failure  in  forgings  are  in  general  to  be  found 

either  in  their  design,  quaUty  of  material  or  character  of  treat- 
ment in  mauuiacture.  Almost  all  forgings  are  subjected  to 
alternating  stresses.  If  llicy  are  composed  of  a  quality  of 
material  which  has  a  high  elastic  limit,  properly  proportioned, 
SO  that  the  stresses  applied  fall  well  below  this  limit,  and  if 
then  they  are  free  from  flaws,  defects  and  initial  stresses,  they 
should  resist  fatigue  indefinitely. 
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DISCUSSION. 

Mr.  G.  Whitefield  Chance: — ^In  Howe's  Metallurgy  of 
Steel  (p.  1 98)  is  cited  a  case  where  18J40  bendings  reduced 
tensile  strength  from  70,000  to  48,000,  and  elongation  from 
20  per  cent,  to  2-6  per  cent. 

Mr.  Porter: — Mr.  Howe,  contrary  to  his  usual  accuracy 
of  detail,  omits  to  mention  what  the  fiber  stress  on  this  bar 
was.  I  rather  infer  tliat  the  bar  was  bent  in  a  vise,  or  similarly, 
and  that  the  fiber  stress  considerably  exceeded  the  clastic 
limit  of  the  metal;  the  result  quoted  would  then  have  been 
obtained. 

Mr.  Chance: — Mr.  Howe  also  says:  "Comparing  cases  in 
which  the  stress  on  each  variety  is  a  given  percentage  of  their 
estimated  tensile  strength  under  single  load,  hard  steel  breaks 
down  much  the  earliest."  This  is  a  comment  on  some  tests 
made  of  the  same  kind  as  those  you  spoke  of. 

Mr.  Porter: — Certainly — ^this  is  what  my  tables  show. 
I'or  instance,  in  Table  No.  2,  34  per  cent,  carbon  steel,  with  a 
tensile  strength  of,  say,  90,000  pounds  per  square  inch,  and  an 
elastic  limit  of  42.3m  pounds  per  scjuare  inch,  stands  14,100,- 

000  revolutions  under  a  fiber  stress  of  35,000  pounds  per 
square  inch  or  40  per  cent,  of  the  ultimate  strength. 

Fifty-five  per  cent,  carbon  steel,  however,  with  a  tensile 
strength  of,  say,  100,000  pounds  per  square  inch,  and  an  elas- 
tic limit  of  47,000  pounds  per  square  inch,  stands  only  about 
400,000  revolutions  under  a  fiber  stress  of  40,000  pounds  per 
square  inch  or  the  same  percentage  of  tensile  strength. 

What  I  have  endeavored  to  show  is  that  under  the  somt 
fiber  stress  the  higher  carbon  steel  will  uiiilast  the  lower. 

Mr.  Chance: — You  mentioned  the  fact  that  in  the  endur- 
ance tests  the  load  was  within  the  elastic  limit  in  the  extreme 
fiber,  but  would  the  load  suddenly  applied  with  high  rotative 
speed  l  e  \\  ithin  the  limit?  We  are  aware  that  the  suddenly- 
applied  load  is  very  disastrous. 

Mr.  Porter: — am  not  aware  that  any  difference  has 
been  observed  in  the  result  of  fast  and  slow  rotation.  In  fact, 

1  have  been  informed  that  Mr.  Howard,  at  Watcrtown,  has 
seriously  considered  putting  in  a  steam  turbine,  running  about 
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20,000  revolutions  a  minute,  so  as  to  be  able  to  make  his  tests 
more  rapidly. 

Mr.  Paul  A.  Winand: — There  is  one  point  in  Mr.  Por- 
ter's paper  which  did  not  seem  clear  to  me.  He  stated,  if  I 
understood  him  correctly,  that  specimens,  taken  from  pieces 
finally  broken  by  fatigue,  showed  the  same  tensile  strength  as 
the  material  before  being  subjected  to  fatigue. 

Now,  if  this  refers  to  specimens  taken  from  shafts  fatigued 
by  rotation  under  strain,  the  result  may  depend  entirely  on 
the  location  in  the  cross-section  from  which  the  specimens 
W'cre  taken.  The  strain  is  obviously  maxim um  at  the  periphery 
of  the  cross-section  and  gradually  vanishes  at  the  center.  The 
material  near  the  center  has,  therefore,  not  been  subjected  to 
appreciable  strains,  and  a  test  piece  taken  from  that  region 
would  practically  be  in  the  original  condition  of  the  mate- 
rial. Even  at  some  distance  from  the  center,  the  strains  may 
have  been  quite  below  the  elastic  limit,  and  the  material  might 
stand  an  unlimited  number  of  reversals  of  such  strains.  If, 
however,  the  piece  has  been  fatigued  by  reversals  of  purely 
tensile,  not  bending,  strains,  it  would  be  immaterial  from  what 
portion  of  the  cross-section  the  test  pieces  were  taken. 

Mr.  Porter: — The  tensile  test  specimens  are  annular  in 
shape,  the  center  having  been  bored  out.  The  outside  is  i  inch 
in  diameter,  the  inside  diameter  is  *9  inch.  All  the  metal  to  be 
tested,  therefore,  has  been  thoroughly  fatigued. 

Mr.  Jamks  Christie: — It  might  seem  unuecessary  at  this 
day  to  demonstrate  again  the  great  superiority  of  steel  over 
wrought  iron,  for  the  purpose  described  by  Mr.  Porter,  except 
for  the  occasional  complaint  of  some  ultra-conservative,  whose 
thoughts  wander  back  to  the  good  old  days,  whose  faults  are 
apt  to  be  forgotten. 

The  high  speed  and  great  carrying  capacity  of  the  modern 
steamship  and  railway  train,  are  largely  due  to  the  use  of  good 
steel  in  construction,  and  it  is  doubtful,  if  equal  results  could 
be  had  as  economically  with  the  old  form  of  wrought  iron. 
We  have  also  passed  the  era  of  extreme  soft  steel,  and  the 
tendency  is  to  use  harder  grades,  with  the  same  advantages 
everywhere,  as  described  by  Mr.  Porter. 
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The  expenments  on  Ifatigue  of  strength,  described  by  Mr. 
Porter,  are  interesting,  and  give  us  further  information  on  a 

subject  on  which  there  is  yet  much  to  learn. 

It  is  still  doubtful  if  destruction  can  occur  from  indefinitely 
prolonged  fatigue,  when  the  stresses  areknown  tu  he  well  below 
the  elastic  limit.  This  has  been  suspected  heretofore,  but  the 
exact  intensity  of  stress  was  not  always  clearly  defined.  An 
interesting  problem  belonging  to  the  physics  of  steel,  is  the 
effect  on  the  material  of  elastic  fatigue.  This  has  been  ob- 
served in  connection  with  material  exposed  to  prolonged 
vibration,  and  is  indicated  by  a  loss  of  elastic  energy,  after  a 
period  of  vibration,  and  restoration  by  rest. 

It  may  be  demonstrated  hy  iuiuie  experiments,  thai  there 
exists  some  intimate  connection  between  elastic  fatigue  and 
the  fatigue  of  strength. 

Mr.  Porter: — If  the  distinction  which  IMr.  Christie  makes 
between  "elastic  fatigue"  and  "fatigue  of  strength"  is  respec- 
tively fatigue  of  metal  tested  below  and  above  the  elastic  limit, 
I  can  only  refer  him  to  Table  Nd.  i  and  to  the  records  of 
endurance  tests  at  Watertown,  which  are  all  made  under  a 
fiber  stress  well  below  the  elastic  limit. 

As  far  back  as  1886  Mr.  Benjamin  Baker,  in  his  paper 
presented  to  the  American  Society  of  Mechanical  Engineers, 
in  commciiUiig  on  endurance  tests  made  on  material  for  the 
Forth  Bridge,  says:  "An  illusion  entertained  hy  some  engi- 
neers, that  alternating  stresses  are  destructive  only  if  the  stress 
exceeds  the  elastic  limit,  is  effectually  disposed  of  by  these 
experiments,  because  none  of  the  stresses  in  question  ex- 
ceeded the  said  limit,  and  some  of  them  were  very  far  below  it." 

Mr.  a.  £.  OuTERBRiDGE,  Jr.: — ^Have  investigations  been 
made  to  determine  whether  the  expansion  of  the  iron  ingot 
mould,  caused  by  the  heat  of  the  molten  steel,  affects  the  den- 
sity of  the  ingot?  In  other  words,  do  you  think  it  is  possible 
that  "piping"  may  be  due,  in  part,  to  the  receding  of  the 
mould  from  the  ingot  while  the  latter  is  Still  in  a  semi-fluid  or 
a  plastic  condition? 

Mr.  PoRrKR: — The  "sink-head"  or  added  length  of  ingot 
supplies  metal  by  ferrostatic  head  as  the  mould  expands.  The 
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fluid  compression  prevents  piping  by  adding  to  the  ferrostatic 
head,  and  forcing  the  metal  of  the  sink-head  down  into  the 
pipe. 

Mr.  Outerb&idge: — ^The  question  was  suggested  to  my 
mind  by  my  experience  with  cast  iron,  more  particularly  in  the 
special  work  of  casting  car  wheels.  Formerly,  a  simple  ''chill 
ring"  was  used  to  suddenly  cool^  the  casting  and  to  form  the 
hard-chilled  tread  of  the  wheel;  this  ring  expanded  when 
heated  by  the  molten  iron,  so  that,  in  a  few  moments,  after  a 
wheel  had  been  poured,  it  was  possible  to  insert  a  knife-blade 
between  the  chill  rinp^  and  the  casting:  moreover,  the  space  was 
nsnally  greater  ui^on  one  side  than  upon  the  otlier,  owin^j^  to 
some  accidental  cause,  such  as  a  draft  of  air  strikinj:^'  one  side 
of  the  chill  ring,  and  the  effect  upon  the  wheel  was  apparent 
when  it  was  broken  in  order  to  examine  the  fracture,  the  chill- 
ing effect  being  deeper  on  one  side  than  on  the  other.  To 
overcome  these  defects,  a  very  ingenious  invention  was  made 
some  years  ago,>now  known  as  the  "contracting  chill;"  this  is  a 
double  ring,  or  rather  two  concentric  rings  connected  by  webs 
or  radial  arms,  the  inner  ring  being  divided,  by  sawing,  or 
otherwise,  into  a  hundred  or  more  separate  segments,  each 
segment  beincf  attached  to  the  outer  ring  l)y  a  single  arm. 
When  the  sertors  of  the  inner  ring  berr>nie  heated  by  contact 
with  the  molten  metal,  they  all  simultaneously  move  imvards 
toward  a  common  center,  because  the  radial  arras  grow  longer 
when  heated,  and  the  cold  outer  ring  prevents  any  movement 
outwards.  This  contracting  chill,  therefore,  follows  up  the 
casting  as  it  cools  and  hugs  it  closely,  thus  producing  a  uni- 
form chilling  effect  upon  the  periphery  of  the  wheel  and  pre^ 
venting  annealing  of  the  chiHed  metal,  or  return  of  the  com- 
bined carbon  to  the  graphitic  form.  The  purpose  of  my  in- 
quiry was  to  ascertain  whether  this  ingenious  principle  has 
been  applied  to  ingot  moulds,  and  if  no  such  cxijeriments  liave 
been  made,  would  it  seem  to  you  a  priori  hkcly  that  a  con- 
tracting, instead  of  expanding,  iron  ingot  mould  might  tend  to 
produce  a  denser  ingot,  and  thus  to  prevent  or  diminish  pip- 
ing? 

Mr.  Porter: — I  am  unable  to  say  whether  any  work  has 
Vol,  CXLV.  No,  869. 
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been  done  in  this  direction  or  not.  I  imagine  not,  however, 
as  the  large  masses  of  steel  usually  cast  require  moulds  built 
very  rigidly  to  resist  the  enormous  internal  pressure. 

Mr.  Outerbridge: — You  have  si)oken  of  the  advantage 
of  hollow  forgings  and  of  boring  throujs^h  the  center  of  steel 
shafts.  Can  you  tell  me  whether  there  is  any  evidence  of  a 
release  of  cooling  Strains  in  the  shaft  traceable  to  the  act  of 
boring  the  hole? 

Mr.  Porter: — Yes,  most  decidedly,  a  solid  shaft  may  be 
perfectly  straight,  but  after  boring  it  will  invariably  be  bent. 
This  is  true  also  of  turned  shafts. 

Key-ways,  cut  in  straight  shafts,  will  release  strains  which 
will  allow  the  shafts  to  spring  a  considerable  amount  in  their 
length. 

.Annealing  will  relieve  these  strains. 

Mr.  Outerbridge: — In  explanation  of  this  question,  I 
would  again  refer  to  cast  iron.  We  all  know  that  a  very 
minute  flaw  in  a  cast-iron  test  bar  (such  as  a  tiny  blow-hole, 
or  a  small  piece  of  slag,  sand  or  dirt)  will  cause  great  weaken- 
ing of  the  bar,  far  more  than  is  attributable  to  the  area  of  the 
hole  or  defect.  I  have  found,  however,  that  a  hole  of  quite 
considerable  size  may  be  drilled  across  the  section  of  a  test 
bar  at  the  point  of  intended  rupture  upon  the  testing  machine, 
and  the  bar,  instead  of  being  weakened,  is  somewhat  strength- 
ened thereby.  If  a  hole  y\  incli  diameter  l)e  drilled  through 
a  bar  of  i  inch  section,  the  fracture  will  often  occur  through 
solid  metal  at  one  side  of  the  hole.  In  a  number  of  such  tests, 
I  found  that  the  majority  of  bars  with  holes  drilled  across  the 
section  were  stronger  than  companion  bars,  cast  in  the  same 
mould,  not  drilled.  I  have  attributed  this  gain  in  strength  to 
partial  release  of  internal  strains,  caused  by  irregular  cooling 
of  the  mass,  and  have  heretofore  expressed  the  belief  that 
rearrangement  of  the  molecules  takes  place  in  the  bar,  in  a 
manner  somewhat  analogous  to  that  which  occurs  from  an* 
nealing  by  heat  or  from  mechanical  vibration. 

In  a  car-wheel  casting,  these  cooling  strains  are  enormously 
increased  by  the  very  sudden  chilling  of  the  rim,  so  that  a  car 
wheel  will  explode,  or  break  in  two  or  more  pieces  with  a  loud 
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report,  if  allowed  to  cool  in  the  air.   After  being*  annealed,  a 

car  wheel  is  the  very  strongest  kind  of  casting,  yet  the  com- 
position of  the  metal  itself  is  in  no  way  altered,  but  the  cool- 
ing strains  have  been  eliminated. 

I  have  supposed  that  tliese  coohng  strains  were  peculiar  to, 
or  at  least  excessive  in,  cast  iron,  and  would  not  occur  to  such 
an  extent  in  steel;  therefore,  I  was  desirous  to  know  whether 
your  experience  has  shown  that  the  act  of  boring  a  hole 
through  a  steel  ingot,  or  a  steel  shaft  forged  from  an  ingot, 
has  an)'  appreciable  effect  in  increasing  its  strength  by  reliev- 
ing cooling  strains. 

In  conclusion,  Ah  .  President,  I  wish  to  acid  that  the  paper 
of  Mr.  Porter  is  one  of  rare  interest  and  importance,  and  to 
express  my  itidividual  appreciation  of  its  value.  Although 
another  engagement  presses  upon  me  this  evening,  1  have  felt 
unwilling  to  lose  a  word  of  it,  and  I  think,  Mr,  President,  that 
a  special  vote  of  thanks  to  Mr.  Porter  should  be  recorded  upon 
our  minutes,  and  I,  therefore,  make  a  motion  to  that  effect. 

(Mr.  Outerbridge's  motion  was  numerously  seconded,  and 
unanimously  adopted.  The  President  thereupon  formally  pre* 
sented  the  thanks  of  the  Section  to  the  lecturer.) 


SkUedMeeHngt  T^iesday,  January  tSgS. 

SOME  ILLUSTRATIONS  of  the  INFLUENCE  of  GEO- 
LOGICAL STRUCTURE  on  TOPOGRAPHY. 

By  Bbh|amik  Smith  Lyman. 


Capt.  D.  G.  Robinson's  exctllcni  map  of  the  Punjab  Salt 
Range  and  of  the  country  northward  finely  illustrates  in  many 
places  the  influence  of  the  geological  structure  upon  the  face 
of  the  country.  The  map  was  made  about  forty-hve  years  ago, 
more  particularly  for  military  purposes,  and  is  on  the  scale  of 
a  mile  to  the  inch,  with  shaded  topography.  Certain  portions 
of  the  map  are  especially  interesting  from  the  distinctness  of 
the  geological  indications. 
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Near  the  eastern  edge  of  the  map,  and  about  twenty  miles 
northwest  of  the  town  of  Jhilam,  several  riii^es  {PlaU  /)  bend 
round  so  as  to  form  the  northeastern  end  of  as  many  concentric 
ellipses,  with  the  longf  axis  in  a  northeast  and  southwest  direc- 
tion. The  ridgci  evidently  consist  of  harder  beds  of  rock  sepa- 
rated by  softer  beds  that  underlie  the  hollows  between.  In  the 
main  body  of  the  ellipse  the  harder  rock  beds  seem  to  have  so 
steep  a  dip  as  to  make  the  beds  perhaps  nearly  vertical  and, 
therefore,  nearly  parallel  on  one  side  to  those  on  the  other. 
But  where  the  principal  ridges  curve  round  at  the  northeastern 
end  of  the  ellipse,  a  much  gentler  dip  outwards  is  shown  by 
the  great  steepness  of  the  inner  slopes  and  the  comparative 
gentleness  of  the  outer  ones.  Many  of  the  subordinate  outer- 
most ridges  have  their  crests  worn  down  towards  the  small 
streams  thai  cut  across  them,  aiui  thereby  form  sharp  little 
peaks  half  way  between  each  pair  of  those  streams.  The  space 
in  the  interior  of  tlie  ellipse  ot  the  principal  ridges  appears  to 
be  mainly  filled  with  some  level-bedded,  probably  old-alluvial 
soft  formation.  Yet  here,  too,  the  small  streams  have  cut 
down  into  the  steep  dipping  underlying  rocks,  and  have 
formed  numerous  narrow,  short  valleys  parallel  to  the  main 
ridges,  and  showing  the  persistence  of  the  same  structure  of 
the  older  beds  throughout  the  ellipse.  It  is  plain  that  the  ellipse 
is  caused  by  a  saddle  in  the  rocks,  and  that,  if  the  rock  beds 
of  the  principal  ridges  w'ere  restored,  so  as  to  be  coiUiiuious 
over  the  central  part  of  the  ellipse,  a  form  would  result,  closely 
resembling  an  overturned  ship  or  boat,  of  which  the  prow 
would  be  towards  the  northeast. 

Another  place  {Plate  2)  within  hall  a  dozen  miles  east  of 
the  Indus,  not  far  from  the  northwest  comer  of  the  map,  and 
about  twenty  miles  southwest  of  Attock,  shows  concentric 
ridges  in  a  somewhat  similar  oval  shape,  forming  roughly  a 
complete  ellipse  half  a  dozen  miles  long,  northwest  and  south- 
east, by  a  mile  and  a  half  wide.  In  this  case,  however,  it  is 
clear,  upon  eareiul  inspection,  that  the  rock  beds  do  not  lie 
in  the  shape  of  a  saddle  Init  in  that  of  a  basin.  For  towards 
the  southeast  end  of  the  ellipse,  and  in  a  less  degree  along  the 
northeast  side,  the  steep  escarpments  on  the  outer  side  and 
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the  comparatively  gentle  slopes  on  the  inner  one  show  that 
the  dips  are  towards  the  center  of  the  ellipse.  Along  the  south- 
western side  the  same  thing  can  likewise  be  discerned,  bnt  the 

dips  seem  to  be  steeper,  mure  nearly  approaching  the  vertical, 
and  continue  so  for  a  couple  of  miles  to  the  southwest,  where 
the  lower  rock  beds  become  G^radually  covered  up  by  the  over- 
lying alluvium-like  horizontal  softer  beds  already  noticed.  A 
couple  of  miles  northeast  of  the  ellipse  similar  indications  show 
that  the  rock  beds  form  another  nearly  parallel  basin,  but  the 
ridges  are  more  broken  up,  and  the  geological  structure  is  less 
easily  made  out.  This  basin  is  distinctly  and  narrowly  closed 
by  ridges  on  the  northwest;  but  opens  out  towards  the  south- 
east, and  the  ridges  become  less  continuous  and  less  clear. 
Between  the  two  l)asiiis  the  rock  beds  are  in  the  form  of  a 
saddle,  but  very  closely  pressed  together  and  broken  up,  so  as 
to  leave  the  geological  structure  less  obvious.  It  appears, 
nevertheless,  that  the  saddle  broadens  out  towards  the  north- 
west. 

Still  another  place  {Plate  $)  about  twenty  miles  further 
south,  has  numerous  nearly  parallel  northwest  and  southeast 
ridges,  with  a  couple  of  the  stronger  ones  bending  round  at 
the  northwest  to  form  the  end  of  an  ellipse.  Here  again  the 
steep  outer  escarpments  and  gentler  slopes  towards  the  center 
show  that  tiie  rock  beds  are  m  basin  shape.  Along  each  side 
of  the  ellipse  they  appear  to  be  more  nearly  vertical,  with  the 
two  sides  rather  closely  pressed  together.  Northward  from  the 
end  of  the  ellipse  the  rock  beds  form  a  saddle  of  somewhat  ir- 
regular shape,  and  to  the  northeast  another  basin,  the  whole 
so  compressed  as  to  be  broken  up  into  rather  disjointed  parts. 
The  alluvium-like  upper  soft  horizontal  beds  also  reappear  here 
to  mask  the  underlying  harder  layers. 

Yet  one  more  place  {Plate  4)  in  the  Salt  Range  itself,  near 
its  eastern  end,  shows  a  still  more  varied  geological  structure 
within  the  space  of  a  few  miles.  At  the  point  marked 
"Choombi  pole"  there  is  a  curved  nearby  rectangular  ridge, 
with  steep  outer  slopes  and  gentler  ones  inside,  indicating  a 
small  basin,  broken  through  along  the  eastern  side  by  the  Bon- 
har  River.  The  ridges  on  the  east  show  by  their  slopes  steep. 


Digitized  by  Google 


353 


Lyman: 


(J.  F.  I.. 


perhaps  vertical,  dips;  on  the  west,  gentler  ones  towards  the 
middle  of  the  basin,  and  on  the  northwest  still  gentler,  with 
the  crests  formed  into  little  peaks  between  the  small  trans- 
verse streams.    To  the  northeast  of  the  central  basin  the 

ridges  are  roughly  concentric,  but  further  on  become  rather 
sharply  angular  iti  their  course,  as  if  crushed  together  and 
broken.  the  north  the  main  river  valle\-  is  very  much  filled 
up  with  the  same  alluvium-like,  soft,  horizontal  beds  already 
noticed,  mostly  covering  up  the  harder  underlying  rocks,  but 
leaving  some  of  them  visible  in  short  ridges  that  betray  not 
only  steep  dipping  bedd  but  a  continuance  tof  the  partly 
crushed  and  broken  condition  of  the  rock  beds  of  the  neighbor-  s 
ing  hills.  Yet  some  of  the  principal  curves  of  the  more  dis- 
turbed rock  beds  are  parallel  to  one  another  even  at  a  distance 
of  several  nulc.s.  1  his  illustration  has  also  been  used  in  the  dis- 
cussion of  tbe  paper  read  l)y  Prof.  J.  C.  Branncr  before  the 
American  Societv  of  Civil  Enguieers  last  November. 

it  is  evident  that  the  carving  out  of  the  strongly-marked 
ridges  and  hollows  in  accordance  with  the  geological  struc- 
ttu'e  has  been  effected  by  water — the  rains  and  streams — leav- 
ing the  harder  rock  beds  to  stand  forth  and  the  softer  ones  to 
be  eaten  away  where  not  protected  by  overlying  hard  ones.  In 
that  torrid  climate  the  water  has  acted  mamly  in  its  liquid  form» 
with  the  help  of  weathering  in  a  moist  atmosphere  during  part 
oi  ihe  year,  but  without  the  aid  of  frost  to  disintegrate  the 
rocks.  In  some  places  lime  rock  may  have  been  to  some 
degree  dissolvcfl  away  !)y  the  waters,  but  their  action  appears 
to  have  been  manily  mechanical. 

The  clear  indication  oi  basins  and  saddles  within  the  small 
space  of  a  few  miles  is  owing  partly  to  the  fact  that  the  succes- 
sion of  rock  beds,  originally  laid  down  as  sand,  silt  or  the  like, 
one  on  another  at  the  bottom  of  the  sea,  and  afterwards  more 
or  less  consolidated,  is  made  up  of  a  great  number  of  not  very 
thick  beds  or  masses  of  harder  rock  separated  by  softer  beds 
that  arc  likewise  not  in  very  heavy,  thicl;  iiias.scs;  and  partly 
to  the  fact  that  the  whole  series  has  been  so  strongly  com- 
]>ressed  and  is  of  so  vielding  a  character  as  to  have  been 
crumpled  into  very  numerous,  comparatively  small  waves  with 
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little  basins  and  saddles.  These  folds  are,  to  be  sure,  irregu- 
larly combined  and  in  many  places  fractured  and  crushed  into 
discontinuity.  The  overlying,  more  recent*  still  soft,  level- 
bedded,  alluvium-like  material  of  the  plains  partially  masks 

and  obscures  the  geological  structure  of  the  imderlying  rocks, 
but  is  cut  through  in  so  many  places  as  not  to  conceal  it  alto- 
gether. In  spite  of  all  the  irregular  crushing  and  the  occa- 
sional concealment,  many  of  the  saddles  and  basins  can  be  dis- 
tinctly seen,  or  without  great  difficulty  discerned,  thanks  to 
the  mainly  favorable  circumstances. 

In  the  Appalachian  region  of  Pennsylvania  the  same  influ- 
ence of  the  geological  structure  upon  the  topography  is  ob- 
servable on  a  much  larger  scale.  The  successive  masses  of 
harder  and  softer  beds  are  much  thicker,  the  whole  series  much 
stronger,  stiflfer  and  less  readily  yielding,  and  the  basins  and 
saddles  much  more  extensive.  The  irregular  crushing  and 
breaking  of  these  orreat  folds  is  le«^s  in  proportioti  to  the  whole, 
and  the  result  is  in  the  main  an  aggregation  oC  comparatively 
simple  regular  waves,  basins  and  saddles  on  a  grand  scale.  The 
topography  indicates  those  laige  forms  in  the  same  general 
way  as  the  small  ones  we  have  been  considering  in  the  Punjab, 
and  has  been  of  great  service  in  the  study  of  the  geology  of 
Pennsylvania  ever  since  the  days  of  the  first  State  Geological 
Survey.  The  varied  topographical  effects  of  the  long,  narrow 
basin-form  and  saddle-forni  were  ably  discussed  by  Lesley  and 
H.  D.  Rogers  forty  years  ago,  when  the  subject  was  new  to 
geologists.  For  the  comparatively  snniile  conditions  of  the 
Appalachians  did  not  exist  in  most  ot  the  European  regions 
where  geological  work  had  been  done,  and  the  outcrops  of  the 
different  geological  formations  and  their  structure  had  been 
traced  out  more  exclusively  by  means  of  their  fossils,  without 
r^fard  to  the  topographical  indications,  that  exist  mainly  in  a 
less  obvious  degree. 

The  first  impression  was  that  the  Pennsylvania  topography 
had  been  produced  by  an  innnense  flood  of  water,  an  ocean 
let  loose,  flowing  over  the  land  and  carrying  away  vast  quan- 
tities of  earth  and  stones.  Tn  those  days  it  was  difficult  to  rid 
one's  self  of  the  idea  that  great  geological  changes  were  almost 
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instantaneously  produced  by  tremendous,  cataclysms  or  even 
by  downright  supernatural  means  or  miracles.  The  idea  still 
lingers  among  men  not  familiar  with  geological  matters  that 
some  stupendous  topographical  results  have  been  effected  in 
the  twinkling  of  an  eye  by  the  "finger  of  God" — ^the  expression 
cited  by  Prof.  Branner.  But  all  gculogists  now  realize  that  the 
sculptured  relief  of  the  mountains  and  valleys,  even  where  most 
astounding,  c\cii  the  gorge  of  the  Niagara  or  liie  canon  of  the 
Colorado,  has  been  accomplished  in  the  lapse  of  thousanils  of 
years  by  the  same  agents,  chiefly  rain  and  streams  of  water, 
that  we  see  still  in  action  about  us. 

It  is  plain  that  the  geological  indications  given  by  the  sur- 
face topography  must  have  great  valtie  of  a  practical  kind»  and 
aid  very  much  towards  ascertaining  both  the  general  subter- 
ranean structure  and  the  smaller  details  of  either  theoretical 
interest  or  economical  importance.  If- coal  or  iron  ore  or  other 
valuable  mineral  is  known  to  occupy  a  particular  geological 
horizon,  a  certain  layer  in  a  series  of  rock  beds,  such  a  series, 
for  exani])le,  as  we  have  in  these  Punjab  illustrations,  the  place 
of  ontcrop  of  that  horizon  or  layer,  with  the  useful  mineral, 
niav  in  many  cases  be  recognized  merely  by  means  of  a  careful 
Study  of  the  topography,  and  often  the  general  structure, 
whether  that  of  a  basin  or  of  a  saddle,  may  be  perceived;  even 
though  the  surface  of  the  ground  may  be  so  covered  with  loose 
earth  and  broken  stone  as  to  conceal  the  dips  and  precise  char- 
acter of  the  solid  rock  beds  below. 

The  Punjab  illustrations  of  the  influence  of  the  geological 
structure  on  the  topography  are  interesting  from  their  show- 
ing so  clearly  the  small  basins  and  saddles,  with  frequently 
very  steep  dips,  but  occasionally  gentle  ones,  and  with  the 
repeated  alternation  of  rather  thin  harder  and  softer  rock 
beds,  partly  buried  under  level-bedded,  soft,  alluvium-like  beds, 
in  a  region  where  the  rock  beds  are  in  the  main  very  strongly 
compressed  and  sharply  folded  and  often  broken  and  crushed 
together.  The  map  is  a  striking  example  of  the  excellent  geo- 
logical results  of  faithful  topographical  work  by  surveyors  who 
were  no  doubt  quite  unconscious  of  its  having,  any  significance 
for  geology. 
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THE  FRANKLrIN  INSTITUTE. 

AmmmU  Meetings  Wednesday ^  January  ig,  1898. 

TESTS  OF  THE  SYNCHRONOGRAPH  on  the  TELE- 
GRAPH LINES  OF  THE  BRITISH  GOVERNMENT. 

THE  WHEATSTONE  RECEIVER  OPERATED  BY  THE  ALTERNATING 
CURRENT  IN  TRANSMITTING  INTELLIGENCE. 


BY 

Albert  Gushing  Crehore,  Ph.D., 
Assistant  Professor  of  Physics^  Dartmouth  College, 

AND 

George  Owen  Squier,  Ph.D., 
Pint  Lietttenant  of  Artillery,  U.  S.  Amy;  Inatrnctor  Deiwrtment  of 
Electricity  and  Minet»  U.  S.  Artitteiy  School. 


{Concluded from  vol.  cxlv^  p.  jo8.) 


DISCUSSION. 

Prof.  Wilbue  M.  Stine  [Armour  Institute,  Chicago] : — 
Responding  to  your  request  to  contribute  to  the  discussion  of 
the"  Squier  and  Crehore  Synchrono^aph  System  on  the  Tele- 
graph Lines  of  the  British  Government,"  I  shall  briefly  discuss 
the  report  in  connection  with  the  original  paper  presented  to 
the  American  Institute  of  Electrical  Engineers,  April  21,  1897. 
Had  the  authors  confined  themselves  to  the  strictly  electrical 
engineering  aspect  of  the  investigations,  the  discussion  would 
be  scientifically  more  interesting  and  profitable.  Since  they 
lay  more  stress  on  the  commercial  application  of  their  devices, 
the  discussion  is  thereby  considerably  modified.  A  distinction 
should  be  made  in  the  nomenclature  of  their  system.  Accord- 
ing to  their  original  paper,  they  worked  a  synchronous  trans- 
mitting system  in  combination  with  a  graphical  receiver,  of 
their  own  design.  In  the  report  just  presented,  the  work  of 
the  authors  is  confined  chiefly  to  a  system  of  synchronous 
transmission  of  signals. 

Their  application  to  the  physical  principle  of  the  rotation 
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of  the  plane  of  polarized  light  by  a  magnetic  field  of  force  of 
coincident  lines  was  a  laboratory  experiment  of  great  beauty 
and  exceeding  simplicity.  Such  a  receiver  is  practically  per- 
fect in  that  the  eneigy  of  the  magnetic  field  may  suffer  rapid 
oscillations  without  sensible  hysteretic  and  eddy-current  losses. 
In  this  way  the  reactance  of  the  receiver  is  purely  inductive, 
with  a  practically  constant  co-efficient  of  self-induction,  ren- 
dering it  easy  lo  cr mi pensate  for  the  inductance  by  either  dis- 
tributed or  localized  capacity  to  any  desired  extent.  This  re- 
ceiver places  in  the  hands  of  the  investigator  a  physical  appa- 
ratus of  great  value. 

The  method  of  photographically  registering  the  light  trans- 
mitted through  the  magnetic  field  is,  while  satisfactory  in  the 
laboratory,  of  very  doubtful  applied  value.  The  cost  of  the 
photographic  plates,  the  time  required  for  their  development 
and  transmission,  combine  to  make  a  poor  showing  against 
the  simplicity  of  the  Morse  and  certain  printing  receivers. 
This  portion  of  their  device  is  properly  a  laborator\  method. 
However,  it  is  to  be  recognized  that  a  laboratory  method,  how- 
ever complicated,  may,  if  commercial  conditions  favor  and 
require  it,  be  simplified  and  rendered  practicable.  At  the 
same  time,  the  train  of  receiving  apparatus  is  too  complicated 
to  compete  with  a  number  of  successfully-working  receiving 
devices,  and,  judging  from  their  report,  the  authors  seem  to 
have  come  to  the  same  conclusion.  It  is  this  portion  of  their 
investigations  which  is  marked  with  originality  and  possesses 
especial  scientific  interest. 

In  considering  their  system  of  synchronous  transmission, 
it  is  apparent  that  the  authors  have  merely  made  an  applica- 
tion of  the  well-known  and  widely-used  principles  of  the  alter- 
nate current  rectifier.  Their  experiment  of  operating  an  alter- 
nating current  arc  lamp  taking  ten  amperes  of  current,  while 
interesting  of  itself,  shows  their  method  contains  nothing 
essentially  new.  This,  however,  is  not  in  criticism  of  the  appli- 
tion  with  which  they  have  experimented. 

The  chief  difficulty  in  sending  successive  Mgnals  over  a 
long  land  or  submarine  line  consists  in  the  character  and  value 
of  the  time-constant  of  the  circuit.  Such  circuits  contain  both 
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distributed  capacity  and  more  or  less  variable  inductance. 
Were  it  possible  to  make  the  time>constant  of  such  circuits 

exceedingly  small,  they  could  be  successfully  operated  at  any 
speed  of  signal  successions  with  any  wave  form,  eitlicr  of  di- 
rect or  alternating  potential.  But  in  practice  the  reduction 
and  control  of  the  time-constant  is  very  difficult.  This  clearly 
indicates  that  there  must  be  some  particular  electromotive- 
•  force  wave  form  for  maximum  speed  and  sharpness  of  the  sig- 
nals transmitted^  which  will  operate  the  circuit  with  the  least 
possible  resonance.  Theory  and  practice  both  indicate  a  har- 
monic sinusoidal  wave  form»  either  alternating  or  pulsating, 
to  fulfill  these  conditions.  The  chief  merit  of  this  report  lies 
in  the  recognition  and  application  of  this  fact. 

No  circuit-closing  device,  by  reason  of  variable  contact, 
can  operate  a  line  so  as  to  maintain  the  reactance  constant, 
Such  devices  are  always  faulty,  and  cannot  operate  a  line  with 
maximum  speed  and  clearness. 

The  method  by  which  the  authors  secure  a  rectification  of 
the  electromotive  force  wave  is  open  to  some  criticism.  For 
high-speed  work  the  adjustment  of  the  commutating  strip  and 
contacts  must  be  exact,  or  the  device  is  worse  than  a  circuit- 
interrupter.  The  mechanical  difHculties  for  securing  this  ad- 
justment must  be  very  great.  The  least  inaccuracy  of  the  per- 
forations or  the  effect  of  moisture  in  the  air,  in  causing  un- 
equal variations  in  the  tape,  would  impair  the  adjustment. 
However,  it  is  doubtless  possible  to  provide  mechanical  cor- 
rections for  tliose  and  other  inequalities. 

Das.  Edwin  J.  Houston  and  A.  £.  Kennelly: — ^The 
results  reached  by  the  experiments  described  in  the  paper; 
namely,  that  the  effective  speed  of  transmission  with  an  alter- 
nating electromotive  force  was  three  times  as  great  as  with 
an  eliectromotive  force  of  the  rectangular  type,  is  a  most  inter- 
esting one.  The  great  disparity,  however,  between  the  \alue 
of  the  electromotive  force  in  the  two  cases  somewhat  invali- 
dates the  comparison;  for,  while  the  rectangular  electromotive 
force  is  given  as  100  volts,  the  sinusoidal  electromotive  force 
was  215  volts.  Assuming  the  latter  to  be  an  effective  value,  its 
maximum  was  304  volts,  or  about  three  times  greater  than 
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the  rectangular.  It  is  difficult  to  say  how  much  allowance 
should  be  made  for  such  a  considerable  variation  in  the  electro- 
motive force  of  transmission,  but  it  would,  probably*  be  quite 
considerable.  Even  making  all  allowances  for  this  discrep- 
ancy, however,  it  seems  remarkable  that  so  great  an  improve- 
ment m  speed  should  have  been  obtained  with  the  sinusoidal 
electromotive  force;  for,  while  an  improvement  in  speed  had 
been  predicted,  theoretically,  for  the  sinn.^oidal  electromotive 
force  as  compared  with  the  rectangular,  the  improvement  ex- 
pected was,  probably,  nothing  like  so  great  as  that  which  is 
claimed  in  these  experiments.  It  is  interesting  to  observe  that 
not  only  in  the  long-distance  transmission  of  power,  but  also 
in  the  long-distance  transmission  of  intelligence,  the  sinusoidal 
type  of  alternating  electromotive-force  wave  is  superior  to 
more  complex  waves. 

It  is  to  be  regretted  that,  for  the  purpose  of  coinparison, 
the  average  linear  insulation  and  the  average  linear  inductance 
are  not  given  in  this  interesting  paper  for  the  telegraphic  lines 
on  which  the  tests  were  conducted.  While  it  may  be  true  that 
the  simple  product  of  capacity  and  resistance  gives,  with  suffi- 
cient accuracy  for  practical  purposes,  a  numeric  whose  magni- 
tude is  inversely  proportional  to  the  speed  attained,  yet,  it  is  not 
reasonable  to  suppose  that  the  inductance  and  insulation  have 
no  effect  upon  the  speed,  whatever  theory  of  transmission  be 
adopted ;  whereas,  according  to  the  existing  theory  in  general 
recognition,  they  have  a  \  ery  important  influence  which  can- 
not be  neglected  when  the  ratios  of  inductance  to  capacity,  and 
of  conductor-resistance  to  nisulation-resistance,  are  relatively 
SO  considerable  as  in  the  case  of  overhead  telegraph  Imes. 

It  will  be  very  interesting  to  ascertain  what  results  may 
be  found  in  practice  with  sinusoidal  electromotive  forces  in 
transmission  over  submarine  cables,  in  which  the  ratio  of 
inductance  to  capacity  and  of  conductor-resistance  to  insula- 
tion-resistance is  relatively  so  small  that  the  product  of  capacity 
and  resistance  is  the  true  criterion  of  the  slowness  of  transmis- 
sion. 

As  regards  the  conclusion  which  the  authors  draw  from 
the  paper,  that  Government  control  and  operation  of  the  tele- 


Digitized  by 


189&] 


Tesfs  of  tki  Synckranograpk 


365 


graph  would  be  a  benefit  to  ihe  people  of  the  United  Stales 
because  such  control  has  proved  advantageous  in  Europe,  we 
think  sOTie  doubt  may  be  expressed,  since  the  conditions  are 
80  different  in  the  two  countries.  When  Government  Depart- 
ments are  operated  by  a  personnel  independent  of  political 
aims  and  influences,  the  proposition  seems  more  likely  to  be 
worthy  of  assent. 

Prof.  R.  A.  Fessenden  [Western  University  of  Penn- 
sylvania, Allegheny.  Pa.]: — To  the  very  naiuial  gratification 
with  which  we  learn  of  the  brilliant  success  of  this  apparatns 
w^hen  put  in  competition  with  the  most  advanced  system  of  the 
most  advanced  country  (in  this  line)  in  the  world,  is  added  the 
more  purely  scientific  pleasure  of  witnessing  the  triumph,  at 
the  first  test«  of  a  method  developed  upon  sound  theoretical 
principles  over  one  which  has  had  the  advantage  of  years  of 
assiduous  experimental  work. 

What  the  outcome  of  the  authors'  labors  may  be  cannot 
be  at  present  foreseen.  Here  we  certainly  have  an  apparatus 
capable  of  fulfilling  demands  njxin  it.  As  the  writers  point 
out.  it  can  be  quadruplexed,  and  it  can  also  be  used  with  dif- 
fercni  periodicities.  Practically  then,  the  capacity  of  a  single 
wire  may  be  considered  infinite.  The  question  then  is,  "Who 
shall  put  it  to  work?" 

I  believe  it  is  a  generally  understood  thing  that  the  great 
telegraph  companies  do  not  want  any  improved  apparatus.  I 
have,  at  various  times  during  the  past  ten  years,  been  informed 
of  this  by  men  who  were  in  a  position  to  know,  and  whom  I 
consulted  with  reference  to  improvements  in  such  apparatus.  It 
was  stated  that  improvements  would  only  be  purchased  when 
there  was  danger  that  they  might  lead  to  the  formation  of  a 
comjK'tiug  company  if  not  purchased.  The  fact  that,  though 
systems  of  rapid  telegraphy  have  been  in  use  for  a  long  time 
in  Europe,  they  have  not  been  used  to  any  extent  in  this 
country  until  recent  years  would  seem  to  give  some  counten- 
ance to  these  statements. 

The  plan  suggested  by  the  authors,  of  a  Government  postal 
telegraph  line,  seems  to  be  sufficiently  feasible,  proper  and 
practical.  There  is  no  question  of  the  vast  benefit  which  has 
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resulted  from  the  taking  over  of  the  telegraph  by  the  British 
Government.  Were  it  not  for  the  ruinously  low  rate  at  which 
press  messages  are  transmitted  this  system  would  be  in  a  i)osi- 
tion  to  pay  large  dividends.  There  is  no  reason  why  we  should 
continue  to  fall  behind  Europe  in  such  matters. 

The  reasons  for  the  assumption  of  such  functions  by  the 
Government  are  many.  No  man  can  spend  his  waking  hours  in 
the  continually  enforced  contemplation  of  the  principle  of  the 
conservation  of  energy  without  appreciating  the  enormous 
losses  which  our  present  methods  involve.  The  chief  objec- 
tion made  is,  that  since  we  have  so  much  corruption  in  poli- 
tics with  a  given  number  of  offices,  we  shall  have  much  more 
if  we  create  more.  This  always  reminds  me  of  Mark  Twain's 
theor}'  of  the  Mississippi,  t.  e.,  that  since,  in  a  given  number 
of  years,  the  river  had  been  shortening  itself  by  cutting  across 
bends  at  the  rate  of  say  twenty-miles  per  year,  that  in  the  year 
2017,  St.  Louis  would  be  a  suburb  of  New  Orleans.  The  real 
trouble  at  present  is  that  we  have  not  enough  corruption,  or, 
to  state  it  more  accurately,  we  do  not  give  enough  oppor- 
tunity for  corruption.  We  do  not  select  our  city  governors 
from  the  beer  saloons,  because  we  have  an  especial  admiration 
for  the  class,  but  becciu>e  we  are  so  well  off  and  can  re- 
ceive so  little  immediate  hurt  from  bad  government  that  we 
take  no  interest  in  the  thing.  If  the  salaries  of  all  employees 
in  New  York  were  fixed  by  the  aldermen,  only  men  of  the  best 
moral  character  would  have  any  chance  of  election.  It  is, 
therefore,  both  for  its  direct  and  indirect  benefits  that  the 
suggestion  of  the  authors  deserves  to  be  carried  out. 

From  the  tests  described,  it  is  evident  that  we  have  now 
what  may  be  called  a  perfect  transmitter.  It  is  doubtful  if  we 
shall  ever  improve  it.  The  writer  feels  a  slightly  personal  in- 
terest in  the  matter,  as  the  advantage  of  using  the  sine  wave 
in  telegraphy  was  first  pointed  out  by  him  {Electrical  Worlds 
September  15, 1894).  The  apparatus  mentioned  therein  (which 
is  mistakenly  given  there  as  designed  in  1 891,  as  it  was  not 
until  January,  1892)  was,  however,  only  designed  for  moderate 
speeds,  on  account  of  its  mechanical  construction,  which  neces- 
sitated the  waiting  after  the  key  was  pressed  down  for  a  pin  on 
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a  revolving-  shaft  to  engage,  carry  another  pin  through  a  defi- 
nite part  of  a  revolution  and  release  it  again»  so  that,  whilst  it 
got  over  the  difficulties  for  which  it  was  designed,  it  could 
never  have  been  used  in  the  manner  in  which  that  of  the 
authors  of  the  paper  can. 

When  we  have  better  receiving'  instruments  we  may  expect 
even  higher  speeds  with  the  authors'  apparatus.  The  present 
instruments  for  receiving  are  defective  in  the  following  points: 

(1)  The  ohmic  resistance  of  the  instrument  is  often  very 
high.  Since,  as  Heavyside  has  pointed  out,  its  reactance 
should  equal  that  of  the  line,  and  as  it  may  easily  be  shown  that 
its  resistance  should  be  as  nearly  zero  as  possible,  its  inductive 
voltage  should  equal  the  voltage  drop  on  the  line. 

(2)  At  the  position  of  rest,  the  co-efficient  of  self-induction 
should  be  less  than  one-fitth  of  the  value  when  the  moving  part 
has  made  its  stroke. 

(3)  The  mark  should  always  be  made  \\\^o\\  the  return  and 
not  on  the  forward  stroke,  thus  regaining  all  the  energy  stored 
up  in  the  spring. 

(4)  The  spring  should  be  fastened  on  the  moving  part  by 
a  small  crank,  so  that  the  acceleration  of  the  spring  may  follow 
a  sine  square  law.  Unless  this  is  done  there  will  be  always  dis- 
tortion, and  the  good  effect  of  the  sine  wave  will  be  partly  nul- 
lified. 

The  sine  wave  has  also  a  great  advantage  in  the  receiver, 
as  well  as  in  the  line,  as  we  can,  with  sine  wave,  so  construct 
a  receiver  that  there  are  no  inertia  losses.  There  is  no  doubt 
but  that  receivers  much  more  sensitive  than  the  syphon  re- 
corder can  be  devised. 

I  would  join  in  congratulating  the  auihors  in  their  brilliant 
success,  and  hope  we  may  soon  see  the  system  in  commercial 
use. 

Mr.  a.  V.  Abbott  [Chicago]: — ^The  apparatus  and  the 
methods  devised  by  Messrs.  Crehore  and  Squier  are  certainly 
exceedingly  novel  and  ingenious.  Their  experiments  would 
seem  to  indicate  that  their  apparatus  was  scientifically  entirely 

feasible.  There  is  but  little  question,  I  think,  as  to  the  opinion 

that  improved  facilities  for  rapidly  transpormig  intelligence 
are  in  demand.  There  is  no  doubt  but  that  if  all  our  letters 
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could  be  sent  by  telegraph  instead  of  by  the  slower  process  of 
the  mails  the  community  would  reap  an  immense  advantage^ 
but  there  always  comes  in  the  commercial  question  as  to 
whether  facilities  of  this  kind  will  pay,  so  that  it  seems  to  me 
the  real  point  at  issue  concerning  the  synchronograph  is  the 
possibility  of  so  simplifying  and  commercializing  its  operation 
as  to  make  it  available  for  the  transmission  of  such  matter  as 
now  occupies  the  mail  bags  of  this  country. 

Mr,  Patjlick  B.  Delany  [South  Orange,  N.  J.] : — I  have 
read  with  much  interest  the  report  of  Drs.  Crehore  and  Squier 
relative  to  the  tests  of  the  synchronograph  over  some  tele- 
graph lines  in  England,  in  which  it  is  claimed  that  the  speed  of 
the  Wheatstone  receiver  was  greatly  increased  by  the  use  of 
sinusoidal  alternations. 

Without  knowing  what  further  light  the  discussion  before 
the  Institute  may  have  thrown  upon  the  results  stated,  I  ven- 
ture a  few  comments  which  will,  I  trust,  be  considered  as  sub- 
ject to  any  revisionary  effect  that  the  discussion  may  have 
developed. 

In  the  absence  of  any  adequate  specimens  or  fac-similes 
of  the  received  record,  however,  it  is  hardly  worth  while  to 
theorize  on  the  cause  of  an  unknown  effect.  In  cable  tele- 
graphy, where  the  syphon  recorder  is  used,  there  are  four 
recognized  degrees  of  legibility,  viz.:  "readable,"  "fair," 
"good,"  and  "good  enough  for  traffic,"  and  the  range  between 
these  limits  amounts  to  about  50  per  cent,  of  the  speed.  The 
same  rule  obtains  within  somewhat  narrower  limits  in  all 
recording  systems. 

In  some  of  the  tests  reported,  it  is  stated  that  certain  "fre- 
quencies" were  reached,  and  in  others  "messages  were  re- 
corded with  perfect  clearness." 

From  the  report  it  is  difficult  to  determine  whether  the 
''frequencies"  were  simply  rheotomic,  and  computed  for  word 
counting  on  the  basis  of  thirty-six  makes  and  breaks  or  half 
waves  per  word,  or  actual  words.  Pasting  pieces  of  paper  on 
a  circuit  wheel  geared  to  or  mounted  directly  upon  liie  shaft 
of  the  generator  can  hardly  be  called  telegraphy,  or  the  machine 
a  "synchronograph."    it  is  synchronous  in  the  same  sense 
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that  one  end  of  a  rigid  shaft  is  synchronous  with  the  other  in 
its  revolution.   No  one  will  deny  that  so  far  as  ''sparking"  is 

concerned  the  Wheatslone  and  all  oilier  systems  employing 
air  gap  cunLact-l)reakin^  devices  would  be  improved  if  the 
circuit  could  always  \  ni  broken  at  the  time  of  no  current,  as  it 
is  proposed  to  accomplish  by  the  synchronograph.  This  is 
of  little  or  no  consequence,  however,  where  the  air  gap  is  disr 
pensed  with,  and  the  transmitting  tape  is  drawn  between  the 
contact  points,  as  an  arc  cannot  be  formed  to  any  injurious 
extent  before  it  is  brushed  out  by  the  paper.  In  fact,  sparking 
is  prevented  in  the  first  place  by  the  burnishing  effect  of  the 
transmitting  tape  on  contact  points  meeting  in  the  holes.  It 
does  not  follow  that,  because  the  circuit  can  be  broken  at  zero 
by  pasting  pieces  of  j)aper  on  a  wheel  mounted  on  the  shaft  of 
the  alternator,  or  by  using  an  endless  hand  a  few  feet  in  len^h, 
the  same  degree  of  accuracy  can  he  reached  with  various 
lengths  of  tape  coming  from  numerous  perforating  machines 
having  more  or  less  imperfection  in  spacing.  The  play  neces- 
sary for  the  sprockets  of  the  feed  wheel  in  the  periorating 
machine  and  the  transmitter,  the  drag  put  upon  the  tape  by 
inertia  of  the  roll  of  paper,  or  the  friction  of  the  contact  lingers 
on  the  wheel  of  the  transmitter,  all  combine  to  prevent  syn- 
chronism between  the  perforations  and  the  current  waves. 

And  as  any  departure  from  absolute  synchronism  must 
result  in  false  signals  and  the  clipping  of  the  regular  ones,  ihc 
difficulties  in  the  way  of  applying  sinusoids  in  practical  tele- 
graphy would  seem  to  he  a  serious  offset  to  any  advantages 
possessed  by  the  character  of  the  current  itself.  With  the 
Wheatstone  receiver  at  least,  transmission  would  have  to  com* 
mence  from  a  standstill  of  the  transmitter,  it  being  necessary 
to  begin  each  message  or  tape  with  the  same  polarity  for 
marking,  otherwise  the  polarized  relay  of  the  receiver  would 
be  reversed,  while  with  a  chemical  paper  receiver  considerable 
confusion  would  result  in  translation  unless  the  same  course 
was  followed.  The  construction  of  the  signals  on  the  receiving 
tape  is  a  most  serious  objection,  and  involves  a  radical  depar- 
ture from  legibility  and  accuracy.  Ignoring  the  utterly  im- 
practicable j)roi)osition  for  the  use  of  a  negative  record,  the  use 
Vol.  CXLV.  No.  869.  >4 
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of  two  dots  for  a  dash  in  the  same  line  with  the  regular  dots 

seems  to  strike  at  the  foundation  of  efficiency,  no  matter  what 
advantages  sinusoidal  currents  might  have  as  to  speed  or  dis- 
tance of  working". 

The  record  is  the  output,  and  a  difBcuh  one  offsets  all  other 
considerations. 

In  the  trials  described  in  the  report,  with  one  exception  the 
difference  in  speed  and  current  pressure  between  the  Wheat- 
stone  and  the  synchronograph  transmitter  seems  to  have  been 
maintained  in  even  ratio,  the  exception  being  the  trial  over  the 
London-Aberdeen  loop,  K  R  =  261.215,  in  which  forty-six 
words  per  minute  with  100  volts  is  credited  to  the  Wheatstone 
transmitter  and  135  words  per  minute  to  the  synchronograph 
transmitter  with  Wheatstone  receiver  at  eighty>five  volts.  A 
specimen  of  the  record  would  be  especially  interesting. 

In  the  London-Aberdeen  loop  experiment  without  earth, 
/T /?  =  65,304,  the  report  states  that  *'the  synchronograph  and 
chemical  receiver  sent  at  'frequency'  of  723,"  but  that  it  was 
discovered  that,  witli  the  \oo\)  broken  at  Aberdeen,  the  signals 
were  received  in  London  just  the  same.  A  specimen  of  this 
record  submitted  cannot  be  considered  as  the  result  of  actual 
working  over  this  circuit,  but  even  though  the  signals  had 
really  passed  around  the  loop,  they  certainly  do  not  mark  any 
advance  in  speed  for  simple  alternations  over  a  circuit  of  this 
kind  at  200  volts  or  over. 

As  the  dots  shown  in  the  specimen  record  are  all  in  one 
line,  it  is  to  be  assumed  that  the  reversals  were  omitted  in  the 
arrangement  of  the  pieces  of  paper  on  the  circuit  wheel  of  the 
transmitter  or  were  eliminated  from  the  record  by  using  an 
electrode  on  top  or  beneath  the  chemical  paper  which  left  no 
record,  thus  recording  alternate  half  waves,  which,  of  course, 
has  a  clearing  effect  between  the  impulses.  As  this  record 
claimed  for  the  systemwas  adn^iitedlydue  to  induction  between 
the  W'ires  beyond  Glasgow,  it  seems  strange  that,  in  a  test  over 
the  same  loop  with  the  synchronograph  and  Wheatstone  re- 
ceiver, in  which  it  is  said  540  words  per  minute  were 
"sent/'  this  inductive  effect  is  not  mentioned.  Signals 
composed  altogether  of  dots  could  be  correctly  recorded  on  the 
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Wheatstone  from  inductive  effects  by  simply  reversing  the 

relay,  while  signals  might  be  recorded  from  leakage  without 
reversal,  the  same  as  in  the  regular  way. 

It  is  to  be  rei^^retted  that  specimens  of  the  wcjrk  claimed 
to  have  been  done  are  not  available,  and  that  dehnite  informa- 
tion regarding  the  transmitting  and  receiving  apparatus  has 
not  been  included  in  the  report.  It  has  been  generally  con- 
ceded all  along  that  power  transmission  could  be  effected  most 
efficiently  by  wave  alternations,  and  that,  over  a  circuit  bal- 
anced to  resonance,  electro-magnets  may  be  actuated  by  regu- 
lar reversals  at  a  higher  rate  than  with  currents  put  on  and  in- 
terrupted at  full  pressure  and  at  irregular  periods;  but  the  ap- 
plication of  altei  lUiiions  of  regular  periodicity  to  practical 
be  recorded  at  a  higher  speed  provided  the  tapes  of  ordinary 
telegrai)hic  use  can  be  made  as  synchronous  with  the  gen- 
erator as  permanently-fastened  pieces  of  paper  mounted  with 
mathematical  precision  on  a  circuit  wheel.  But,  so  far  as 
chemical  recording  is  concerned,  even  with  this  arrangement 
and  impracticable  character  of  receiving  signals,  there  is  no 
increase  in  speed  shown. 

An  important  factor  affecting  the  speed  results  cited  in  the 
paper  seems  to  have  been  overlooked  in  making  comparison 
between  the  :>ynchronograph  and  the  Wheatstone  systems 
comi)ute(l  on  the  basis  of  thirty-six  half  waves  to  the  word. 
The  synchronograph  transmitter,  in  combination  with  the 
Wheatstone  receiver,  can  only  employ  complete  waves  or  their 
time  equivalents  at  the  receiving  end,  two  in  succession  for  a 
dash,  one  for  a  dot,  one  for  the  space  between  the  different  ele- 
ments of  a  letter,  two  for  separating  the  letters  from  each 
other,  and  three  for  spacing  the  words.  The  Wheatstone, 
having  solid  dashes,  imposes  no  sacrifice  of  time  or  impulse 
for  distinguishment  of  the  dash  from  the  dots,  utilizing  half 
waves  for  all  spaces  between  the  elements  of  a  letter,  one  com- 
plete wave  to  space  the  letters  from  each  other  and  two  com- 
plete waves  to  separate  the  words. 

Taking  letter  B,  ,  for  illustration,  the  synchrono- 
graph dash  comprising  two  dots  close  together  represents  four 
half  waves,  then  a  space  representing  two,  the  first  dot  repre- 
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senting  two,  space  two,  second  dot  two,  space  two,  third  dot 
two,  and  four  for  spacing  from  the  next  letter,  making  a  total 
of  twenty  half  waves.  The  Wheatstone  transmitter  utiHzing 
half  waves  for  each  space  and  dot  with  two  extra  after  the  last 
dot  requires  in  all  but  fourteen  half  waves  for  this  letter.  Us- 
ing the  Continental  Code,  the  synchronograph  would  employ 
456  half  waves  in  the  transmission  of  the  alphabet,  while  the 
Wheatstone  requires  but  294.  Hence  it  will  be  seen  that 
while  a  greater  number  of  ''frequencies"  may  be  sent  in 
a  given  time  by  the  synchtonograph,  and  some  of  them 
recorded,  it  does  not  follow  that  the  speed  of  record- 
ing letters  or  zvords  is  raised  in  a  proportionate  degree. 
Furthermore,  the  excessive  nunil^er  of  impulses  necessary  for 
the  construction  of  letters  requiring  lighter  and  shorter  con- 
tacts in  order  to  make  the  time  produces  an  impression  at  the 
receiving  end  proportionately  small  and  faint,  making  trans- 
lation exceedingly  hazardous  and  slow,  as  is  shown  in  the  six 
letters  submitted  as  a  sample  record.  Compared  with  the  ordi- 
nary Wheatstone  impression,  the  difference  is  very  striking. 

The  specimen  record  of  "frequencies"  recorded  on  chem- 
ical paper  from  S)mchronograph  transmission  over  the  Lon- 
don-Aberdeen loop,  with  no  earth  and  200  volts,  at  the  rate  of 
1,446  alternations  per  second,  was,  according  to  the  report, 
obtained  with  the  loop  broken  at  Aberdeen,  which  fact  siioukl 
have  excluded  it  as  an  exhiliit  of  speed  rate;  and,  as  already 
stated,  it  is  hard  to  understand  why  the  Wheatstone  record 
over  the  same  circuit  and  under  the  same  conditions  could  have 
been  free  from  the  same  induction  effect  to  which  the  chemical 
record  is  attributed. 

The  chemical  exhibit  of  "frequencies"  shows  dots  but  not 
from  impulses  of  alternating  polarity,  the  negative  currents 
being  omitted,  nor  is  there  anything^  to  show  whether  these 
dots  were  the  result  of  every  second  half  wave  or  sent  at  com- 
paratively lung  intervals,  which,  with  a  chemical  receiver,  would 
make  a  great  difference  in  the  record.  A  band  of  tape  having 
one  or  two  holes  and  drawn  synchronously  with  the  transmitter, 
or  a  circuit  wheel  arranged  to  send  one  or  two  impulses  for 
each  revolution  would,  with  the  chemical  receiver  moving  suffi- 
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ciently  slow  to  place  these  dots  side  by  side,  show  a  record 
very  different  from  one  made  iroiu  transmission  of  all  the 
impulses  or  half  waves  and  the  chemical  tape  moving  fast 
enough  to  show  them  all  plainly.  With  chemical  recording, 
time  plays  a  most  important  part.  One  volt  will  make  a  record 
over  a  line  of  100  miles  long  if  sufficient  time  is  allowed  at  the 
receiving  end  for  the  weak  and  slowly-arriving  current  to  have 
its  full  eflFect  for  elcctroljrtic  action  between  the  iron-recording 
wire  and  the  chemical  tape:  whereas,  if  the  tape  be  drawn  rap- 
idly, no  mark  would  be  made  over  100  feet  of  the  same  line. 
It  would,  therefore,  be  a  mistake  to  suppose  tliat  impulses  of 
short  duration  sent  at  intervals  to  a  slowly-moving  chemical 
receiver  can  be  used  as  a  basis  for  arriving  at  the  speed  at 
which  successive  or  regularly  alternating  impulses  without 
appreciable  time  between  them  can  be  recorded.  In  calling 
attention  to  this  fact,  no  inference  is  suggested  that  this  mis- 
take was  made,  but  absence  of  information  as  to  the  method 
of  transmission  beyond  the  paper  pieces  pasted  on  the  ir^^nera- 
tor  wheel  warrants  this  explanation  of  an  effect  which  may  not 
have  been  generally  understood. 

In  any  event,  computation  of  telegraph  speeds  on  the  basis 
of  "frequencies"  of  alternation  having  regular  periodicity  is 
most  misleading.  A  chemical  tape  moving  with  speed  neces- 
sary- to  record  723  "frequencies"  per  second  over  a  circuit 
having  K  R  =  65,304  would  show  a  "taiUng"  mark  from  a 
single  dot  three  inches  in  length  if  200  volts  were  used.  It  is 
difficult  to  imagine  how  sinusoids  of  irregular  time  are  to 
overcome  this  difficulty.  The  arrangement  of  signals  made 
necessary  by  their  emplo3rment  would,  I  think,  greatly  aggra- 
vate the  trouble  even  over  the  old  style  dot-and-dash-all-in- 
one-line  plan.  The  true  remedy  lies  in  the  employment  of  self- 
induction  to  reduce  the  tailing  effect,  and  separation  of  dots 
and  (lashes  uuo  different  lines,  so  that  what  tailing  is  left  may 
be  disregarded. 
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ELECTRICAL  SECTION. 

SlaUd  MmUmg^  Nouemier  ^j,  iS^f. 

THE  BOOSTER  SYSTEM  as  ArPLIED  to  ELECTRIC 

RAILWAYS. 

By  J.  Lester  Woodbridge. 


The  name  "booster,"  a  somewhat  significant  if  not  very 
euphonious  term,  was  coined,  I  believe,  by  Mr.  Wm.  S. 
Barstow,  of  the  Brooklyn  Edison  Illuminating  Company,  who 

was  one  of  the  pioneers,  if  not  the  pioneer,  in  the  practical 
ai)phcation  of  this  system  to  electric  lipfhting.  The  word  has 
^rachially  come  to  mean  any  electro-magnetic  generator  whose 
armature  is  connected  in  series  with  a  transmission  conductor 
or  feeder  with  the  object  of  compensating  for  the  loss  of  volt- 
age in  that  conductor  due  to  the  current  which  it  is  transmit- 
ting.  As  this  loss  of  voltage  or  drop  is  proportional  to  the  cur- 
rent, it  is  evident  that,  in  order  to  compensate  for  it  exactly, 
the  voltage  of  the  booster  must  vary  in  a  similar  manner;  that 
is,  it  must  rise  and  fall  with  the  load.  If  this  variation  of  load 
is  gfradual,  or  the  short  period  fluctuations  small,  the  booster 
vohage  may  be  hand  ref^uhited.  But  in  railway  work,  unless 
the  fluctuations  are  taken  by  an  outlying  storage  battery  or 
other  power  plant,  this  is  never  the  case,  and  it  is  fouTul  neces- 
sary to  employ  the  series- wound  booster,  or  what  I  ha \  c  called 
the  compound-series  machine,  giving  the  series  effect,  the  volt- 
age of  the  machine  varying  automatically  with  the  load. 

The  typical  arrangement  of  booster  is  shown  in  Fig,  /,  A 
being  the  positive  bus  and  B  the  negative,  which  are  supplied 
with  electric  current  by  the  generators  X  and  Y,  Z  is  the 
booster,  connected  at  its  negative  terminal  to  the  positive  bus, 
and  at  its  positive  lermm.il  to  the  feeder  whose  voltage  is  to  be 
raised.  This  feeder  supplies  the  distant  section  of  the  line  C  E, 
being  taj^ped  into  it  near  its  middle  point  at  D,  whence  it 
feeds  in  both  directions. 

The  nearer  section  of  the  line  A  C  is  fed  directly  from  the 
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btts  bars,  and  it  is  usual,  thoug^h  not  alwa\  s  necessary,  to  insu- 
late these  two  sections  from  each  other  by  the  section  insulator 
C.  If  this  is  omitted,  there  might  he  datiger  of  overloading 
the  booster.  In  fact,  the  path  F  D  C  G  would  apparently  con- 
stitute a  short  circuit,  but  its  resistance  is  generally  too  great 
to  allow  the  machine  to  build  up  without  a  load  on  the  line. 
Where  it  is  practicable  to  do  80»  it  is  a  good  plan  to  omit  this 
section  insulator.  This  will  tend  to  steady  the  load  on  the 
booster  and  the  voltage  at  D. 

The  aim  is,  of  course,  to  maintain  the  point  D  at  station 
voltage.  For  several  reasons,  which  will  be  noted  hereafter, 
this  cannot  always  be  accomplished  exactly.  The  voltage 
here  is  liable  to  fluctuate,  but  the  fluctuations  can  be  brought 
within  allowable  limits  by  properly  designing  the  installation, 
and  the  average  voltage  can  be  brought  to  that  ol  the  bus  bars. 


0 

Fic.  I. 

The  effect,  therefore,  is  about  the  same  as  if  there  were  another 
power-house^  rather  poorly  regulated,  situated  at  D. 

In  Fig,  2  I  have  shown  the  connections  of  what  I  have 
alluded  to  as  a  compound-series  booster.  This  is  simply  an 
ordinary  compound-wound  constant-potential  machine,  con- 
nected up  so  as  to  get  the  series  effect  from  both  the  series  and 
the  shunt  windings.  If  the  connections  in  this  diagram  be 
followed  out.  It  will  be  seen  tliat  when  the  double-throw 
booster  switch  is  thrown  down  the  machine  is  connected  up  as 
an  ordinary  generator.  When  it  is  tlirown  up,  and  the  machine 
is  in  use  as  a  booster,  the  entire  current  of  the  l>oosted  section 
passes  from  the  positive  bus  bar  through  the  armature  and 
the  series  winding;  and  the  shunt  coils  are  connected  in  par- 
allel with  each  other  and  with  a  certain  portion  of  the  feeder, 
so  that  a  small  but  constant  percentage  of  the  current  is  di- 
verted through  them  and  their  magnetizing  force  like  that  of 
the  series  winding  is  proportional  to  the  load.  Such  an  ar- 
rangement permits  of  the  use  of  a  regular  railway  generator  as 
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a  booster  when  required,  while  at  other  times  it  may  still  be 
employed  as  a  generator. 

The  booster  system  is  one  of  several  remedies  available  for 
the  treatment  of  the  aggravated  cases  of  low  line  voltage  with 
which  nearly  e\  ery  electric  road  has  had  to  contend  at  one 
time  or  another. 

The  first  and  most  obvious  remedy  for  such  cases  is  more 
copper.  But,  as  the  distance  of  transmission  is  gradually  ex- 


Fig  3. 


tended,  the  cost  of  copper  necessary  to  carry  the  maximum 
current  becomes  a  very  serious  item,  increasing,  as  it  does, 

with  the  square  of  the  distance,  and  even  more  rapidly  as  soon 
as  the  track  drop  becomes  appreciable,  until  finally  this  feeder 
cost  becomes  so  g-reat  that  some  other  solution  is  sought. 
For  this  question  of  transmission  loss  must  be  considered  from 
two  quite  different  aspects,  first,  that  of  economy;  second, 
that  of  practical  operation.  The  first  deals  with  average  con- 
ditions, the  second  with  maximum  conditions.  Considerations 


Digitized  by  Google 


May,  1898.] 


Tki  Booster  System, 


177 


of  economy  dictate  that  when  a  feeder  system  is  so  propor- 
tioned that  the  cost  of  the  energy  loss  in  every  section  of  it,  for 
a  year,  say,  is  equal  to  the  interest  on  the  copper  investment 
lor  that  section  for  the  same  length  of  time,  the  most  eco- 
nomical arrangement  has  been  reached,  and  it  will  not  pay  to 
add  more  copper. 

This  reduces  to  the  law  that  for  best  economy  the  a\  erage 
drop  in  volts  per  mile  of  conductor  should  be  the  same 
throughout  the  entire  system  regardless  of  distance.  But  from 
the  standpoint  of  practical  operation  we  know  that,  regardless 
of  economy,  we  must  maintain  the  voltage  on  all  parts  of  the 
system  above  a  certain  minimum  under  the  worst  conditions 
of  load.  This  consideration  not  only  leads  to  a  different  distri- 
bution of  copper  from  tliat  just  given,  but,  where  the  load 
reaches  occasionally  a  maximum  many  times  its  average  value, 
or  where  the  distance  of  transmission  is  great,  we  must  either 
install  far  more  copper  than  economy  would  prescribe  or  do 
something  else  to  maintain  the  voltage.  In  fact,  most  railway 
managers,  without  calculating  the  dividing  line  exactly,  have 
come  to  realize  in  a  general  way  that  it  will  not  pay  to  put  up 
the  amount  of  copper  necessary  to  carry  satisfactorily  the  occa- 
sional emergency  loads  which  they  are  called  upon  to  provide 
for.  An  additional  power-house  is  sometimes  the  solution, 
though  in  most  cases  this  is  out  of  the  question,  and  the  ten- 
dency in  general  is  rather  toward  concentration  of  plant.  In 
the  great  majority  of  cases,  the  booster  system  will  be  found 
to  meet  the  requirements  exactly,  especially  when  machinery 
already  on  hand  can  be  utilized,  as  has  been  the  case  in  the  in- 
stallations with  which  1  have  been  personally  connected. 

Deferring  the  consideration  of  economy  for  the  present,  I 
will  first  take  up  a  few  points  on  the  question  of  operation. 
From  this  standpoint  the  object  of  the  booster  is  to  maintain 
station  voltage,  as  nearly  as  possible,  at  a  distant  point  on  the 
line.  This,  as  I  have  intimated  above,  cannot  be  done  exactly, 
the  variations  being  due  to  the  following  causes,  inherent  in 
the  booster  machine,  viz.: 

(1)  Saturation  of  the  field  magnets. 

(2)  Sluggishness,  due  to  inductance  and  Foucault  currents. 

(3)  Hysteresis. 
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The  manner  in  which  the  first  of  these  would  interfere  ts 
very  evident.  If  the  resistance  of  the  circuit  is  one  ohm.  the 
booster  should  ^tve  loo  voUs  under  a  load  of  lOO  amperes  and 
200  volts  under  ,1  load  of  200  amperes,  etc.,  whereas  it  wih  not 
do  this  exactly,  but  if,  at  200  amperes,  the  fields  have  begun  to 
be  saturated,  the  voltage  will  be  somewhat  less  than  200.  In 
designing  a  new  machine*  this  deviation  can  be  reduced  within 
almost  any  assignable  limits  by  putting  plenty  of  iron  in  the 
magnetic  circuit  In  utilizing  a  machine  already  on  hand, 
however,  we  must  either  limit  the  load  or  provide  sufficient 
copper  in  the  feeder  to  limit  the  maximum  voltage  required, 
and,  therefore,  the  range  of  ma.^iietization.  That  is.  if  when 
the  machine  is  built  up.  say  to  300  volts,  the  saturation  curve 
begnis  to  deviate  as  far  as  is  permissible  from  a  straight  line, 
we  must  limit  the  product  of  the  feeder  resistance  by  the  maxi- 
mum amperes  to  this  amount,  300.  The  deviation  due  to  tiiis 
cause  can  be  averaged  over  the  whole  range  of  load  by  mak- 
ing the  machine  build  up  under  light  loads  a  little  higher  than 
necessary,  so  that  under  the  heavy  loads  it  will  not  fall  ofiF  so 
much,  and,  as  a  considerable  range  of  voltage  is  not  objection- 
able in  railway  work,  this  variation  can  readily  be  brought 
within  permissible  limits. 

The  effects  of  sluggishness  due  to  Foucaiilt  currents  and 
to  the  high  inductance  of  the  shunt  fields,  when  these  are  used, 
are  rather  more  serious.  While  the  drop  ui  the  line  responds 
instantly  to  changes  of  current,  the  changes  in  the  voltage  of 
the  machine  are  more  or  less  gradual.  When  the  shunt  fields 
are  connected  in  parallel  with  a  certain  portion  of  the  feeder, 
it  requires  an  appreciable  time  for  the  current  in  them  to  rise 
to  the  full  strength  corresponding  to  an  increase  in  the  cur- 
rent in  the  feeder;  moreover,  the  eddy  currents  set  up  in  the 
iron  by  reason  of  a  change  in  magnetism  tend  to  retard  such 
change.  Lamination  of  the  field  cores  largely  eliminates  the 
latter  effect,  while  the  former  may  be  limited  by  limiting  the 
extent  to  which  the  shunt  fields  are  utilized.  If  they  ijive  but 
a  small  proportion  of  the  magnetizing  force,  it  will  be  only  that 
portion  that  will  lag.  Their  inductance,  too,  is  reduced  by  di- 
viding the  whole  shunt  winding  into  as  many  sections  as  pos- 
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sible,  and  connecting  these  in  parallel  with  each  other  when 
boosting. 

As  a  result  of  this  sluggishness  of  the  booster,  we  find  that 
whenever  the  load  suddenly  drops  the  voltage  on  the  line  will 
jamp  above  the  normal  and  then  fall  back,  the  high  voltage 
of  the  machine  persisting  for  an  instant  after  the  drop  in  the 
line  has  disappeared.  Conversely,  when  the  load  is  thrown 
on  suddenly,  the  voltage  first  drops  because  the  drop  in  the 
line  is  first  felt,  and  then  rises  to  the  normal  again  as  the 
machine  builds  up. 

The  effects  of  hysteresis  are  very  similar  to  those  just  de- 
scribed, but  are  of  little  importance  in  railway  work,  owing  to 
the  peculiar  nature  of  the  variations  of  load.  The  booster  will, 
of  course,  show  a  higher  voltage  with  a  falling  load  than  with  a 
rising  load  of  the  same  amount,  and  this  difference  will  often 
amount  to  fifty  or  seven-five  volts.  But  a  moment's  considera- 
tion will  reveal  the  fact  that  in  railway  work  we  are  almost  in- 
variably dealing  with  a  falling  load,  and  can,  therefore,  figure 
on  the  upper  curve  of  the  hysteresis  loop.  For  when  the  cur- 
rent used  on  any  car  is  shut  off  it  is  usually  shut  off  cntiiel) , 
which  would  mem\  a  falling  load  on  the  booster;  and  when  the 
current  is  tunied  on  or  increased  by  tiie  controller  it  rises  in- 
stantly to  a  maximum,  and  at  once  begins  to  fail  off  as  the 
speed  of  the  car  increases,  and  again  we  have  a  falling  load  on 
the  booster.  It  is  only  when  a  car  passes  from  a  lighter  to  a 
heavier  ascending  grade  without  any  accompanying  change 
of  the  controller  that  the  condition  of  rising  load  exists,  and 
this  only  until  its  controller  or  that  of  some  other  car  on  the 
line  is  changed.  So  the  curve  of  rising  magnetization  can  be 
practically  ij^nored. 

In  illustration  of  the  foregoing  points  I  have  prepared  a 
few  diagrams  g^ivingf  the  results  of  voltage  readings  taken  on 
some  of  the  boosted  lines  with  whose  installation  I  have  been 
personally  connected. 

Fig,  St  drawn  from  memory,  gives  an  approximate  idea  of 
the  map  of  one  of  these  lines,  and  is  worthy  of  a  moment's  com- 
ment, as  the  arrangement  diflPers  from  the  typical  one  shown 
in  Fig,  I,  in  that  the  booster  feeder  was  bifurcated  at  B.  It  will 
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be  noted  that  these  two  branches,  B  C  and  BD,w  compara- 
tively short,  and  this  is  aboat  as  far  as  it  is  practicable  to  carry 
the  attempt  to  boost  two  lines  with  one  machine.  In  order  that 
the  vohage  at  the  points  C  and  D  should  be  maintained  as 
nearly  as  possible  the  same  in  spite  of  any  unequal  distribution 
of  load,  thev  were  connected  not  onlv  bv  the  trollev  wires  but 
by  heavy  feed  wire.  The  booster  I'eedtr  is  in  two  parts  all  the 
way  back  to  the  power-house,  so  that  by  means  of  a  switch  at 
K  and  another  on  the  switchboard  either  line  can  be  discon- 
nected from  the  booster  and  fed  directly  from  the  bus  bar  while 


the  other  is  boosted,  the  voltage  ratio  of  the  booster  («.  f the 
ratio  of  volts  to  amperes)  being  at  the  same  time  increased  to 
correspond  with  the  increased  feeder  resistance  by  means  of 
the  rheostat  in  the  shunt-field  circuit. 

On  a  day  of  extremely  heavy  trafBc,  voltage  readings  were 
taken  a  I  the  point  F  eight  miles  from  the  power-house,  and  I 
have  incorporated  a  series  of  these  readings  in  Fig.  4. 
The  machine  used  in  this  case  is  a  G.  E.  500  K.  W.  four-pole 
belt-driven  generator,  and  is  only  moderately  sensitive  to 
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changes  of  load,  giving  considerable  variations  in  voltage  on 
this  account,  though  not  great  enough  to  be  objectionable. 

Fig,  5  shows  similar  readings  taken  in  another  case,  where 
all  the  causes  of  voltage  variation  were  particularly  aggra- 
vated. Here  the  system  was  installed  in  order  to  dispense  with 
a  small  power-house  six  miles  from  the  main  plant.  The  ma- 
chine used  is  a  G.  E.  300  K.  W.  four-j)olc  belt-driven  gener- 
ator, and  is  unusually  sluggish.  Moreover,  these  readings 
were  taken  before  the  entire  necessary  amount  of  wire  had 
been  put  up  for  the  booster  feeder,  and  the  machine  had  to  be 
built  up  for  the  time  being  in  a  higher  ratio  than  was  planned 
for,  so  that  the  effects  of  saturation  are  evident. 

Fig.  6  shows  readings  taken  on  a  line  boosted  with  a  West- 
inghouse  200  K.  W.  six-pole  generator,  belt  driven.  This 
machine  builds  up  in  the  ratio  of  170  volts  to  100  amperes,  the 
resistance  of  the  circuit  being  1 7  ohms,  an  unusually  high 
figure,  and,  were  it  not  for  the  fact  that  the  machine  is  re- 
markably sensitive,  these  variations  of  voltage  would  be  ex- 
cessive. In  fact,  the  deviations  that  appear  on  this  diagram 
are  caused  not  l)y  Foucault  currents  but  by  the  inductance  of 
the  shunt  fields,  which,  in  this  case,  supply  nearly  half  of  the 
total  magnetizing  force.  The  power-house  voltage  was  about 
525,  and  the  booster  would  at  times  add  over  400  volts  to  this. 

Fig.  y  shows  the  operation  of  the  same  machine  on  another 
line  when  the  resistance  of  the  circuit  was  but  one  ohm,  and 
only  the  series  winding  of  the  machine  was  used.  This  shows 
,  remarkably  steady  voltage,  considering  the  fact  that  at  times 
the  station  pressure  was  raised  by  the  booster  to  a  total  of  850 
volts,  the  droj)  on  the  line  at  such  times  being  about  350  volts. 

These  diagrams  give  a  fair  idea  of  what  can  l)e  done  with 
an  ordinary  railway  generator,  without  aitenng  the  machine 
in  any  way.  In  each  of  these  cases  the  machine  could  be  used 
as  a  500-volt  constant-potential  generator  when  desired  by 
throwing  the  booster  switch. 

We  come  now  to  the  other  aspect  of  the  booster  question, 
namely,  economy.  This  might  appear  at  first  sight  the  most 
important  consideration,  but  I  think  we  shall  find  that  it  really 
does  not  enter  into  the  question  of  "booster  or  no  booster" 


Digitizer  by  Google 


Digitized  by  Google 


384  WooiMdgi:  [J.F.I.. 

to  so  great  an  extent  as  might  at  first  be  supposed.   The  law 
of  transmission  efficiency  already  mentioned,  viz.:  that  the  cost 
of  the     R  loss  in  conductors  should  in  the  long  run  equal  the 
interest  on  the  copper  investment  obviously  makes  the  determ- 
ination of  sizes  of  conductors,  from  the  standpoint  of  economy, 
independent  of  voltage,  for  any  given  output  in  amperes.  In 
other  words,  whether  we  boost  or  not  we  should,  for  economy, 
put  lip  a  certain  size  of  feeder  to  transmit  a  certain  load  in 
amperes.    Having  done  this,  having-  reached  ilie  point  where 
additional  copper  will  cost  more  in  interest  than  it  will  save  in 
power,  the  question  of  boosting  is  almost  wholly  one  of  prac- 
tical operation,  for  it  will  not  materially  alter  the  economic 
size  of  conductors.  If  the  voltage  is  still  too  low  at  times  for 
satisfactory  service,  it  will  pay  to  boost  at  those  times  rather 
than  put  up  more  copper.  To  be  sure,  the  booster  installa- 
tion costs  something,  but  where  machinery  already  on  hand 
can  be  nsed.  as  is  usually  the  case,  the  cost  becomes  compara- 
tively nominal.    The  efficiency  of  the  booster  una  \\\\\  also 
probably  be  less  than  that  of  the  rest  of  the  plant,  owing-  to  the 
fact  that  it  will  have  a  more  variable  load,  averaging  consider- 
ably below  its  full  capacity.  But  these  points  are  usually  more 
than  offset  b>'  the  increased  efficiency  of  the  motors  when 
operated  at  higher  voltage,  and  by  the  decrease  in  the  cur- 
rent required  to  transmit  a  given  power  at  higher  potential, 
and  the  corresponding  decrease  in  line  loss.  Then,  too,  it  is 
as  a  rule  not  advisable  to  plan  to  operate  the  booster  continu- 
ally or  even  frequently,  but  to  put  up  enough  copper  to  carry 
tlie  ordinary  loads  satisfactorily,  reserving  the  booster  for 
times  (»f  exccbMve  traffic.    But  the  lower  the  price  of  fuel  the 
more  extensively  can  the  booster  system  be  used  witli  econ- 
omy, and  one  case  has  come  under  my  obser\'ation  where  it 
has  proven  economical  to  run  the  booster  all  day  and  every 
day  in  the  year.  In  this  case  fuel  costs  60  cents  per  ton,  and  I 
estimate  the  cost  of  operating  the  booster  eighteen  hours  a 
day  at  about  $196  per  year,  while  the  interest  on  the  cost  of  the 
booster  feeder  would  be  $216  per  year.  So  it  evidently  would 
not  pay  to  put  up  more  wire  on  that  line. 

When  the  booster  is  used  only  a  few  times  a  month,  and 
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then  for  only  a  few  hours,  as  is  usually  the  case,  the  question  of 
economy  is  so  obviously  unimportant  that  it  is  hardly  worth 
while  to  reduce  it  to  exact  figures,  except  as  a  matter  of  curi- 
osity.  

CHKMICAI.    SKC  I  ION. 

Stated  Meeting,  Friday,  March  /j,  iSgS. 

On  a  supposed  CHANGE  of  WEIGHT  with  CHANGE 

OF  TEMPERATURE. 

By  Paul  R.  Ujevr.,  Mtmber  of  the  Institute. 

Certain  exj)erimcnts  performecl  l)y  the  writer  dnrinc^  the 
past  suniiiier  seemed  to  indicate  that  the  loss  of  weight  noticed 
in  weighino^  hot  bodies  was  not  entirely  to  be 
accounted  for  by  the  rarefaction  of  the  surround- 
ing air,  but  that  there  might  be  a  true  loss  of 
weight  of  minute  proportions.  To  settle  this 
point,  the  following-  apparatus  was  devised,  a 
sectional  view  of  which  is  shown  in  the  accom- 
panying cut: 

The  outer  case  consisted  of  a  flat- bottomed 
g^lass  cylinder  made  from  a  piece  of  tubing.  It 
was  4*5  centimeters  in  diameter  and  17  centi- 
meters  high.  Within  this  was  supported,  by 
pieces  of  cork,  A,  a  jacket  made  from  two  test 
tubes.  The  diameter  of  the  larger  tubes  was  2 
centimeters,  and  the  space  between  the  walls  of 
the  jacket  about  2*5  millimeters.  The  jacket  was 
14  centimeters  high  over  all.  The  space  between 
the  walls  contained  glacial  acetic  acid,  and  the 
test  tubes  were  held  together  by  a  ring  of  cork  betwe€;n  them 
at  the  mouth,  which  ring  was  cemented  air-tight  by  a  mixture 
of  rosin  and  beeswax.  The  jacket  with  its  contents  could  be 
lifted  out  of  its  cork  supports  whenever  desired. 

A  little  bomb  for  generating  heat  was  constructed  as  fol- 
lows: A  piece  of  glass  tubing  of  such  diameter  as  to  slip  easily 
inside  the  jacket  was  choked  by  heating  and  pressing  upon  a 
three-cornered  file.  By  this  means  the  bore  of  the  tube  was 
Vol  CXLV.  No.  869.  as 
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sharply  reduced  at  one  point  to  a  slit  about  2  millimeters  wide. 
The  choked  tube  was  sealed  off  about  i  *5  centimeters  below 
the  choke,  and  in  the  lower  chamber  thus  formed  was  placed 
dilute  sulphuric  acid,  D  (half  water  by  volume).  Holding  the 
tube  upright,  a  lump  of  caustic  potassa,  E,  was  dropped  in, 
which  was  arrested  at  tlie  choke.  Still  keeping  the  tube»np- 
rightjit  was  sealed  off  some  2  or  3  centimeters  above  the  potash. 

The  acetic  acid  in  the  jacket  was  now  frozen.  This  sub- 
stance when  pure  is  said  to  freeze  at  167°  C,  but  I  have  never 
been  able  to  obtain  any  of  a  higher  melting  point  than  15°  C. 
It  exhibits  surfusion  to  an  excessive  degree,  so  that  to  start  the 
solidification  it  is  necessary  to  use  a  mixture  of  ice  and  salt. 
Solidification  once  started  can  be  completed  by  a  stream  of 
cold  water.  The  melting  point  of  the  acid  is  not  far  below  the 
usual  temperature  of  a  room,  and  the  jacket  is  not  directly 
exposed,  but  protected  in  the  packing  case  by  an  air-jacket 
about  I  centimeter  thick,  so  that  the  solid  acid  can  be  kept  for 
some  time. 

The  prepared  bomb  was  dro})i)ed  within  the  acetic  acid 
jacket,  a  little  cotton,  C,  being  placed  beneath  and  above  the 
bomb.  The  opening  of  the  inner  test  tube  was  corked,  and  the 
mouth  of  the  outer  packing  case  closed  by  a  flat  cork,  whose 
pores  had  been  stopped  with  paraffin,  and  which  was  cemented 
into  the  mouth  of  the  tube  by  means  of  paraffin,  so  as  to  be  air- 
tight  for  a  moderate  increase  of  pressure. 

The  apparatus  thus  prepared  was  counterpoised  upon  a  bal- 
ance, and  when  equilibrium  was  attained  the  beam  was  lowered 
and  the  ]>aii  arrests  set.  The  apparatus  was  now  t^^rasjicd 
through  a  handkerchief,  removed  from  the  pan.  held  inverted 
a  second,  and  then  replaced  in  its  former  position.  Tlie  beam 
was  again  raised,  the  pan  arrests  released,  and  the  swinging  of 
the  pointer  noticed. 

'  In  all  cases  some  trifling  displacement  of  the  zero  point  was 
observed,  but  so  small  as  to  be  far  less  than  the  limit  to  which 
the  balance  could  be  trusted  with  the  great  load  of  the  appa- 
ratus (140  grams)  upoii  it.  With  this  load  the  balance  used 
could  not  be  trusted  to  give  concordant  weighings  beyond  the 
third  decimal  place. 

The  result  is  entirely  negative.  l)ut  is  of  value  in  so  far  as  it 
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enables  ub  to  ab>ign  by  direct  experiment  a  sujierior  limit  to 
any  change  of  weight  due  to  change  of  temperature.  It  might 
be  interesting  to  repeat  this  experiment  with  a  balance  suffici- 
ently large  and  delicate  to  carry-  the  weighings  a  couple  of 
decimal  places  further.  It  seems  hardly  credible  that  if  grav- 
itation is  a  property  of  matter  it  should  be  unaffected  by  the 
state  of  the  matter.  The  first  step  towards  an  explanation  of 
gravitation  will  have  been  made  when  it  shall  be  shown  that 
gravitation  depends  even  in  the  slightest  degn'ee  upon  some- 
thing else  than  the  relative  positions  of  bodies. 


THE  ZEUNER  DIAGRAM. 


By  William  Fox, 
Aaaistaat  Professor  of  Applied  MathcmAtics. 

Professor  Peabody,  in  his  book  on  valve  gears,  makes  the 
following  statement:  "Zeuner's  diagram  does  not  admit  of  the 
use  of  the  lead  in  solving  problems  that  arise  in  designing  valves, 
but  we  may  use  instead  the  lead-angle."  (Page  16.)  Professor  > 
Spangler,  on  the  other  hand»  states,  on  page  157  of  his  book, 
that  no  other  diagram  ''is  as  convenient  as  and  none  more 
accurate  than  the  Zeuner  diagram."  As  a  matter  of  fact,  he 
solves  Problem  IV,  involving  lead,  exactly  by  means  of  the 
Zeuner  diagram,  and  only  approximately  ("by  trial")  by  means 
of  Bilg^am's  method. 

In  order  to  j)rovc  that  there  are  no  problems  incapable  of 
an  exact  geometrical  solution  by  means  of  the  Zeuner  diagram, 
we  shall  first  enumerate  all  the  problems  possible. 
Let  r  =  eccentricity  —  C  E  (vide,  Fig,  l), 

I  =  lap  (outside)  =  C  F, 

I*  =  exhaust  lap  (inside). 

p  =  port-opening  (maximum)  =  F  E, 

i  =r  lead  =  A  L, 

i'  =  exhaust  lead. 

^  =  90°  —  advance  angle  ^  E  C  L, 

a  =  angle  whose  versine  is  ratio  of  cut-off  =  K  C  L. 

a'  ==  exhaust  cut-olT  angle  (compression  or  cushion). 

=  lead-angle  (pre-admission)  ~  L  C  M* 
1)' =  exhaust-lead-angie  i^releasej. 
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There  will  be  two  sets  of  problems,  one  set  involving  the 
quantities  r,  />,  /,  i,  'ft  a,  5,  and  the  other  set,  the  quantities  r, 
i',  t',  ^,  a',  17',  If  we  solve  only  one  of  these  sets  of  problems, 
the  others  can  of  course  also  be  solved  in  the  same  manner. 

We  have«  from  the  diagram,  the  following  equations: 


These  equations  involve  seven  (7)  quantities;  hence  if  any 
three  quantities  are  i^iven  the  other  four  may  be  found.  The 
only  exceptions  are  the  data  r,  />,  and  /,  and  the  data  A  a,  ^, 
from  which  it  is  evident  no  other  quantities  can  be  found. 

Making  the  required  combinations  of  three  quantities,  we 
obtain  the  following  problems: 

Problem  (i)  given  r  /  /9,  to  find  the  others. 


(2)  given  r  /  a,  to  find  the  others. 

(3)  ffiven  r  /  i,  to  find  the  others. 

(4)  given  r  /  y),  to  find  the  others. 

(5)  given  r  i  ^,  to  find  the  others. 

(6)  given  r  i  a,  to  find  the  others. 

(7)  given  r  i  i|,  to  find  the  others. 

(8)  given  r  and  any  two  of  ^     Vt  to  find  the 

others. 

(9)  given  /  i  a,  to  hiul  the  others. 

(10)  given  /  i  fi,  to  find  the  others. 

(11)  given  /  i  »?,  to  find  the  others. 

(12)  given  /  and  any  two  of  a  ^  17,  to  find  the 

others. 

(13)  given  i  and  any  two  of  ct  fi  if,  to  find  the 

others. 

(14)  gi\  en  p  i  ^,  to  find  the  others. 

(15)  given  p  i  «,  to  find  the  others, 
i^iven  p  i  rj,  to  find  the  others. 

(17)  given  p  and  any  two  oi  a  ^  tj,  to  tind  the 


others. 

We  omit  problems  involving  p  and  or  p  and  r,  as  they 
are  identically  with  data  r  and  /  (Problems  i  to  4). 


r  COS.  P        /  s=r  J 

r  cos,  (a  —     —  i 


(•) 

(3) 


(4) 
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SOLUTIONS. 

Prohlem  /. — ^The  construction  gives  at  once  (vide  Fig.  i) 
the  points  A,  B,  P,  E,  L,  D,  and  the  solution  is  evident. 

Problem  2. — Given  points  C,  B  and  circle  A'  X  through  K 
with  radius  r.  A  line  through  j5,  perpendicular  to  B  C,  will 
intersect  the  circle  X  X  in  point  £. 

Problem  ?. — Given  points  C,  A,  and  L  and  circle  XX.  A 
line  through  L,  perpendicular  to  C  L,  intersects  the  circle  X  X 
in  point  E,  The  circle  C  B  E  D  (diameter  ==  C  £  =  r)  gives 
the  other  important  points. 


Fig.  I. 


Problem  4, — Given  points  C,  A,  and  D  and  circle  X  X,  To 
find  E,  we  must  draw  througli  point  D  a  line  perpendicular  to 
C  D,  intersecting  circle  X  X  in  point  £. 

Problem  5. — Given  points  C,  E.  The  circle  on  C  £  as  di- 
ameter cuts  the  line  C  AT  in  point  L,  Measuring  off  distance 
i^AL,  gives  point  A  and  consequently  the  lap  circle. 

Problem  6. — This  is  one  of  the  problems  involving  the  lead 
i,  and  is  somewhat  more  difficult  of  solution,  l)ecause  we  have 
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to  combine  equations  (2)  and  (3)  and  eliminate  i^,  in  order  to 
find  the  value  of  /  in  terms  of    »» and  «. 

Given  (vM^e  Fig.  2)  point  C,  circle  X  X,  and  points  K 
and  N.  Draw  the  line  S  T  perpendicular  to  C  N;  project  the 
point/iL  on  line  5*  T  giving  point  0;  bisect  the  angle  a(KCN) 
by  the  line  C  R;  lay  off  C  /  =  1  (lead)  below  C  if  t  is  positive  or 
above  if  the  lead  is  ncgati  \  e;  through  /  draw  a  line  parallel  to 
C  R  and  cutting  a  circle,  radius  C  0  and  centre  C,  in  the  point 

5 


Fig.  a. 

F.  Then  will  the  line  C  F  produced  pass  through  point  £, 
thus  giving  the  angle  EC  N=  fim 

Proof :  CO  =  CF^rsm,a 

<  c/F^<  0CR  =  90''  —  t 

2 

In  the  triangle  C I F, 

XrT^sm.CFr^  sm.FCR  ^sm.FCR 
TF    stn.  CTF  ,^.(p^o_«^ 
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i        sin.  FCR 


or, 


r  stn.  a  a 

COS*  - 
2 


sin  a                        ^       ^  I 
or,   f  =:  r  fill.  FCR  — ^  =rsim  FCR  — 

^^•■Z  COS 

2 

=  r  /J-Cie)  — tfM.  (I     FCR)  I 

«a  r  (tf^j.  F  C N  —  cos,  F  C  K) 

=  r      F  C  N  —  r      (a  —  ^  C  JV) 

This  equation  is  identical  with  the  following  derived  by 
combining  equations  (2)  and  (3): 

r  cos,  P  —  r  COS.  (a  —  0)  ^  i  (s) 
Hence,  <FCN^^ 
Problem  7. — Combining  equations  (4)  and  (5)  we  get 

rcos,fi'^rcos,{fi  +  i3)  =  i       '  (6) 


or      rcos.  (jff  +  |  -  ^)  ^rcos.      ^  |  +  |) 

whence  1  =  2  r  sin,      +  ^  ^^*2 

now  sin.  9  =  2  sin,  ?  ^ 

'  2  2 

or  2  5111.  -'-  =  !■ 

COS.  J 


hence 


2 

r 


sin.       +-3)  'J 


C0S.1 
2 


5I» 


or  — s- —  =  — :^  tl  (7) 
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From  this  wc  readil)  get  a  solution  similar  to  that  of 
Problem  6. 

Given  {Fig.  j)  point  C".  circle  A'  A',  and  points  and  M. 
Draw  S  T  perpendicular  to  C  and  project  point  M  perpen- 
dicularly on  5  r  to  point  Q.  Bisect  the  an^le  v  {=  M  C  N) 
by  the  line  C  R'.  Lay  off  C  /'  ^  i  (lead)  on  C  5,  and  through 
point  /'  draw  a  line  parallel  to  C  R'  and  cutting  a  circle,  radius 
C  Q,  centre  C,  in  the  point  F'.  Then  will  the  line  C  F  produced 
intersect  the  circle  X  X  in  point  £,  making  the  angle  EC  N 


^    Fig.  3. 
From  the  triangle  C  J'  F' 

C  i'  ^  sin.  C  F'  r  ^  sin,  C  F'  I' 
CF'     sinXl'  y  ~  sin.  Q  C  R' 
i  sin.  C  f  r 


This  is  identical  with  equation  (7),  and,  therefore, 

<  C/^'  /'  =  ^  4-  ^>  and  ^     CF'     —  ?  =     C^'  —  ? 

Problem  8, — Given  points  C.  N  and  circle  X  X  arotin<l 


or 
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center  C.  An\  uvo  of  the  points  M,  E,  and  A.  being  given,  the 
third  one  is  lound  imniediateiy  by  observing  (Eq.  4)  that  M  E 
=  EK. 

The  circle  C  B  ELD  being  drawn  on  r  =C  £  as  a  diameter, 
the  points  of  intersection  with  the  given  lines  C  M  and  C  N, 
and  C  K  will  give  the  other  quantities  required.  {Fig.  i.) 

Problem  p. — Given  {Fig.  i)  point  C  and  lap  circle  and  line 
C  B  giving  point  B;  also  distance  AL^i  gives  point  L.  At 
L  erect  a  perpendicular  to  the  line  C  L,  and  at  B  a  perpendic- 
ular to  the  line  C  B.  Tiic  intersection  of  these  perpendiculars 
will  be  the  point  E. 

{To  be  cmiehM.] 


ANNUAL  REPORT  OF  THE  DIRECTOR  OF  THE  DRAWING  SCHOOL 
OF  THE  FRANKLIN  INSTITUTB,  FOR  TUB  SESSIONS  1897-1898. 

The  number  of  pupils  tibis  jear  has  been  jnst  about  tbe  seme  m  last, 

which,  considering  the  generally  disordered  condition  of  the  building  due  to 
the  alterations,  is  as  good  as  could  he  expected.  The  regularity  of  attend- 
ance has  been  very  pood,  and  tlierc  were  lew  who  did  not  maintain  their 
interest  and  industry  to  the  end.  The  Architectural  Class  has  been  particu- 
krly  enthusiastic.  Almoat  the  entiie  sdiool  has  been  oomposed  of  young 
men  actually  enitaged  in  work  or  business,  where  a  knowledge  of  drawing  is 
requisite,  or  at  least  desirable,  and,  consequently,  there  has  been  ytry  little 
idleness  or  trifling,  but  a  persistent  effort  to  make  tbe  most  of  the  opportunity. 
This  IS  very  coniraendable,  because  it  is  not  recreation,  but  vot  k,  .uid  work 
under  disadvantages.  Daylight  is  none  too  good  for  first-class  drawing,  and 
artificial  light  Is  st  best  Tery  trying  for  fine  and  accumte  work,  and  when  this 
work  must  be  done  inhonn  supposed  to  be  devoted  to  rest  or  pleasure,  it  is 
rather  snrpdsing  that  more  do  not  £dl  out  of  line  early  in  the  season. 

The  utility  and  importance  of  the  study  for  all  those  engaged  in  -mechan- 
ical industries:  is  the  secret  and  it  speaks  well  foroitr  industrial  future  that  so 
many  young  men  are  willing  u>  devote  two  evenings  of  every  week  to  their 
improvement  of  their  technical  knowledge. 

It  is  gradually  being  realized  by  industrial  concerns  that  thoroughly 
detailed  dra^ngs,  with  everything  wdl  thought  out  as  to  materials,  finish  and 
special  characteristics^  net  only  greatly  expedite  work  but  also  reduce  its 
cost.  Perfect  clearness  and  certaititv  of  the  meaning  of  drawings  require 
a  higher  grade  of  ability  to  produce  and  cost  more  m<mey,  which,  however, 
is  sure  to  prove  a  good  investment. 

Every  hour  spent  in  Utt  drawing  office  on  the  design,  dimensions  and 
dasdficationsof  the  details^  is  worth  three  in  the  fibop,  If  they  have  to  be 
looked  up  there.  And  these  things,  when  properly  recorded  on  the  drawings^ 
are  done  for  all  time,  while  if  left  to  the  foreman  and  mechanics,  they  have 
to  be  repeated  every  time  the  work  is  done.  But  to  become  capable  nf  doing 
them  well  the  draughtsman  must  get  all  the  shop  experience  possible,  by 
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actual  work  if  beam,  or  by  otwenration  if  JbemniL  Mudiof  tbchnaUeaiMl 
blvfltcraeenia  muiy  ahopa  ta  due  tofhe  fact  tliat  masiy  men  are  required  to 
Attend  totfaingaoutaide  tlieir  province^  which  have  been  neglected  by  the 

drauglitsmen. 

The  purpose  of  this  achool  is  to  give  a  start  in  the  right  direction  to  the 
pupils,  in  order  that  they  may  eventually  acquire  the  ability  to  fill  this  need, 
and  this  purpose  has  been  kept  steadfastly  in  view,  and  will  ao  continue. 

Wh.  H.  THOnifB,  Director* 

THE  FOI,I.OWING  STUDKNTS  ARE  ENTITLED  TO  HONORABI.E  MENTION  : 

In  the  Senior  Mwhanical  Class. 
LoiH<;  Snyder,  Carl  A.  Dannertb, 

George  W.  J.  Stout,  Adam  Frazer, 

Harry  a  V,  Walker. 

/« the  /ntermediaie  Mechamical  Class, 

H.  C.  Brinton,  Alexander  Stevenaon, 

Charlea  P.  Richter,  J<mQ^  Bonigeoia. 

/«  /he  Junior  Mechanical  Class. 

Kotaro  Omakato,  R.  Patterson, 

William  Bocher. 

In  the  Architectural  Class. 

John  H.  Lippiiicott,  Jr.,  Charles  Ritzel, 

George  Smith,  J.  A.  Kirkpatrick. 

In  the  Free-Hand  Class, 

Charlea  T.  Greene,  Geo«|^  F.  I«.  I^nderman, 

Robert  F.  Plum. 

The  following  students  are  awarded  Schouirsbifs  from  the  B.  H.  Bartol 
fund,  entitling  them  to  tacketa  for  the  next  term : 

Fritz  H.  Larson,  Harry  Thompaon, 

*  JohnKleiach,  Oeofge  Biael^, 

Alfred  Whitney,  Jr. 

Tl  c  following  students,  having  attended  a  full  courae  of  four  terma,  with 
satisfactory  results,  are  awarded  Cbrtificatss  : 

Georpe  H.  Bfirdslev,  Joseph  McGovern, 

Benjamin  1. ram  in,  Berthold  Reibrich, 

Adolph  K.  Bottke,  Warren  W.  Rice, 

Carl  A.  Danaerth,  Iven  Schnltx, 

George  £iael6,  Louis  F.  Snyder, 

Howard  Fryling,  Rnasell  Stapler, 

William  M.  H.  Jonea,  Rupert  Tricker, 

Jamea  Keating,  Harry  V.  Walker, 

Henry  Wolf. 

And  from  the  Branch  School : 

AlvA  H.  Bewley*      Jcaw  H.  Weiaa,      Harry  Robioa. 
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NOTES  AND  COMMENTS, 


RBMOVIMG  ROST  PROM  IRON  BLBCTRICAIXY. 

A  shnple  and  effectiTe  way  of  clearing  vnatcd  inm  axtldea,  no  matter  horn 
badly  they  are  msied,  oonaiata,  according  to  Carl  Hcring,  in  attaching  a  piece 
of  ordinary  line  to  the  arti^lea  and  titen  letting  them  He  in  water  to  which  a 
little  aniphuric  acid  is  added.   They  shoqld  be  left  immersed  for  several  daya^ 

or  9  week,  until  the  rust  has  entirely  disappeared,  the  time  depending  on  how 
deeply  they  were  rusted.  If  there  is  much  rust  a  little  sulphuric  acid  should 
be  added  occasionally.  The  essential  part  of  the  process  is  that  the  zinc  must 
be  111  good  electrical  contact  with  the  iron  ;  a  good  way  is  to  twist  an  iron  wire 
tightly  around  the  object  and  connect  thia  with  the  adnc,  for  wfaidi  a  remnant 
of  a  battery  dnc  ia  anitable»  aa  it  haa  a  binding-poit  Beaidea  the  aimpltcity 
of  thia  pvooeia,  it  haa  the  great  advantage  that  the  iron  itielf  is  not  attached 
in  the  leaat  aa  long  as  the  zinc  is  in  good  electrical  contact  with  it.  When 
there  is  onlv  a  little  rust  a  galvanized  iron  wire  wrapped  around  the  object  will 
take  the  place  of  the  zinc,  provided  the  acid  is  not  too  strong.  The  articles 
will  come  out  a  dark,  gray  or  black,  color,  mcl  shtjuld  then  be  washed  thorouf^hly 
and  oiled.  The  method  is  specially  applicable  to  objects  wiUi  sharp  corners 
or  edgea,  or  to  filea  and  other  artidea  on  which  bnlBng  wheela  ought  not  to  be 
naed.  The  mated  iron  and  the  dnc  make  a  ahort-drcnited  battery,  the  action 
of  which  reduces  the  mat  back  to  iron,  thia  action  continuing  aa  long  aa  any 
mat  ia  Idu-^JSiedriaa  World. 


DBATHLV  BLBCTRIC  SHOCK. 

The  cause  of  death  by  electric  ahocks  has  been  experimentally  investigated 
by  Prof.  T.  Oliver  and  Dr.  R.  A.  Bolam,  who  deacribe  their  methoda  and  reralta 
in  the  SrUisk  JIMUai  Jounud*  The  increaiing  employment  of  deetridty 
within  the  last  few  years  has  demonstrated,  by  the  acddenta  to  workmen 
engaged  in  its  generation  and  distribution,  that  danger  is  involved.  Two 
opinions  are  held  as  to  the  cause  of  death  in  such  ca?es,  viz. :  ( i )  that  death 
is  due  to  failure  of  the  respiratory  center  {d'Arsonval ) ;  (2)  that  it  is  due  to 
sudden  arrest  of  the  heart's  action.  From  the  appearance  presented  by  the 
Intenal  organa  altar  death,  some  physiologists  have  maintained  ^t  death  ia 
dne  to  aaphynia.  But  other  evidence  anggeata  that  death  ia  not  dne  to  f ailnra 
of  the  reapiratocy  center.  In  the  ezperimenta  carried  ont  by  Fkofemor  Oliver 
and  Dr.  Bolam,  an  alternating  current  was  used,  and  death  appears  to  have 
resulted  from  heart,  rather  than  respimtorA-,  failnre.  Whilst  in  some  of  the 
experiments  death  seemed  to  be  due  to  conteni])or;ineous  cessation  of  the  res- 
piration and  heart's  action,  yet  in  most  there  ample  demonstration  that 
the  organ  first  to  be  arrested  was  the  heart,  for  breathing  was  observed  to 
continue  rhjrtiunically  for  a  brief  period,  and  then  irregularly  and  feebly 
before  stopping.  There  ia  reason  to  believe  that  only  in  the  caae  of  very  high 
v^tagea  with  cwrents  considerably  above  the  potential  usually  required  to 
kill  tiie  animal  is  there  simultaneous  stoppage  of  heart  and  respiration.  Pri- 
mary cessation  of  the  heart's  beat  is,  without  doubt,  the  general  rule,  while 
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under  no  circomsUiices  did  the  anthon  inficesd  in  cmsing  primary  anert  of 
respiration  followed  byfailureof  the  bawt  It  foUom  from  this  that  tetuadta* 

tion  in  apparent  death  from  electric  shock  is  made  much  more  difficult  than  if 

the  result  was  broutrht  ahout  by  respiratory  failure.  With  reference  to  these 
experiments,  Dr.  Lewis  Jones  calls  attention,  m  the  Electrical  AV  :  .  f*://,  to  a 
similar  luvsitigation  carried  out  by  him  in  1895,  using  a  continuous  current* 
--London  Naiure, 


THB  THIRD-RAIL  SYSTEM  IN  THE  SNOW. 

The  great  snow  storm  of  January  31,  1898,  which  raged  over  New  England, 
has  proved  that  a  raihroad  can  be  operated  by  the  third-rail  electric  system 
under  the  most  adverse  Gonditioas.  That  portion  of  the  New  Yofk,'  Mew 
Haven  and  Hartford  Railroad,  between  New  Britain  and  Hartford,  operated  hy 
electricity,  was  kept  open  during  the  whole  of  that  day,  and  the  trains  were 
run  with  but  a  few  seconds  delay  in  the  schedule,  whilr  the  steam  trains  on 
the  main  lines  were  held  up  and  delayed  for  three  or  four  hours. 

A  heavy  snow  storm  had  long  beeu  desired  by  the  electrical  engineers  and 
raaraad  officials  in  order  that  as  severe  a  test  as  possible  might  be  applied  to 
the  third  rail  system.  It  has  been  a  question  whether,  with  the  third  lafl 
practically  surrounded  by  snow  and  moisture,  the  cnnent  leahage  would  seri- 
ousl y  affect  the  operation  of  the  motors  on  the  cars.  This  question  was  settled 
by  the  suow  storm.  There  wr\s  absolutely  no  leakage,  and,  once  the  hea\n'est 
part  of  the  snowfall  was  removed  by  the  snowplows,  no  interruption  in  the 
motor-car  service  occurred. 

Col.  N.  H.  Heft,  chief  electrical  engineer  of  the  New' York,  New  Haven 
and  Hartford  Railroad,  and  the  engineers  of  the  General  Blectric  Company, 
express  great  satisfaction  at  the  performance  of  the  entire  system  under  the 
severe  climatic  conditions.— ^j^rioi/  Worid. 
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Elementary  Form,  or  outlines  of  concrete  geometry.  A  key  to  the  sequence 
of  figure.  By  the  Rev.  W.  F.  C.  Morsell,  Springfield,  Mass.  Milton  Brad- 
ley Co..  1897.   ( Price,  Manual  and  blocks,  I5.00 ;  Manual  alone,  |i.ao). 

The  author  has  elaborated  what  appears  to  be  a  phUosophicat  method  of 

studying  the  relationships  of  elementary  geometrical  forms  and  of  their  com- 
posites. The  text  is  devoted  to  the  exposition  of  the  system  and  is  intended 
to  be  illustrated  and  explained  in  concrete  form  with  the  aid  of  a  set  of  blocks 
invented  by  the  author. 

The  system  devised  by  Mr.  Morsell  is  quite  original  and  should  prove  very 
helpful  to  teachers  and  pupils  in  simplif>  iug  the  study  of  applied  mathe- 
matics. W. 
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[PNKtedings  of  theslaUd  meeting  held  Wiednesday,  April  20,  /S^S.} 

Hau.  of  thb  FxiiNKi.iN  Institute, 
PHZ1JIDVI.PHIA,  April  20,  1898. 

The  Picaident,  Mr.  JOfON  Bi&UKBnm,  in  the  chair. 

Present,  198  members  and  visitors. 
Additions  to  membership  since  last  report,  29. 

Prof.  F.  h.  Garrisiiii,  chairman  of  the  Committee  on  Library,  }<;ave  an 
account  of  the  present  state  of  the  work  of  re-arranging  the  library  in  the  uew 
firepiool  aCack'XOOiD,  and  congrAtnlated  the  membefB  on  the  citconatance 
that  the  work  of  transferring  and  re-arranging  waa  now  practically  com- 
pleted, and  in  a  very  satisfactory  manner.  Be  Vtated  that  a  large  amount  of 
bindinc:  mul  repairing  had  been  fotmd  necessary,  and  that  the  efforts  made  bv 
tlie  Committee  to  secure  a  fund  of  several  thousand  dollars,  by  subscription, 
for  this  purpose,  had  met  with  encouraging  response. 

Flof.  L.  P.  Rondinella,  chairman  of  the  Committee  on  Sdenoe  and  the 
Arts,  made  a  report  of  the  present  atateof  the  work  of  that  hody.  He  renewed 
the  request  that  the  members  of  the.  Institute  would  aid  the  Committee  by 
suggesting  meritorious  subjects  for  investigation. 

Mr.  Wm.  F.  Roberts  gave  a  description  of  a  novel  form  of  motor  actuated 
by  carbon  dioxide,  the  details  of  which  are  reserved  for  publication.  The 
subject  was  illustrated  by  the  exhibition  and  operation  of  several  types  of  the 
motor,  and  evoked  a  very  general  discussion. 

Mr.  B.  C.  Batcheller,  engineer  of  the  Bi^heller  Fnenmatic  Tid>e  Cott' 
pany,  Philadelphia,  read  a  communication  on  "Recent  Progress  in  the 
Development  of  Pneumatic  Despatch  Tubes."  Tbe  speaker  gave  a  brief  his- 
torical sketch  of  the  subject,  and  describe<l  the  special  features  of  the  pneu- 
matic tube  systems  in  the  United  States  postal  service,  which  embody  the 
latssl  improvements.  The  subject  was  fully  illustnted  with  the  aid  of  lantern 
viewa. 

The  subjects  above  named  were  referred^  for  investigation  and  report,  to 

the  Committee  on  Science  and  the  Arts. 

Mr.  H.  Lyman  Say  en  described  and  illustrated  the  operation  of  certain 
improvements  in  X-ray  tubes,  which  he  had  devised.  These  improvements 
consist,  substantially,  in  a  form  of  construction,  whereby  any  desired  and 
predetermined  degree  of  vacuum  may  be  attained  by  suitable  adjustment, 
and,  when  once  attuned*  ia  automatically  maintained. 

Adjourned.  Wsi.  H.  Wabi^  Secretary, 
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COMMITTEE  OxN  SCIENCE  and  the  ARTS. 

[^Abstractof  proceedings  of  the  stated  meeting  held  li\\/ru\ufay,  Aprit  6,  /S^.] 
Prof.  I4.  F.  RoNDii<rEi«i«A.  ia  the  chair. 

Reports  on  the  following  subjects  were  considered  : 

Franklin  Jnsttfufc  Grand  Medal. — Dlscvisser!  and  referred  to  a  wgwiaX 
cwnmittee,  to  cotisider  and  report  upon  the  scope  of  the  medal. 

Trolley  Car  Fender. — Heury  IfOtzgesell,  Philadelphia.  Discussed  and 
referred  back  to  the  aub-oommitlee  U»  consider  certain  alleged  anticipatory 
inventloiia. 

ImpmvemenU  in  TlimhtdUes,'~Z,  W.  Merrill,  Brooklyn,  N.  Y.  PiMied 
first  reading. 

Swivel  Loom.  —Hermann  Willmunder,  Philadelphia.  Passed  first  reading. 
The  Abatement  of  the  Smoke  Nuisance^^Rsitntd  by  the  Institnte.  Pawui 
first  reading. 

Disinfectant  Ejector,— Wm.  B.  HoUiogshead,  Bronxville,  N.  Y.  Passed 
first  reading. 

Tldttl  JUaior.—Etntti  Morkmann.  Fhiladelpliie.  The  Comtnitlce  voted  te 
reconsider  its  report  on  this  case,  and  referred  the  subject  to  a  new  enb-eon- 
mittee.  « 

The  following  reiXMrts  were  adopted  : 

Wave  Mot nr — Henry  Lotzgesell,  Philadelphia. 

Abstract. — This  motor  is  fixed  to  a  triangular  float  placed  with  it«  apei 
towards  the  approaching  waves,  and  on  each  side  of  it  are  pi  vote  1  ibrcc  verti- 
cal shafts  having  large  vanes  on  their  lower  ends,  w  hich  receive  the  irapaa 
of  the  waves  and  impart  a  partial  rotation  to  the  said  shafts.  The  intermittent 
action  of  the  waves  is  transformed  into  a  oontinnona  motion  by  wdl-knoura 
mechanical  artifices,  and  the  same  may  then  be  transmitted  in  any  des'red 
manner. 

After  having  been  moved  back  by  the  impact  of  a  wave,  the  vanes  «rt 

rettirned  to  their  former  j  ositioii  hy  weights  appropriately  applied  to  the  W!- 
tical  shafts,  and  otlu  r  meclianical  devices  are  employed  when  necessary  to 
hold  anv  or  all  the  vaues  out  of  action.  [See  U.  S.  l,etters- Patent,  No.  597,ilSi 
January  11,  1898. 

The  report  finds  that  the  invention  exhibits  considerable  ingenoity,  bnt  ia 
the  absence  of  practical  tests  no  opinion  is  ventured  aa  to  its  mechanical  «r 
commeteial  usefnloess.  [Sub-commiitee^—ifAm  Haug,  chairman;  G.  Moigsa 

Bldridge. 

Automatic  Water-Supply  Cut-ojff'.—Samaon  Borgnis,  Philadelphia. 

Abstract. — The  object  of  thi<  device  is  to  effect,  automatically,  the  stop- 
page of  a  flow  of  water  after  a  certain  predetermined  interval  of  time  It 
consists  of  a  valve  which,  when  opened  by  hand,  permits  a  flow  from  tbe 
source  of  supply.  On  the  outlet  side  of  the  valve  thus  opened  is  a  w  heel  with 
radial  paddlra,  revolving  in  a  tightly  fitting  case  by  the  inflowing  stream  ^ 
water.  The  paddle-wheel,  by  means  of  connected  geanng,  is  caused  to  rtkm 
tbe  valve  previous  y  opened  by  band,  effecting  therdby  a  closure  in  the  |rfpe 
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and  fhe  ■topping  of  the  flow  of  water.  Hie  Interval  of  tune  elftpdng  between 
the  opening  of  the  valve  by  band  and  its  antovatle  dotiiig  la  detcnnined  by 

the  ratio  of  the  gearing. 

As  shown  in  the  model  presented  for  the  examination  of  tht;  suh-com- 
mittee,  the  device  does  not  register  a  predetermined  volume  of  water  and 
then  cat  off  the  supply,  as  in  the  caae  of  filling  a  tank,  but  ia  adapted  rather 
for  aervice  aa  an  attachment  to  a  garden  hoae  for  watering  lawna^  in  whldi 
the  mechaniam  might  be  adjuafced  for  a  certain  length  of  time  far  flow  throng 
a  sprinkler. 

The  sub-committee  inve«?tij^aling  the  device  commends  the  applicant  for 
the  conception  of  the  idea  aimed  at  by  his  inveution,  and  for  the  mgenuitv 
displayed  in  his  attempt  to  produce  a  mechanism  for  automatically  coutroiiiag 
the  flow  of  water  and  preventlag  waate.  The  report  suggcata  in  ita  eon- 
clnaiona  certain  modificationa  of  the  deviee  which  in  the  eonmiittee'a  opinion 
would  render  it  mote  efficient  and  naefol.  The  report  was  made  adviaoty. 
\Sub-Commiltee. — Wm.  M.  Barr.  chairman  ;  Thos.  P.  Conard.] 

Pneumatic  Bicycle. — J.  M.  Baker,  Lafayette  Hill,  Pa. 

This  inventor  proposes  to  construct  a  bicycle  frame  so  that  both  front  and 
rear  wheda  are  mounted  to  vibrate  within  the  frame-bearings  with  a  spring 
or  cuahioned  anppcMrt,  and  thna  overcome  the  jdt  and  ahock  incident  to 
riding. 

Applicant  submits  to  the  committee  certain  sketches  exhibiting  the 
e^srnti.il  features  of  his  plan  of  construction,  and  asks  for  advice  as  to  it.s 
presumable  utility.  The  report  advises  the  inventor  that  his  ideas  are 
impractical.   [Sub-CotHmilUe. — H.  R.  HeyL.] 

PRANKI«IN  INSTITUTB  AWARDS 

which  the  Committee  <m  Science  and  the  Arta  la  anthoriaed  to  grant  or 
recommend,  In  the  name  of  the  Inatltnte,  In  recognition  of  inventiona  and 
diaooveriea: 

Certificate  of  Merit  — TIk  Committee  on  Science  and  the  Arts  is 
authorized  to  award  and  issue  to  persons  by  said  Committee  adjudged  worthy 
a  certificate  of  merit  for  their  inventions,  discoveries  or  productions. 

BowA&D  LoNGSTRBTH  Medai,  OP  MsRiT.— This  award  ia  a  medal  of  sil- 
ver, and  ia  granted  by  the  Committee  for  a  naefnl  invention,  important  dia- 
covery  and  meritoriona  work  in,  or  contribution  to,  adence  or  the  indnatrial 
arts. 

John  Scott  Legacy  Premium  and  Medal. — This  award  comprises  a 
medal  of  bronze,  accompanied  by  a  money  premium  of  twenty  (20)  dollars, 
and  is  issued  by  autliority  of  the  Board  of  Directors  of  City  Trusts  (acting  for 
the  QXty  of  PhUadelphia)  on  the  recommendation  of  the  Franlclin  Inatitute 
(tfarongh  ita  Committee  on  Science  and  the  Arta). 

By  the  tennaof  the  will  of  John  Scott,  thia  award  is  to  he  made  "  to  ingen- 
ious men  and  women  who  make  useful  inventions." 

Eluott  Cresson  Medal. —This  award  is  a  medal  of  po!d  and  is  made 
by  the  Committee  on  Science  and  the  Arts  "for  some  discovery  m  the  arts 
and  sciences,  or  for  the  invention  or  improvement  of  aome  ua^nl  machine, 
or  for  some  new  proceaa,  or  combination  of  materiala  in  manuf actnrea ;  or  for 
ingenuity,  akiU,  or  perfection  in  workmanahip.*' 
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The  attentioii  of  investigators,  inventors,  authora  and  others,  interested  in 
the  terms  of  the  awards  here  described,  is  invited  to  the  statement  that  the  Com- 
mittee on  Science  and  the  Arts  of  the  Franklin  Institute  is  organized  for  the 
purpose  of  undertaking  tl.e  investigation  of  inventions  and  discoveries  sub- 
mitted to  it,  and  that  in  cases  deemed  wortiiy  of  such  recognitiou  the  grant 
of  one  or  the  other  of  the  foregoing  awards  mil  be  made  or  reemnmciided. 

The  Secretaiy  of  the  Iiutitnte  will  forward^  en  appUcatum,  foil  iafortnatloa 
as  to  the  maimer  of  tnaking  appllestioa  to  the  Contttittee  for  an  examination 
and  report  i!j>on  an  inTcntion  Or  discovery,  or  other  oontzibntion  of  value  to 
the  arts  and  sciences. 

Members  of  the  Institute  are  cordially  requested  to  co-operate  with  the 
Committee,  by  bringing  to  its  knowledge,  or  by  recommending  for  ittvestigp- 
ti<m  and  report,  inhjeets  of  a  meritorioiu  dianicter.  W. 


SECTION'S. 


Mining  and  Metai.i,urgicai.  SviOXiom.— Stated  Meeting  held  Tuesday, 
April  I2th»  Mr.  A.  B*  Onterhridgfe,  Jr.,  President,  in  the  chair. 

Senor  Ratmnndo  Cabrera,  of  New  York,  presented  a  communication  on 

'*The  Mineral  Resources  of  Cuba*'  (read  in  the  auth<Hr*S  absence  by  Mr. 
T^uis  B.  LevyV  The  author  gave  a  comprehensive  account  of  the  notable 
occurrences  of  useful  ores,  minerals  and  building  stones  in  the  various  prov- 
inces of  the  island,  and  a  historical  account  of  the  attempts  that  have  thus 
far  been  made  to  develop  and  commercially  exploit  them.  The  author  dwelt 
strongly  upon  the  past  and  present  hindrances  to  the  rapid  development  of 
the  mineral  industries  in  Cuba,  arising  from  political  conditions. 

Mr.  Miltiades  Th.  Armus  presented  a  paper  on  "The  Reduction  Works 
for  Silver  Ores  at  Arduana,  Sonora,  Mexico."  The  author  gave  a  detailed 
account  of  the  method  successfully  pursued,  under  his  superintendence,  iu  the 
metallurgical  treatment  of  the  very  complex  ores  of  this  district.  The  above 
papers  were  reiSerred  for  publication. 

Chemical  Skutioh, —Slated  Meeting  Tuesday,  April  19th,  Dr.  W.  J. 
Williams,  Vice-President,  in  the  chair. 

Dr.  Wm.  C.  Day,  Swarthmore,  presented  a  communication  on  **  A  Method 
of  Analyzing  Commercial  Phosphorus,"  in  which  he  gave  the  com^Munative 
results  obtained  by  the  gravimetric  and  volumetric  methods.  The  peper 
evoked  a  very  general  discussion. 

Dr.  Robert  Bradburj-  presented  a  communication  *'  On  Chemical  Equilib- 
rium," giving  a  summary  of  the  latest  physico^hemical  thecvics  bearing  on 
the  subject.  It  wss  voted  that  the  paper  be  made  the  subject  of  diocusrion  at 
a  future  meeting. 
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Notice! 

The  following  Reports  of  the  Examiners  of  the  Internation&l  Electrical  Exhibition 
of  the  Franklin  Institute,  held  in  1884,  have  l>een  published  in  pamphlet  form,  and 
will  be  mailed  to  any  address  on  receipt  of  the  price  named.    Address  orders  to 

Actuary  of  the  Franklin  Institutk, 

Philadelphia,  Pa. 


Sect.  V,  VI  and  VIII. — Electric  Lamps,  Carbons  tor  Arc  Lamps  20c. 

"  X.—  Boilers,    ....    c 

•«  XI. — Steam  Eitgincs,    . 

«*        XII. — Gas  Engines,   ...   20c. 

M       XIV  and  XVI.— Batteries,  .   ...   20c 

XVIII.—  Underground  Conduits,  .  .     20c. 

**       XIX. — Electric  Telegraphs,     20c 

**       XXI. —  Fire  and  Burglar  .'Vlarm.s,  etc.,  loc. 

"     XXII, — Electric  Railway  .Signaling  Apparatus,  .   .   50c. 

•«    XXIII. — Electro-Medical  Apparatus,    ...   20c. 
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w  XXVII. — .\[)[)licalion  of  Eleciucjiy  to  Warfare  2L>e 

"    XX L\. —  Educational  Apparatus,  

"     XXX. — Machinery  and  Mechanical  Appliances,  . 
Special  Report. — Efficiency  and  Duration  of  Incandescent  Lamps,  5CK 

"  "     — Dynamo- Electric  Machines,   qn^ 

Report  of  Chairman  on  Exhibition  Committee,   - 
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Mining  and  Metallurgical  Section. 

SiaUd  Meeting-,  Wednesday,  February  p,  iB^. 
Mr.  a.  £.  OUTBRBRiDtiB,  JR.,  PresidcDt  in  the  chair. 

The  practical  ASPECT  of  PRESENT  COMMER- 
CIAL METHODS  OF  TESTING  IRON  and  STEEL. 


By  p.  Krbuzpointnek,  Altoona,  Pa. 


Before  entering  on  the  discussion  of  the  subject  of  the 
paper  I  have  the  honor  to  read  to  you  this  evening,  I  beg  per- 
mission to  state  the  reasons  why  the  subject  of  testing  iron 
and  steel  deserves  general  attention.  Just  now  we  appear  to 
be  in  a  transitory  state  concerning  not  only  our  social  and 
political  but  our  commercial  and  industrial  organization. 
Among  other  things,  we  are  learning  somewhat  painfully  that 
the  popular  cry  of  our  inexhaustible  resources,  which  for  years 
has  been  dinned  into  our  ears,  has  been  leading  us  into  habits 
of  extravagances  which,  to  unlearn,  will  take  another  genera- 
tion. 
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At  the  same  time,  it  cannot  be  denied  that  the  lavish  use 
of  our  national  resources  has  been  instrumental  in  promotitif 

our  rapid  develoi)nicnt  and  in  the  attainment  of  our  present 
commanding-  couuuercial  and  industrial  position  among  the 
nations  of  the  world. 

The  subject  of  small  economies  has  become  a  favored  study 
with  engineers  and  managers  of  works  at  the  present  time, 
when  financial  success  depends  largely  on  the  ingenuity  dis- 
played in  the  perfection  of  economic  methods  of  production 
and  management. 

W'lien  it  is  found  necessary  for  the  manager  of  a  furnace 
to  expend  $40,000  for  such  improvements  as  will  enable  him  to 
save  30  cents  on  the  cost  of  producing  a  ton  of  pig  iron;  when 
the  design  of  a  heating  (urnace,  promising  the  saving  of  20 
cents'  worth  of  coal  per  ton  of  output,  is  anxiously  studied  by 
the  manager;  when  the  prices  per  pound  of  steel  sold  are  cal- 
culated to  the  fourth  decimal  of  a  cent,  and  the  saving  of  a 
hoop  or  two  less  on  the  barrels  for  shipping  may  represent  ail 
the  i)rofits  on  the  investment  in  a  year  of  depression,  and  when 
the  increasing  volume  of  available  capital,  with  a  consequent 
decrease  of  interest  on  the  capital  invested,  compel  the  con- 
^  structing  engineer  to  provide  for  increased  efficiency  at  a  de- 
creased cost,  then  we  can  readily  perceive  why  the  question 
of  less  quantity  combined  with  better  quality  of  the  materials  of 
construction  has  created  a  demand  for  means  and  metliods  to 
determine  the  most  suitable  qualities  of  these  materials  for  a 
given  purpose. 

Thus  the  economic  necessity  of  using  the  least  permissible 
quantity  of  a  material  of  approved  quality  has  created  an  in- 
creasing demand  for  more  or  less  elaborate  systems  of  testing, 
inspecting  and  analyzing  materials  of  construction.  And  smce 
the  results  of  the  judicious  application  of  the  details  of  a  svs- 
teni  of  testing  involves  questions  of  dollars  and  cents,  success 
or  failure,  reputation  or  disgrace,  of  safety  to  life  and  limb,  of 
freedom  from  anxiety  and  worr>'  of  various  kinds,  we  may 
deem  the  consideration  of  the  practical  aspect  of  present  meth- 
ods of  testing  a  question  of  economic  value,  a  question  of  dol- 
lars and  cents  to  the  investor,  to  the  director  of  a  railroad,  a 
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steamship  line,  or  the  stockholder  of  any  concern*  just  as  much 
as  the  profitable  renting  of  a  "skyscraper,"  of  carrying  pas* 
sengers  and  freight,  is  a  question  of  dollars  and  cents,  the  only 
difference  being  that  the  "skyscraper,"  the  car  or  ship,  carry- 
ing freight  or  passengers,  is  the  end  itself,  while  tlie  testing  of 
the  materials  used  in  building  tlie  skyscraper."  the  car  or  ship, 
to  make  them  useful  as  an  interest-bearing  investment,  is  a 
means  to  the  end. 

The  measure  of  the  value  of  a  commodity  is  the  propor- 
tional amount  it  takes  to  buy  with  it  a  given  quantity  of  the 
necessaries  of  life;  or,  conversely,  how  much  we  can  buy  of  the 
necessaries  of  life  with  a  given  amount  of  a  commodity  or  its 
equivalent.  If  the  commodity  is  worth  much  we  get  much,  if  it 
is  worth  little  we  get  little.  Similarily,  the  measure  of  the 
practical  value  of  methods  of  testing  iron  and  steel  is  the 
amount  of  knowledge  we  possess  of  the  properties  and  qualities 
of  these  metals. 

In  other  words,  if  we  know  much  about  the  behavior  of 
iron  and  steel  under  strain,  our  methods  of  testing  will  be  the 
proper  ones,  and  we  will  thereby  obtain,  or  buy  with  that  large 
amount  of  knowledge,  if  you  please,  a  maximum  of  security, 
of  safety,  of  reputation,  of  freedom  from  danger,  anxiety  and 
worry,  of  financial  and  social  success  for  the  investor  and  engi- 
neer. On  the  cuiUiary,  if  our  knowletlge  in  this  line  of  pur- 
suit is  inferior  and  defective,  our  methods  of  tt'stinii:  will  be 
inferior  and  defective,  and  we  can  buy  l)ut  a  minimum  of 
safety  and  success,  with  consequent  loss  through  avoidable  re- 
pairs, renewals,  the  use  of  more  metal  than  is  necessary,  or  in- 
ferior metal,  and  all  this  implies.  Thus  we  perceive  how  proper 
methods  of  testing  may  become  of  high  commercial  value,  a 
marketable  commodity,  as  it  were,  of  the  knowledge  we  pos- 
sess of  the  properties  of  iron  and  steel  and  the  financially  suc- 
cessful api>lication  of  these  properties. 

Unfortunately,  the  effects  oi  the  work  of  proper  or  im- 
proper methods  of  testing  are  not  so  readily  seen,  demonstrable 
or  calculable,  as  the  correctness  or  usefulness  of  the  structure 
can  be  measured,  of  which  our  work  of  testing  is  an  essential 
part. 
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Let  us  examine  for  a  motnent  what  we  are  doing  when  we 
test  a  piece  of  iron  or  steel. 

TciLing  will  only  then  have  a  practical,  that  is,  a  comniei- 
cially-economic  valne.  if  the  method  we  use  is  in  strict  accord 
with  the  nature  of  the  metal  we  test. 

1£  the  method  is  not  in  conformity  with  this  essential  rc- 
qnirement,  which  is  the  first  principle  in  testing — ^that  is  to  say, 
if  by  any  method  the  metal  which  we  test  shows  qualities  dif- 
ferent from  those  actually  possessed  by  the  metal  we  test — then 
our  work  of  testing  sinks  to  the  level  of  an  exhibition  of  the 
mechanical  devices  which  we  use  for  testing  and  of  our  skill 
iu  handling  them. 

All  metals  aic  viscous  bodies,  their  \  iscmnux  being  a  matter 
of  degree  only  and  not  of  kind,  lience,  tlic  aim  of  testing  must 
be  to  ascertain  or  measure  the  degree  of  viscosity  possessed 
by  the  metal  we  test,  and  since  it  is  the  degree  of  viscosity 
which  fits  or  unfits  a  metal  to  do  a  given  work,  it  is  obvious 
that  methods  of  testing  are  of  practical  value  in  proportion  to 
the  degree  of  accuracy  with  which  we  ascertain  the  degfree  of 
viscosity  of  the  metal  we  test  and  its  natural  behavior  under 
strain. 

Owing  to  the  complexity  of  phenomena  produced  by  the 
factors  which  tend  to  destroy  a  metallic  structure,  and  to  the 
inherent  variableness  of  quality  often  found  in  the  various 
members  of  a  structure,  or  perchance  in  one  of  the  members, 
and,  owing  to  the  want  of  opportunity  by  the  engineer,  which 
often  prevents  him,  against  his  will,  following  up  his  observa- 
tions to  their  sources  by  never-ending  comparison  with  other 
similar  metal,  showing  the  same  properties  but  varying  quali- 
ties, there  does  at  present  not  yet  exist  that  uiiiionim}  ut 
opinion  concerning  the  properties  and  qualities  of  iron  and 
steel,  especially  the  latter,  which  is  so  de>irable  to  produce  the 
highest  degree  of  economic  value  obtainable  from  a  system  of 
uniform  methods  of  testing. 

Of  the  various  methods  used  at  present  to  ascertain  the 
physical  qualities  of  iron  and  steel  for  structural  purposes,  the 
tensile  test  appears  to  be  considered  the  most  important  and, 
therefore,  the  most  widely  used. 
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Although  the  value  of  the  tensile  te^t  has  been  over-rated 
to  a  considerable  extent,  it  is,  nevertheless,  an  indispensable 
and  most  valuable  guide  in  the  realm  of  physical  metallurgy. 
The  engineer  must  have  something  tangible  to  base  his  cal- 
culations on,  and  this  he  can  do  only  with  the  aid  of  the  fig^ii^cs 
obtained  in  a  tensile  test. 

Considering  that  a  bendingf  or  nicking  test  of  a  whole  bar 
shows  its  internal  make-up  as  well  and  often  l)etter  than  the 
tensile  test  of  a  strip  cut  from  that  bar,  it  is  within  the  limits 
of  everyday  experience  to  say  that  at  present  much  time  and 
money  is  spent  for  tensile  testing  of  ordinary  iron  where  a 
nicking  test  would  answer  the  purpose  and  sometimes  better. 

The  only  advantage  in  siich  cases  is  that  a  tensile  test  is 
quite  free  from  errors  of  judgment  of  the  person  making  the 
test,  while  with  a  nicking  test  judgment  and  knowledge  of 
methods  of  manufacture  come  into  play  if  such  a  test  is  to  be 
worth  anything. 

When  making  a  tensile  test,  several  different  stages  or 
phenomena  attract  our  attention  as  the  test  proceeds. 

■In  commercial  testing  these  phenomena  are  defined  as  elas- 
tic limit,  ultimate  strength,  per  cent,  of  elongation,  and  per 
cent  of  contraction  or  reduction  of  area. 

The  elasticity  of  iron  and  steel  is  a  complex  function  of  the 
viscosity  of  the  metal  as  a  whole,  the  hardness  of  the  individual 
crystal  or  fiber  and  the  cohesive  force  by  which  these  crystals 
or  fibers  are  held  together. 

It  is  conceivable  that  the  first  strain  applied  hrincfs  the  crys- 
tals or  fibers  into  closer  contact.  If  then  the  strain  is  released 
before  sliding  of  the  crystals  and  their  deformation  begins,  they 
return  or  spring  back  to  their  original  position,  this  action  con- 
stituting the  elasticity  of  the  metals.  If  the  strain  is  sufficient 
to  produce  sliding  and  deformation  and  the  strain  is  released, 
the  crystals  will  return  or  spring  back  only  partly,  while  part 
of  the  deformation  remains  as  permanent  set.  If  now  the 
strain  continues  witliout  stopping,  a  point  is  reached  where 
the  viscosity  of  the  metal  conies  into  play. 

At  that  point  the  metal  becj^ins  to  flow  visibly,  and  flows 
so  fast  that,  for  a  moment,  it  cannot  hold  up  the  weight  or  load 
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it  had  carried  thus  far.  This  point  is  indicated  on  the  testing 
machine  by  the  droppin*;  of  the  scalc-l)eani.  If  now  the  load  b 
released  there  is  a  recoil  as  before,  hut  it  is  very  small,  while 
the  permanent  set  may  be  all  the  way  from  yj|^  to  -f^^  of  an 
inch. 

After  the  drop  of  the  beam  the  metal  goes  to  destnictioQ 
more  or  less  rapidly. 

Now  it  is  this  point  when  the  beam  drops  which  is  called 

and  assumed  to  be  the  elastic  limit.  Engineers  and  their  in- 
spectors use  this  drop  of  the  beam  in  commercial  testing  almost 
exclusively,  and  of  course  the  mills  do  not  object  as  long  as  the 
consumer  is  satisfied. 

In  this  illustration  (Fig,  i)  we  can  easily  perceive  the  char- 
acteristic structural  arrangement  of  a  piece  of  steel. 


Pig.  I. 

There  are  variations  in  size  and  form  of  structure,  of  course, 
according  to  per  cent,  of  chemical  elements  and  mechanical 
treatment,  but  since  the  effects  of  stresses  are  probably  the 
same  on  all  kinds  of  structures,  the  structure  in  this  piece  of 
steel  will  do  as  well  for  an  illustration  as  any  other. 

Considering  that  the  hard  crystals  of  steel  are  imbedded 
in  a  softer  matrix,  and  that,  generally  speaking,  the  proportion 
of  this  matrix  iS  greater  in  the  softer  grades  of  steel,  which 
brings  the  hard  crystals  farther  apart  in  soft  steel  than  in  hard 
steel,  it  does  not  seem  to  require  a  great  deal  of  imagination 
to  perceive  that  the  first  stresses  apjilied  will  tend  to  close  up 
the  spaces  between  the  crystals  by  bringing  them  closer  to- 
gether and  compressing  somewhat  the  softer  matrix  in  whioli 
the  crystals  are  imbedded  or  surrounded.   On  release  of  the 
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stress  the  compression  on  ihc  matrix  is  removed,  and  if  the 
stress  has  been  below  the  hmit  of  compressil)iliiy  of  the  matrix, 
the  crystals  will  return  to  their  original  positions  without  them- 
selves suffering  distortion. 

The  hardness  and  size  and  shape  of  the  individual  crystals, 
the  proportion  and  plasticity  of  the  matrix,  with  all  the  com- 
plexities of  variables  produced  by  work  and  heat  in  the  steel 
or  iron,  probably  are  the  causes  which,  by  their  action  and 
reaction.  i)ro(luce  that  apparent  irregularity  observed  in  taking 
the  elastic  limit  and  to  avoid  which  a  short  cut  is  taken  across 
lots,  and  the  hrst  interval  of  stretch  without  increase  of  load 
is  taken  as  the  elastic  limit,  which  is  the  point  when  the  beam 
drops  temporarily. 

Since  limit  of  elasticity  means  that  point  where,  on  release 
of  the  load,  the  material  strained  assumes  its  original  form  and 


Fig.  a. 


dimensions,  it  is  obvious  that  a  point  where  the  jjermanent  set 
measures  from  xfir     "AfV  cannot  be  the  hmit  of 

elasticity. 

Viscosity  is  active  to  change  the  form  of  the  crystals.  The 
cohesive  force  has  yielded  to  the  extraneous  force  and  per- 
mitted the  crystals  to  leave  their  original  position  and  slide 

upon  each  other.  The  structure  of  the  metal  l)eint3^  thus  in  a 
disturbed  and  permanently  distorted  condition,  it  is  self-decep- 
tion to  accept  the  drop  of  the  beam  as  the  limit  of  elasticity 
and  as  a  basis  of  the  engineers'  calculations. 

In  this  sketch  {Fig,  2)  the  top  line  is  the  elastic  limit  or 
limit  of  proportionality.  Each  of  the  following  lines  represents 
1,000  pounds  of  load  api)lied  while  the  test  piece  was  under 
stress  in  the  testing  machine.  The  fifth  line  was  made  when 
the  beam  dropped,  which  tneans  that  in  this  case  the  so-called 
elastic  limit  is  5,000  pounds  higher  than  the  limit  found  with 
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the  dividers.  The  changes  taking  place  in  the  metal  at  the 
various  stages  of  load  and  stretch  are  approximately  illustrated 
in  the  diagram,  Fig,  j. 

Along  the  base  line  from  0  \o  A  the  stretch  of  the  steel 
tested  for  each  i,ooo  pounds  load  is  given  in  hundredths  of  an 
inch. 

The  actual  stretch  from  load  to  loa  d  magnified  in  the 
diagram  for  better  illustration.  The  distainjc^  ou  the  diagram 
between  each  succeeding  load  or  vertical  lines  denotes  that  pe- 
culiar stage  in  the  hfe  of  iron  and  steel  where,  alter  the  elastic 
limit  is  passed,  the  metal  stretches  without  increase  of  load.  On 
the  piece  tested,  the  stretches  between  the  point  of  elastic  limit 
at  38,000  pounds  and  the  drop  of  the  beam  at  42,000  pounds 
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were  so  small,  not  quite  of  an  inch  in  1,000  pounds,  that 
they  arc  not  given  singly  on  the  diagram,  but  are  included  in 

the  space  between  38,000  and  j\,2, 000  pounds.  If  we  now  analyze 
the  diagram,  we  find  the  elastic  limit  at  38,000  pounds.  From 
there  to  42,000  i)()un(ls  is  a  total  stretch,  as  already  stated,  of  a 
hundredth  of  an  inch.  At  42,000  pounds  the  beam  dro|)i)ed 
and  tlie  test-piece  stretched  ^  of  an  inch  until  the  beam  rose 
again  at  43,000  pounds;  at  that  load  it  dropped  again,  and 
there  was  an  interval  of  stretch  without  increase  of  load  of  fully 
of  an  inch  before  the  beam  rose  to  mark  a  load  of  44»ooo 
pounds.  For  the  next  four  intervals  the  stretch  is  uniformly 
of  an  inch  each,  after  which  it  increases  rapidly  for  each  1,000 
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pounds  load,  antil  fracture  took  place  at  58,600  pounds.  One  of 
the  objections  made  against  the  present  method  of  taking  the 

elastic  limit  by  the  drop  of  tlie  beam,  or  yield  point,  is  that  the 
drop  is  often  not  well  dehned,  or  that  there  are  more  than  one 
drop,  thus  misleadini:;  the  operator,  who  then,  in  order  to 
make  some  showing  on  paper,  gives  whatever  drop  seems  to 
him  the  most  pronounced,  or,  worse  still,  what  appears  to  him 
as  a  drop  of  the  beam,  producing  results  which  are  mere  guess- 
work, a  delusion  and  a  snare.  In  the  diagram,  for  instance, 
the  first  drop,  being  only  one-fifth  the  duration  of  the  second 
drop,  is  easily  missed,  and  thus  the  engineer  is  persuaded  to 
base  his  calcnlations  on  an  elastic  limit,  at  which  the  metal,  if 
loaded  to  that  point  in  actual  service,  would  stretch  and  set 
permanently  i  -f  <>  +  30  =j^of  an  inch. 

Another  very  striking  example  illustrating  the  foregoing  is 
shown  in  the  following  results  of  tests  of  a  bar  of  axle  steel: 
The  bar,  after  being  forged  to  i>i  inches  in  diameter,  was  cut 
into  three  equal  lengths  of  18  inches  each.  Test  No.  i  was  left 
as  coming  from  the  hammer.  Test  No.  2  was  heated  to  bright 
cherry  and  buried  in  charcoal  dust  to  cool  slowly.  Test  No.  3 
^v.l^  heated  to  l^right  cherry  and  left  to  cool  down  with  the 
furnace. 

The  elastic  limit  was  taken  with  the  dividers  by  the  author 
while  the  man,  operating  the  machine,  and  who  is  quite  expert 
in  that  manner  of  work,  noted  the  yield  point. 


COUPARATtVB  RH8UI.TS  OP  ELASTIC  LIMIT  (UXTT  OP  PROPORTIONALITT) 
AND  THS  VIBLD  POINT  A8  OBTAINBD  BY  TBS  DROP  OF  TSB  aCALB.BSAlI. 
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Analyses  of  these  results  show  the  elastic  limit  of  No.  i  t> 

be  48  3  per  cent.,  and  of  Nos.  2  and  3,  48*1  and  46*2  per  cent , 

respectively. 
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The  elastic  limit,  as  obtained  by  the  drop  of  the  beam  or 
yield  point,  is  607  per  cent,  in  No.  i,  S3'2  per  cent,  in  No.  2 
and  61  '4  per  cent,  in  No.  3. 

These  figures  appear  all  the  more  significant  when  we  con- 
sider the  well-known  fact,  liable  of  proof  by  any  one  who 
desires  to  do  so,  that  annealing  above  900^  F.  lowers  the  ten- 
sile strength,  clastic  limit  and  ilie  yield  i>oiiU  in  proportion  to 
the  degree  of  licat  applied. 

In  Bauschin^^er's  "Mittheilungen,"  Heft  XIII,  page  26.  it 
is  said  on  this  point : 

"The  effects  of  heating  above  that  temperature  (450°  C.) 
and  the  subsequent  slow  or  quick  cooling  consists  in  lowering 
the  elastic  limit  and  the  yield  point,  the  more  so  the  higher  the 
temperature  was.  However,  the  effects  are  greater  on  the 
former  than  on  the  latter." 

According;! \ .  we  find  the  elastic  limit  in  the  annealed  pieces 
Nos.  2  and  3  lower  than  Xo.  i.  But.  while  tlic  yield  ])()int  ol 
No.  2  is  lower  than  of  Xo.  i,  it  is  higher  in  Xo.  3,  althoiii^^h 
No.  3  is  lower  in  tensile  strength  than  No.  2  by  4,900  pounds. 
Thus  we  see  that  the  method  of  taking  the  elastic  limit  with  di* 
viders,  crude  as  it  is,  is  still  more  reliable  for  revealing  the 
true  condition  of  the  metal  under  test  than  the  drop  of  the 
beam,  which  not  only  gives  too  high  a  value,  but  also  gives 
results  contrary  to  the  accepted  theories  and  practical  experi- 
ence. 

If  the  elastic  limit  is  a  complex  function  of  molecular  move- 
ment of  the  individual  crystals  and  a  sliding  upon  each  other 
of  these  crystals,  then  the  smallest  permanent  set  means  a  dis- 
torted structure  of  the  metal  from  what  it  was  originally,  and  if 
we  apply  from  3,000  to  12,000  pounds  more  load  beyond  the 
point  where  this  distortion  begins  or  up  to  the  yield  point, 
which  is  that  point  in  iron  and  steel  under  stress  where  stretch 
momentarily  increases  faster  than  the  load  api)lied.  then  we 
clcarl}  reacli  a  point  where  a  breakini;  up  of  the  structure  is 
near,  or  at  lea.«t  an  entire  change  of  structure  takes  place,  due 
to  the  visible  stretching  of  tlie  metal.  Hence,  since  a  release 
of  the  load  at  the  point  of  elastic  limit  means  a  complete  res- 
toration to  its  original  condition  of  whatever  distortion  the 
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metal  may  have  suttered  at  that  point,  while  a  conuiuiation 
of  the  loading  or  stress  beyond  that  point  means  not  onlv  a 
permanent  but  an  increasing  distortion  in  proportion  to  in- 
crease of  load,  and  since  at  the  point  in  testing  where  the 
beam  drops  temporarily  because  the  metal  is  weakened  mo- 
mentarily to  such  an  extent  that  it  cannot  carry  the  load,  which 
means,  if  it  means  anything,  an  entire  and  radical  change  of 
structure  at  the  yield  point,  a  change  in  quality  different  from 
tlie  quality  the  eni^ineer  had  based  his  calculations  on,  there- 
fore, the  present  method  of  testing,  where  the  drop  of  the 
scale  beam  or  yield  point  is  assumed  to  be  the  limit  of  elas- 
ticity of  iron  and  steel,  is  unscientific  and  unpractical,  and  a 
mistake,  because  at  that  point  the  structure  or  part  of  a  struc- 
ture has  taken  a  considerable  and  visible  permanent  set,  while 
what  is  meant  by  the  elastic  limit  is  a  return  to  the  origin.d 
lengtli,  breadth  or  thickness  of  the  metal  on  the  release  of  the 
load.  Beyond  this  point  the  engineer  deals  with  new  and  un- 
known qualities  of  the  metal. 

Rather  than  to  be  satisfied  with  mere  guesswork  and  self- 
deception,  it  would  be  better  not  to  take  the  elastic  limit  at  all. 

Methods  of  manufacture  have  reached  such  a  point  of  per- 
fection in  well-managed  works  that  it  is  unnecessary  to  take 
the  elastic  Hmit  of  every  test-piece.  To  take  it  occasionally 
with  care,  patience  and  accuracy  is  more  rational  than  to  be 
satisfied  with  what  in  many  instances  amounts  to  a  mere  guess. 
If  the  author  has  laid  particular  stress  on  this  subject,  it  is 
because  the  limit  of  elasticity  in  iron  and  steel  is  the  turning 
point  from  the  known  condition  of  the  metal  on  which  the 
engineer  bases  his  calculations  to  the  unknown  condition  of 
a  changed  structure  about  which  the  engineer  knows  nothing, 
knows  nothing  of  its  future  behavior,  and  which  change  of 
structure  we  have  reason  to  believe  marks  the  beginning  of  the 
fatigue  of  a  metal. 

There  is  all  the  less  excuse  to  be  satisfied  with  a  mere  guess 
and  a  self-deception,  since  there  are  instruments  in  the  market 
for  determining  the  elastic  limit,  which,  while  they  may  not  be 
perfect,  are  a  great  improvemeiu  over  the  data  obtained  by 
the  drop  of  the  beam.    The  ultimate  strength  is  a  reliable 
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measure  of  the  power  of  a  metal  to  resist  stress,  although  the 
engineer  does  not  consider  his  structure  ever  to  be  strained  to 
the  point  of  destruction.  It  has  been  proposed  by  some  to 
stop  testing  at  the  elastic  limit,  by  others  to  take  the  lireaking 
load  instead  of  the  ultimate  strength  as  the  measure  of  value. 

'ever,  there  are  practical  difficulties  connected  with 
the  attempt  to  determine  the  breaking  load  accurately,  and 
the  proposition  has  been  abandoned. 

To  accept  the  percentage  of  elongation  in  a  given  test  sec- 
tion is  a  practical  and  reliable  measure  of  the  ductility  of  iron 
and  steel.  The  elongation  is  the  measure  of  the  degree  of 
plasticity  which  gives  to  a  metal  the  power  to  yield  imder 
shock,  to  cushion  the  blow,  as  it  were.  Hence,  the  more  j)lastic 
a  metal  the  more  it  will  stretch,  and.  therefore,  this  stretch, 
exjjressed  in  per  cent,  of  elongation  in  a  given  section,  is  the 
measure  of  the  degree  of  plasticity  of  the  metal  we  test. 

However,  the  flow  of  iron  and  steel  under  stress,  due  to 
these  metals  having  the  property  of  being  viscous,  is  easily 
retarded  by  improper  shape  of  test  section,  and  the  elongation, 
as  a  measure  of  the  flow  or  plasticity  of  metals,  will  be  of  prac- 
tical value  only  then  if  the  test  section  gives  free  play  to  the 
viscous  action  of  the  metal  under  test.  Hie  8-inch  section, 
now  generally  used,  fulfills  this  requirement  better  than  any 
other  section  used  in  commercial  testing,  and,  therefore,  the 
present  method  of  measuring  elongation  may  be  considered 
of  practical  value. 

The  same  cannot  be  said  of  contraction  or  reduction  of  area 
as  a  measure  of  the  commercial  value  of  iron  and  steel.  While 
contraction  of  area  is  valuable  to  the  expert  in  the  testing 
laboratory,  in  everyday  commercial  testing  there  is  no  time 
to  study  the  various  plienomena  ])roducing  certain  effects,  but 
must  have  a  direct  exposition  of  the  factors  which  tend  to  de- 
stroy a  metallic  structure.  This  contraction  of  area  does  not 
do. 

In  theory,  contraction  of  area  is  supposed  to  represent  the 
degree  of  plasticity  of  a  metal  by  assuming  that  every  particle 
of  the  metal  under  test  is  in  prime  condition  to  stretch  and 
flow  to  its  maximum  capacity,  until  the  extraneous  force,  trying 
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to  tear  the  metal  apart,  is  able  to  overcome  the  cohesive  force 
with  which  the  particles  are  held  together.  Wohler,  who  has 
done  so  much  to  advance  our  theoretical  knowledge  of  iron 
and  steel,  and  who  was  the  father  of  contraction  as  a  measure 

of  quality,  based  his  earlier  speciiications  on  ihc  al)Ove  assump- 
tion by  making  tensile  strength,  plus  per  cent,  of  contraction  of 
area,  equal  100,  100  being  the  standard  for  quality,  with  a  mini- 
mum allowance  of  95.  This  assumption,  however,  presupposed 
an  ideal  metal,  which  we  seldom  get  with  the  everyday  produc- 
tion  of  masses  of  metal  for  commercial  purposes. 

Even  vrith  the  exercise  of  proper  skill  and  care  there  is  no  • 
puddle  ball  or  steel  ingot  having  all  its  constituent  elements 
distributed  so  uniformly  as  to  leave  no  more  of  them  in  one 
place  than  in  another,  thus  causing  a  difference  in  structure 
with  a  consequent  difference  in  density,  which  in  turn  leads  to 
an  inequality  of  flow  and  power  of  resistance  to  stress.  Hence, 
the  particles  cannot  flow  uniformly  and  uninterruptedly,  even 
if  they  were  not  hindered  in  doing  so  by  laminations,  and,  since 
rupture  takes  place  at  the  weakest  point,  so  Iflcewise  is  contrac- 
tion determined  by  local  conditions  principally  and  not  by  the 
condition  of  the  whole  mass  of  metal  except  there  be  ideal  uni- 
formity. 

Moreover,  unlike  stretch,  which  becomes  a  measurable 

quantity  at  an  early  stage  of  the  testing,  contraction  takes 
place  chieily  between  the  penud  when  the  ultimate  strength 
is  reached  to  the  point  of  fracture.  It  is,  therefore,  the  last 
gasp,  as  it  were,  in  the  life  of  the  metal  tested,  and  a  careful 
engineer  does  not  expect  his  structure  to  break  down.  The 
difiiculty  of  measuring  the  per  cent,  of  contraction  with  any- 
thing approaching  accuracy  also  tends  to  make  this  method 
of  testing  an  unsatisfactory  and  unreliable  one  from  a  practical 
standpoint. 

The  fact  that  contraction  is  not  uniformly  proportional  to 
strength,  but  shows  an  niegular,  varying  percentage,  while 
elongation  is  more  or  less  proi)ortional  to  strength,  also  shows 
that  reduction  of  area  is  an  exponent  of  local  rather  than  gen- 
eral conditions. 

With  special  high-grade  steel,  like  gun  forgings  and  short 
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test  pieces,  it  may  be  that  reduction  of  area  has  some  practical 
value*  but  such  exception  cannot  be  applied  to  the  enormous 
masses  of  structural  material  of  all  kinds  produced  and  used 
uiulcr  tlie  stress  of  everyday  competition  and  manifold  appli- 
cations. 

While  elongation  is  the  resultant  of  the  stretch  of  ever)- 
cross  section  of  the  area  stretched,  hence  gives  an  average  of 
the  total  variations  of  the  whole  section,  reduction  of  area  gives 
only  the  ability  to  contract  at  that  portion  of  the  section  where 
the  test  piece  breaks,  which  point  includes  only  a  few  of  the  | 
•  many  cross  sections  into  which  the  section  may  be  divided 

Therefore,  the  larger  the  test  section,  other  things  heing 
equal,  the  less  representative  a  quality-measure  reduction  of 
area  is,  leaving  out  now  all  other  considerations.  These  few 
test  pieces  explain  this  very  well. 

The  practical  value  of  the  drop  test  as  a  quality  measure 
is'more  and  more  appreciated  hy  the  engineer. 

Iron  and  steel,  when  repeatedly  subjected  to  dynamic 
stresses,  shocks.  1>l()\vs  or  vibrations,  is  affected  diflerently  j 
than  when  only  static  stresses  are  active  to  destroy  a  structure 
or  part  of  a  structure. 

During  a  tensile  test  there  is  ample  time  for  the  quick- 
flowing  molecules  of  structural  iron  and  steel  to  adjust  them- 
selves to  new  conditions,  induced  by  the  stress  operating  to 
destroy  the  metal.  Under  the  sudden"  shock  of  a  drop  test 
every  individual  particle  is  put  on  its  own  merits. 

If  the  cohesion  with  which  the  particles  are  held  together 
is  inferior,  there  will  be  separation  under  but  a  few  blows,  if 
there  is  irregularity  of  structure,  microscopic  nests  or  veins  of 
impurities  or  flaws,  then  such  defects  will  act  like  wedges 
driven  between  the  structure,  and  fracture  will  be  from  inward 
out. 

To  resist  sudden  shock  successfully,  the  metal  must  be  able 
to  transmit  the  vibrations  caused  by  the  l)low  on  the  particles 
directly  struck  from  particle  to  particle  in  the  shortest  possible 
time.  If  the  tremor  caused  at  the  point  of  impact  is  not  con- 
veyed or  conducted  away  quickly  and  distributed  uniformly 
throughout  the  mass  of  metal,  if  the  tremor  is  arrested  by  flaws. 
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laminations,  segregations,  irregularity  of  structure,  etc.,  or  if 
the  metal  is  too  brittle,  does  not  cushion  enough,  as  it  were, 
then  the  metal  will  soon  separate  along  the  cleavage  lines  of 
the  crystals  and  break  under  a  few  blows. 

Hence  the  drop  test  as  a  measure  of  shock-resisting  power 
is  a  very  practical  method  of  testing,  provided  the  blows  are 
heavy  enough.  If  they  are  not  heavy  enough  to  bring  out  the 
possible  defects  at  the  first  two  or  three  blows,  every  succeed- 
ing- blow  heats  the  metal,  causing  a  change  of  structure,  thus 
minimizing  certain  defects  that  may  exist  in  the  metal.  The 
function  then  of  the  drop  or  impact  test  of  any  kind  is,  first, 
to  determine  the  presence  of  such  defects  which  mechanically 
separate  the  particles  of  the  metal,  or,  in  other  words,  impair 
their  intimate  contact  and  adhesion,  and,  second,  to  determine 
the  ability  of  the  metal,  other  things  being  equal,  to  absorb,  as 
it  were,  to  convey  and  distril)ute  over  every^ — even  the  smallest 
— cross  section  of  the  metal  the  vibrations  profluced  on  its  sur- 
face by  shocks,  in  order  to  prevent  tlie  overstraining,  and  hence 
fatiguing,  of  any  cross  section  of  the  metal  at  the  expense  of  its 
neighbors,  thus  producing  early  fracture. 

The  nicking  and  bending  tests  are  extremely  valuable, 
either  for  themselves  or  as  auxiliaries  to  the  tensile  test. 

Nicking  a  piece  of  steel  or  iron  on  one  side  and  breaking 
it  quickly  will  show  several  things.  If  iron,  a  nicking  test  will 
show  whether  it  is  clean  or  dirtv.  short  fibered  or  long  fibered, 
dry  or  juicy,  coarse  crystaUnie,  due  to  cold  shortness,  or  that 
fine,  mushy,  silvery  granulation  so  characteristic  of  burnt  iron. 
In  steel  the  nicking  will  show  laminations,  shortness  and,  to  a 
certain  extent,  want  of  uniformity  of  heating  of  the  material 
in  the  mill,  if  there  are  many  pieces  of  the  same  kind  of  metal 
to  be  tested.. 

The  bending  test  is  quite  a  reliable  measure  of  ductility, 
more  so  for  middling  hard  grades  of  steel,  from  boiler  grade 
up,  than  for  the  softer  kinds.  Steel  flows  so  easily  imder  even 
moderate  pressures  that  a  dead-soft  piece  of  steel  must  be  very 
bad  indeed  if  it  will  pot  stand  bending  double  without  signs 
of  distress.  What  makes  the  bending  test  valuable  with  mid- 
dling hard  steel  is  the  severe  strain  the  bending  imposes  on  the 
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cohesive  power  which  holds  the  particles  of  the  steel  together. 

Generally  speaking,  steel  consists  of  two  distinct  bodies, 
a  harder  body,  forming  the  crystalline  portion,  imbedded  in  a 
softti  mass.  We  have  reason  to  believe  that  the  hard  body 
predominates  in  the  harder  grades  of  steel,  while  it  lornis  but  a 
small  percentage  of  the  total  mass  in  the  soft  grades.  It  is  the 
soft  body  chiefly  which  imparts  ductility  to  steel. 

Now  it  is  clear  that,  in  order  to  produce  maximum  resist- 
ance to  rupture,  the  union  between  these  two  bodies  must  be 
at  its  best  in  order  to  resist  the  severe  strain  on  the  convex 
surface  of  a  bent  piece  of  steel. 

For  this  reason,  if  the  convex  surface  has  a  velvety  ap- 
pearance without  cxhibitnig  the  least  skin  cracks  even,  we  have 
a  right  to  conclude  that  a  piece  of  steel  thus  tested  is  of  very 
good  quality,  always  provided  that  the  bend  is  sufficiently  large 
to  strain  the  metal  to  its  utmost.  For  these  reasons  also  bend- 
ing tests  on  square  or  cornered  bars  are  more  severe  than  on 
round  ones.  The  above  points  are  also  applicable  to  iron  with 
certain  luudiiicaiiuns. 

Under  certain  conditions  the  nicking  and  bending  test  may 
become  much  more  valuable  and  reliable  as  a  quality  measure 
than  the  tensile  test. 

The  elongation,  n»easured  around  the  convex  surface  of 
a  bent  piece  of  steel,  is  often  found  to  be  equal,  or  a  little  more, 
to  the  elongation  in  a  2-inch  section  of  a  tensile  test. 

The  nick-bending  test  is  still  more  effective  than  the  nick- 
ing test  alone  or  the  bending  test  alone.  A  piece  of  structural 
iron  or  steel  must  be  very  good  indeed  to  suffer  bending  upon 
itself  after  having  been  nicked,  which  is  meant  by  a  nick-bend- 
ing test. 

Especially  on  steel  is  this  a  very  severe  test,  because,  if  the 

crystals  of  steel  are  once  separated  anywhere  in  the  mass,  this 
separation  is  readily  continued  along  the  cleavage  faces  where 
the  crystals  adhere  to  each  other  by  their  sides.  To  be  al»le, 
therefore,  to  bend  a  nicked  piece  of  steel  upon  itself  means  su- 
perior cohesion  of  the  particles,  which,  if  the  strength  is  suf- 
ficient, means  an  excellent  material  for  constructive  purposes. 
The  quenching  test  as  a  measure  of  quality  and  practical 
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utility  may  be  considered  of  doubtful  value.  So  many  variables 
enter  into  the  successful  performance  of  this  test  that  it  is  very 
easy  to  produce  such  conditions  as  will  nullify  the  object  yre 
intend  to  accomplish. 

A  successful  quenching^  test  requires  the  uniformly  carrying 
out  of  the  details  to  be  observed  more  accurately  than  any 
uiher  test,  because  the  heat  emjiloyed  will  produce  different 
effects  from  those  we  expect  to  if  that  dejGfree  of  heat  is  not 
in  conformity  with  the  point  at  which  the  chemical  elements 
change  in  the  steel. 

The  investigations  of  Osmond,  Brinnel,  Charpy,  Arnold, 
Hadiield,  Saveur,  Howe  and  others  point  to  the  conclusion 
that  the  changes  in  properties  in  steel  due  to  heat  treatment 
take  final  and  definite  shape  within  well-defined  and  somewhat- 
narrow  limits.  Below  these  limits  complete  change  of  elements 
does  not  take  j)lacc. 

In  ordinary  annealing, experienced  judi:^nient  is  a  sufficiently 
close  guide  to  produce  the  effects  we  desire.  In  the  process 
of  tempering  tools  we  are  guided  by  the  variously-colored 
films  of  oxide  forming  on  the  steel. 

In  the  specifications  for  quenching  tests  we  usually  find  the 
empirical  statement  of  "cherry  heat/'  or  the  still-less  intelti- 
gent  expression  "blood  heat." 

These  terms  are  applied  to  all  grades  of  structural  steel,  not- 
w  iiliiianding  the  fact  that  the  effects  we  intend  to  jirodiice  by 
these  degrees  of  heat  arc  not  alike  on  all  grades  of  steel.  In 
other  words,  since  variation  in  the  ])ercentage  of  chetnical 
elements  in  steel  require  varying  degrees  of  heat  to  produce  a 
desired  change,  the  now  uniformly  applied  so-called  "cherry" 
or  "blood  heat"  will  produce  varying  efFects  on  the  piece 
quenched  without  our  knowing  what  these  effects  really  are. 

Thus  the  operation  of  quenching  as  usually  performed  is  a 
crude  guesswork,  a  hit  or  miss  performance,  unjust  to  the 
manufacturer  and  misleading  to  the  engineer. 

To  do  justice  witli  a  quenching  test  to  ourselves  and  others 
we  ought  to  specify  the  chemical  composition  the  material  to 
be  quenched  ought  to  have,  the  degree  of  temperature  at  which 
that  particular  change  of  chemical  elements  takes  place  which 
Vol.  CXLV.  No.  870.  a? 
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ib  lo  produce  the  effect  we  expect  and  desire,  and  the  degree 
of  temperature  of  the  quenching  fluid  at  which  the  change  of 
elements  in  the  steel  becomes  fixed. 

Brief  and  incomplete  as  the  foregoing  explanation  is,  it 
will  probably  indicate  that  the  performing  of  a  proper  and 
reliable  quenching  test  requires  knowledge  of  the  carbon  con- 
tents of  the  steel  to  begin  with  and  the  measuring,  by  means 
of  a  pyrometer,  the  degree  of  heat  of  the  steel  just  as  much 
as  we  measure  the  temperature  of  the  quenching  fluid.  Only 
with  the  co-operation  of  these  three  factors  can  we  claim  prac- 
tical usfulness  for  the  quenching  test. 

Routine  transverse  tests  are  principally  made  on  cast  iron 
and  other  hard  material. 

On  account  of  the  absence  of  the  restraining  influence  of 
grips  or  holders,  every  particle  of  the  metal  ni  a  transverse  test 
piece  is  free  to  act,  and,  therefore,  such  a  test  is  a  reliable 
measure  of  ductility  and  homogeneity. 

Especially  for  cast  iron  this  test  is  preferable  to  a  tensile 
test  of  that  metal.  The  ductility  of  cast  iron  is  very  small,  and 
what  little  viscosity  there  is  is  overbalanced  by  the  rigidity  of 
the  metal  to  such  an  extent  that  there  is  no  measurable  flow, 
and,  therefore,  fracture  takes  place  with  the  beginning  of  tlow. 
and  no  measural)le  elongation  is  obtained  in  a  tensile  test  of 
cast  iron.  What  little  ductility  there  is  is  hindered  from  be- 
coming manifest  by  the  restraining  intiuence  of  grips  and  the 
eccentricity  of  the  pull  of  the  testing  machine. 

Whatever  eccentricity  there  is  in  a  testing  machine,  how- 
ever small,  in  the  test  of  a  cast-iron  test  piece  it  is  sufficient  to 
snap  off  the  piece  sideways  before  the  small  amount  of  duc- 
tility there  is  has  time  to  assert  itself.  This  is  probably  the 
reason  that,  while  we  get  no  elongation  in  a  tensile  test  of  cast 
iron,  the  same  iron  tested  transversely  will  give  from  j^to^^of 
an  inch  deflection,  showing  that,  while  our  method  is  in  con- 
formity with  the  nature  of  the  metal  under  test,  the  other 
method  is  not. 

Only  when  there  is  a  long-continued  series  of  cast-iron  ten- 
sile tests  made  under  the  same  conditions  with  the  same  mix- 
ture is  a  tensile  test  of  cast  iron  of  approximate  value,  because 
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then  the  error  of  eccentricity  practically  becomes  inoperative 
as  to  result. 

In  the  foregoing  the  author  has  not  taken  into  considera- 
tion the  possible  influences  of  internal  strains  in  cast  iron,  and 
of  which  Mr.  A.  £.  Outerbridge  has  made  so  successful  a  study. 

Crushing,  shearing,  punching  and  torsion  tests  are  special 
tests,  not  used  frequently  as  conunercial  tests,  and,  therefore, 
are  not  discussed  at  present. 

Hammer  tests  are  seldom  made,  although  they  are  very 
valuable. 

Drifting"  tests  are  used  in  bridge  material,  and  are  very 
effective  tests  for  ascertaining  ductility  and  homogeneity. 

Fatigue  tests  will  not  come  into  general  use  as  commercial 
tests  because  of  the  length  of  time  necessary  to  make  such 
tests. 

At  present  we  find  specifications  for  fatigue  test  of  stay- 
bolt  iron  in  satisfactory  operation.  The  underlying  idea  of  this 

method  of  testing  is  to  imitate  the  effects  of  tlie  movements  of 
a  locomotive  l)oiler,  or  rather  its  fire-box,  caused  by  contrac- 
tion and  expansion  on  the  stay-bolts  of  a  boiler.  While  such 
imitation  of  natural  causes  can  only  be  approximate,  there  is 
reason,  nevertheless,  to  believe  that  such  commercial-fatigfue 
tests  will  prove  of  considerable  practical  value. 

While  the  microscopic  examination  of  iron  and  steel  has 
not  yet  attained  to  the  dignity  of  a  commercial  method  of 
testing,  yet  the  growing  use  of  the  microscope  in  mills  and  test- 
ing rooms  gives  promise  that  ere  long  this  valuable  auxiliary 
to  the  physical  test  and  chemical  analysis  will  be  accorded  its 
proper  place  as  a  standard  method  of  testing,  and  thus  justify 
the  expectations  of  the  pioneers  of  this  valuable  work,  Sorby, 
in  England ;  Martens,  in  Germany,  and  F.  L.  Garrison  and  C. 
Roepper,  in  this  country. 

The  study  of  the  microstructure  of  steel  has  not  yet  evolved 
fixed  laws  by  which  the  practical  value  of  a  given  structure  of 
steel  may  be  called  standard. 

But  that  much  we  know,  that  the  microscope  is  to  lead  to 
a  solution  of  some  metallurgfical  problems,  especially  the  effect 
of  heat  treatment,  with  all  its  apparent  changes  of  structure 
and  physical  behavior. 
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From  what  little  work  the  author  has  seen  done  with  the 
microscope  by  others  and  has  done  himself,  he  cannot  share 
the  enthusiasm  of  those  who  claim  that  the  microscope  will 

supersede  the  chemical  laboratory  in  its  usefulness. 

Summarizinpf  our  very  brief  inc|uiry  into  the  practical  as- 
pect of  present  commercial  methods  of  testing  iron  and  steel, 
we  find  that  in  some  of  these  methods  we  are  following  the 
laws  of  nature,  while  in  others  we  are  trying  to  squeeze  the 
properties  of  these  valuable  metals  into  the  straight  jacket  of 
conventional  rules  and  methods  with  consequent  unreliability 
of  results. 

Much  as  we  know  about  the  i  r  .i>erties  and  qualities  of  iron 
and  steel,  there  is  still  more  to  l)e  learned. 

However,  there  is  a  growing  sentiment  and  desire  in  many 
quarters  for  information  and  thorough  in\ esiigation.  and  the 
author  sincerely  hopes  for  the  hearty  co-operation  of  the 
Franklin  Institute  and  the  International  Association  for  the 
Unification  of  Methods  of  Testing  Materials  of  Construction, 
as  well  as  the  manufacturers  and  engineers  of  the  country,  to 
bring  about  that  understanding  the  properties  and  qualities 
of  iron  and  steel  and  uniformity  of  methods  of  testing  these 
metals  for  the  mutual  benefit  of  our  commerce  and  our  indus- 
tries and  the  welfare  and  prosperity  of  our  comitry  and  all 
countries,  for  science  has  no  nationality. 

DISCUSSION. 

The  President  of  the  Section  :— 1  am  sure  that  I  ex- 
press  the  unanimous  sentiment  of  the  members  of  the  Min- 
ing and  Metallurgical  Section  of  the  Franklin  Institute 

when  I  say  that  wc  are  much  indebted  to  Mr.  Kreuzpoint- 
ner  for  his  instructive  and  interesting  contribution  to  our 
rapidly-growing  literature  upon  the  important  subject  of 
testing  iron  and  steel. 

The  able  addresses  on  this  and  cognate  topics,  which  have 
followed  each  other  month  by  month  since  the  formation  of 
this  section  a  little  more  than  a  year  ago,  have  proved  that 
its  creation  was  timely,  and  I  am  convinced  that  its  future 
is  bright  with  promise  of  still  further  expansion  and- use. 
fulness. 
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Mr.  Kretizpointner  has  skilfully  avoided  falling  iato  an 

error  common  to  experts  in  discussing-  their  specialties,  of 
contracting  their  vision  within  the  lan^e  of  a  very  limited 
horizon;  he  has  taken  a  broad  view,  and  his  introdiicti )ry 
words  recall  to  my  mind  some  remarks  of  a  French  engi- 
neer, who  visited  this  country  about  a  year  ago,  and  whose 
shrewd  observations  on  the  economics  of  American  indus- 
tries  were  extensively  quoted  in  technical  periodicals  at 
home  and  abroad ;  he  attributed  the  phenomenal  advance- 
ment  of  this  country  in  all  mechanical  industries  mainly 
to  the  close  attention  given  to  technical  details. 

Mr.  Kreuzpointner  has  unflinchingly  pointed  out  facts 
in  his  discussion  of  the  present  methods  of  testing  iron 
and  steel,  which  may,  perhaps,  appear  discouraging  but 
knowledge  of  our  shortcomings  is  really  the  first  step  to- 
wards advancement,  and  I  think  you  will  agree  that  there 
are  a  number  of  so-called  "  mysteries  "  waiting  to  be  cleared 
up  in  connection  with  this  subject.  Sir  Benjamin  Baker  mar- 
shalled before  the  engineering  world  many  unexplained 
phenomena  of  metals  in  his  presidential  address  at  the  "  In- 
stitution of  Civil  Engineers,*'  in  1895.  If  I  correctly  remem- 
ber the  substance  of  his  remarks,  he  said  something  like 
this  :  **  Who  can  tell  what  mysterious  changes  are  occurring 
dav  bv  day,  week  by  week,  year  by  year,  in  metals,  such,  for 
instance,  as  hardened  steel  projectiles,  leading  sometimes 
to  their  violent  disruption ;  who  can  explain  that  great 
mystery  of  the  bridge  links  from  the  old  Hammersmith 
Bridge  made  of  the  toughest  iron,  which,  after  successfully 
withstanding  sixty  years  of  hard  tisage,  snapped  in  two  by 
the  score  while  being  shipped  to  Edinburgh,  although,  when 
the  halves  of  the  broken  links  were  subsequently  thrown 
down  from  tliL-  top  of  the  Forth  Bridge  on  to  the  rocks  300 
feet  below,  the}-  bent  like  cockscrews,  without  fracture?'* 

Many  years  ago,  Sir  William  Thomson  (Lord  Kelvin) 
showed  that  iron  rods  or  wires,  which  were  kept  in  torsional 
oscillation  during  the  week,  behaved  very  differently  after  a 
rest  over  Sunday,  and  these  observations  have  been  con- 
firmed and  elaborated  by  others.  Sir  Benjamin  Baker  stated 
that  it  has  been  recently  shown  that  owing  to  the  molecular 
settlement  which  occurs  during  rest  in  an  overstrained  bar, 
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the  modulus  of  elasticity  will  rise  lo  per  cent,  after  three 
weeks'  holiday. 

The  present  methods  of  testing  cast  iron,  and  of  determ- 
ining therefrom  the  strength  of  castings  made  of  this  metal, 
are  ludicrously  or  rather  lamentably  faulty,  and  they  will, 
no  doubt,  so  continue  to  be  until  engineers  learn  to  appre- 
.date  more  clearly  the  enormous  influence  that  the  rate  of 
cooling  exerts  upon  its  physical  properties.  In  this  respect 
cast  iron  differs  radically  from  cast  steel  or  from  other 
metals.  The  strength  of  cast  iron  test  bars  is  not  a  safe 
guide  upon  which  to  predicate  the  strength  of  iron  castings 
unless  all  of  the  relative  conditions  are  known  and  taken 
into  consideration.  For  instance,  if  you  will  cast  from  one 
ladle  of  iron  two  test  bars,  preferably  in  the  same  mold,  one 
let  us  say,  of  4  inch,  the  other  of  i  inch  section,  turn  them 
to  the  same  dimensions  and  pull  them  upon  a  testing  ma- 
chine, you  will  probably  had — I  may  say  I  am  sure  of  it — 
that  one  of  the  test  pieces  will  be^/  least  50  per  cent,  stronger 
than  the  other  !  I  know  that  such  a  startling  statement  may 
seem  incredible  to  any  one  not  familiar  with  the  facts,  but  I 
speak  thus  definitely  and  positively  from  experience. 

The  subject  of  Mr.  Kreuzpointner*s  paper  is  open  for 
discussion,  and  I  am  "glad  to  recognize  in  the  audience  sev- 
eral  gentleiucu  who  are  themselves  experts  in  such  work. 
1  hope  that  they  will  express  their  views,  and  I  will  call  upon 
Mr.  liaekstrom  who.  I  know,  has  had  years  of  experience  in 
testin<i^  iron  and  steel,  usino;-  the  v/ell-known  "  Emerv  "  test- 
ing  machine  for  that  purpose,  to  say  a  few  words  upon  the 
subject. 

Mr.  G.  L.  Backstrom  I  do  not  agree  with  the  author 
and  his  statement  that  cast  iron  has  not  perceptible 
elongation. 

In  numerous  tests  I  have  had  occasion  to  make  myself  I 
have  found  elongations,  ranging  from  *!$  to  *45  of  i  per 
cent,  in  cupola  iron,  and  while  specimen  was  under  strain, 
and  I  think  that  the  elongation  of  a  cast-iron  specimen  will 

enable  one  to  form  a  pretty  good  idea  of  the  quality  of  the 

material  being  tested. 

As  to  the  difficulty  u£  making  reliable  tests  on  cast  iron, 
I  lay  that  wholly  to  defective  apparatus  and  carelessness  of 
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operator.  Proper  preparation  of  specimen  and  a  machine 
in  perfect  alignment  will  overcome  these  difficulties. 

Mr.  James  S.  Whitney:— Referring*  to  tests  of  cast  iron, 
I  have  111  mind  the  "thermal  test"  now  enforced  by  the 
Pennsylvania  Railroad  to  try  the  quality  of  chilled  iron  car 
wheels.  It  may  be  remembered  that  this  test  consists  in 
subjecting  the  cast  wheel,  when  cold  after  annealing,  to  the 
sudden  heat  of  a  ring  of  molten  metal  poured  around  the 
chilled  rim  or"tread.''  This  is  dene  to  roughly  simulate 
the  action  of  brakes,  which  on  long  down-grades  is  fre- 
quently sufficient  to  crack  the  gray  iron  plate  of  the  wheel 
partially  away  from  the  tread  by  the  expansion  of  the  latter 
due  to  the  heat  generated. 

The  metal  may  be  such  as  to  stand  the  "  drop  test "  and 
yet  fail  in  the  thermal  test."  In  view  of  the  considerable 
differences  in  both  the  temperature  and  rate  of  cooling  of 
molten  cast  iron  of  different  chemical  proportions,  it  would 
appear  reasonable  that  some  limits  should  be  imposed  as  to 
the  kind  of  molten  iron  to  be  used  for  this  ring,  and  the 
pouring  temperature.  A  close-grained  metal  used  for  brake 
shoes  not  only  may  come  from  cupola  much  hotter  than 
wheel  iron,  but  also  loses  its  heat  more  rapidly  at  first,  as 
our  tests  with  an  optical  pyrometer  have  shown. 

Mr.  KkEUZroiNTNER  made  answer  that  the  thermal 
test  being  a  foundr}''  test  for  wheels  was  not  in  his  de- 
partment, but  that  he  believed  it  to  be  a  good  practical 
test,  and  that  the  requirement  that  the  wheel  should  not 
break  into  two  or  more  pieces  within  two  minutes  after 
pouring  the  ring,  assured  to  the  Pennsylvania  Railroad  a 
safer  quality  in  the  cast  of  wheels  represented  by  the  test 
wheel  than  if  the  drop  test  alone  was  relied  upon. 

At  the  wheel  foundry  of  the  Pennsylvania  Railroad  at 
Altoona  molten  wheel  iron  from  the  regular  run  for  wheels 
is  used  for  this  test,  and  the  moulders  are  quite  expert  in 
judging  the  temperature  of  the  iron  before  pouring  the 
wheels,  being  docked  for  loss  of  wheels  poured  too  hot  or 
too  cold.  Hence  there  is  every  probability  that  the  iron  used 
for  making  the  thermal  test  is  neither  too  hot  nor  too  cold. 

As  to  Mr.  Backstrom's  remark  about  there  being  some 
stretch  in  a  tensile  test  of  cast  iron,  I  beg  to  say  that  I  am 
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well  aware  ol"  this  fact.  However,  all  my  remarks  made 
here  to-night  apply  only  to  commercial  methods  of  testing, 
and  in  the  everyday  practice  of  commercial  testing  it  is 
simply  out  of  question  to  use  continually  sufficient  time 
and  such  scientific  methods  and  elaborate  instruments  as 
are  necessary  to  determine  the  elong^ation  of  a  tensile  test- 
piece  of  cast  iron.  Since  the  easily-measured  deflection  of 
a  transverse  test-piece  of  cast  iron  answers  all  the  purposes 
of  commercial  testing,  the  latter  method  of  testing  cast  inm 
appears  to  be  more  reliable,  and  therefore  preferable  when- 
ever more  or  less  rapid  work  becomes  a  necessity. 

Mr.  Asa  W.  Wiiitnkv: — In  the  case  of  the  drop  test 
there  appears  to  be  a  relation  between  the  quality  of  resili- 
ence, as  shown  by  the  slow  deflection  of  a  transverse  test 
bar,  and  the  quality  of  metal  which  longest  endures  the 
shock  of  the  drop  test  on  a  casting  in  form  of  a  chilled 
wheel.  Of  course,  this  relation  is  complicated  by  the 
capacity  of  the  metal  for  chill.  But  for  same  depth  and 
quality  of  chill  as  shown  in  the  wheel  or  chill  test,  the  resili- 

en-ce  (=  l^^^--^  X  deflectionx       „  ^  hexagon  bar  indi- 

^  2  A  weight  or  bar/ 
cates  quite  fairly  the  quality  or  relative  number  of  blows 
under  the  drop  test  when  in  form  of  a  chilled  wheel.  Only 
by  very  close  regulation  of  cupola  charges  for  many  years 
on  a  strictly  chemical  basis  has  it  been  possible  to  observe 
the  relations  of  this  kind  in  the  narrow  ranges  of  figures 
indicating  practically  equivalent  chemical  compositions. 
Further  study  may  indicate  a  similar  physical  relation  to 
the  thermal  test  besides  limiting  chemical  composition  in 
ceriaiu  directions,  though  Llioiough  annealing  is  a  ver^-  im- 
portant point. 
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The  right  to  PROPERTY  in  an  IDEA  * 


By  Ai^len  Ripley  Foote, 
Member  of  the  American  Eoonoiuic  Association,  and  of  the  American 

Academy  of  Political  and  Social  Science. 


DEFINITIONS. 

Webster  defines  the  term  "property"  in  part  as  follows: 
''Property, — (3)  The  exclusive  right  of  possessing,  enjoy- 
ing", and  disposing  of  a  thing;  ownership;  title.    (4)  That  to 

which  a  person  has  a  legal  title,  whether  in  his  possession  or 
not;  thing  owned;  an  estate,  whether  in  lands,  goods,  or 
money. 

"Literary  Property, — ^Property  which  consists  in  written 
or  printed  compositions.  The  exclusive  right  of  publication 
as  recognized  and  limited  by  law." 

INTRODUCTORY. 

Tlic  avowed  object  of  all  honest  anarchists,  socialists,  re- 
formers of  every  class  of  opinion  and  degree  of  intelligence; 
the  dreams  o£  all  philosopliers,  poets,  and  prophets;  the  teach- 
ings of  every  professor  of  ethics,  morals  and  economics;  the 
mission  of  all  governments  and  of  all  religion  is  to  cause  men 
everywhere  to  understand  the  principles  of  justice,  to  incarnate 
them  in  their  lives  as  a  controlling'  motive  power  and  force,  in- 
spiring and  guiding  their  thoughL->  and  actions.  All  cttorts  of 
the  past:  all  agitations  of  to-day.  all  hojjes  for  the  future  hav- 
ing as  an  objective  point  the  betterment  of  the  whole  of  hu< 
inanity,  morally,  socially,  and  economically,  may  be  rightly 
interpreted  as  a  demand  for  justice.  Every  cause  for  discon- 
tent; every  political  issue  will  be  permanently  and  satisfactorily 
removed  or  settled  when  all  men  recognize  that  so  far  as  human 
agencies  in  the  affairs  of  men  are  operative,  justice  is  done.  A 
review  of  the  past,  a  careful  summary  of  the  present  aspect  of 
all  public  questions  teaches  and  emphasizes  one  fact:  The 
people  want  justice,  but  they  do  not  know  how  to  obtain  it, 

*  A  lecture  delivered  before  the  Fra4iklin  lustilule,  November  26,  1897. 
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Justice  is  bom  of  honesty  and  intelligence.  Honesty  is  the 
image  of  God  in  the  hearts  of  men.  Intelligence  is  a  condition 
of  mind.  Granting  the  presence  of  honesty  in  the  hearts  of  the 

|>eople,  their  lack  of  kno\vled,<:;:e  as  to  how  to  obtain  justice  and 
their  failure  to  secure  justice  must  be  ascribed  to  defective  intel- 
ligence. Honesty  will  cause  all  men  to  wish  to  do  justice,  but 
the  degree  of  justice  which  they  do  will  be  measured  by  their 
own  standard,  by  their  conception  or  understanding  of  the 
principles  of  justice.  If  the  action  of  any  man  is  unjust,  the 
cause  of  the  injustice  must  issue  either  from  a  deficiency  in 
honesty  or  a  defective  intelligence.  As  all  whose  opinions  are 
worthy  of  consideration  claim  a  full  measure  of  honesty,  atten- 
tion need  he  directed  only  to  their  mental  development. 

Close  observation  will  disclose  the  fact  that  in  their  at* 
tempts  to  obtain  justice  those  who  have  directed  the  thoug^ht 
and  energies  of  the  people  have  centered  attention  upon  efforts 
to  formulate  and  enforce  demands  for  justice,  rather  than  upon 
efforts  to  so  educate  men  as  to  cause  each  one  to  do  justice, 
under  any  and  all  conditions,  whether  his  action  is  directed 
towards  a  fellow-man,  a  family,  a  municipality,  State  or  nation, 
or  the  universal  society  of  humanity.  The  universal  demand 
for  justice  can  be  satisfied  by  each  man  doing  justice,  and  in 
no  other  way.  The  problem  of  how  to  obtain  justice  for  all 
men,  individually  and  collectively,  will  be  completely  and  cor- 
rectly solved  by  causing  the  actions  of  all  men.  individually 
and  collectively,  to  be  just.  When  individual  action  is  just,  col- 
lective action  will  be  just  also.  Just  collective  action  is  impos- 
sible so  long  as  collective  society,  large  or  small,  is  composed 
of  men  whose  conception  of  the  principles  of  justice  is  de* 
fective.  It  is  the  duty  of  all  who  study  the  welfare  of  humanity 
from  the  view  point  of  the  rights  and  duties  of  the  individual  or 
from  the  rights  and  duties  of  collective  society,  any  grouping 
of  individuals,  large  or  small,  to  give  the  problem  of  how  to 
cause  every  individual  action  to  be  just  their  most  serious 
attention.  This  question  once  solved,  all  other  problems  for 
the  moral  and  economic  betterment  of  the  people  will  become 
simple  and  easy  of  solution  or  cease  to  exist. 
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THE  RIGHT  TO  PROPERTY  IN  AN  IDEA. 

The  1)est  test  for  the  correctness  of  a  person  s  conception 
of  the  principles  of  justice,  or  of  his  honesty,  is  his  willingness 
to  recognize,  and,  recognizing,  to  give  compensation  for  the 
right  to  property  in  an  idea.  This  is  true,  because  ideas,  being 
the  most  intangible  of  all  products  of  labor,  are  the  most  diffi- 
cult to  protect  by  the  requirements  and  punishments  possible 
to  enacted  law.  Many  persons  whose  moral  sense  of  right  and 
wrong;  is  sufficiently  clear  to  protect  thcni  from  any  desire  to 
steal  anything  protected  by  enacted  law  feel  no  restraining  in- 
fluence from  their  conscience  to  retard  them  from  taking  any- 
thing not  so  protected  and  appropriating  it  to  their  own  bene* 
fit  without  tendering  compensation  to  its  author,  even  when 
they  know  the  author,  and  know  he  has  need  of  a  just  compen- 
sation for  his  labor.  The  necessity  for  plainly-stated  enacted 
laws,  defining  what  may  and  what  may  not  be  freely  taken  for 
the  exclusive  use  or  enjoyment  of  individuals,  singly  or  col- 
lectively, is  created  by  the  inabilitv  of  many  persons  clearly 
to  perceive  the  principles  of  justice,  to  understand  their  re- 
quirements, and  to  govern  their  actions  in  accordance  there- 
with. Compensation  is  due  from  each  individual  for  every 
intellectual  benefit  received,  to  some  person  or  group  of  persons 
working  collectively  for  educational,  charitable,  religious,  or 
industrial  economic  purposes;  or  for  the  proper  government  of 
a  municipality,  State,  or  nation,  or  for  all  of  humanity. 

Defective  moral  vision  causes  those  who  are  benefited  by 
society  and  government  to  feel  no  rebuke  of  conscience  when 
they  neglect  their  civic  duties.  The  most  important  function 
of  society  or  government  is  the  protection  of  individuals  in 
their  just  right  to  life  and  property.  The  necessity  for  such 
protection  is  the  basis  of  the  right  of  governments  to  exact 
the  payment  of  taxes  for  their  support.  This  necessity,  and 
the  taxation  caused  by  it,  will  become  less  and  less  arduous  as 
enacted  laws  become  more  just  and  are  honestly  and  intelli- 
gently obeyed  or  executed. 

An  idea  unexpressed  is  in  the  imdisputcd  iMDssession  of  him 
who  conceives  it,  but  it  has  no  tangible  existence.  It  cannot 
be  communicated  to  others  without  being  given  a  form,  more 
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or  less  tangible,  in  words  or  signs  voiced  or  written.  When 
given  a  tangible  existence,  by  what  rule  of  justice  can  it  become, 
without  compensation,  the  property  of  another  not  its  author. 

In  so  far  as  society  fails  to  give  to  an  author  the  pjrotection 
necessary  to  enable  liini  to  enforce  his  riglit  to  property  in  his 
own  ideas,  society  permits  every  one  to  take  and  use  them 
freely,  without  rendering  compensation  for  them.  It  permits 
those  who  will  to  be  legally  unjust.  In  this  way  the  interests 
of  authors  are  sacrificed  for  the  common  good.  A  law  clearly 
securing  to  every  author  the  right  to  property  in  his  ideas  will 
not  prevent  any  author  from  becoming  a  public  benefactor. 
He  can  voluntarily  relinquish  his  right,  by  deed  to  the  govern- 
ment, and  thus  enrich  all  to  whom  his  ideas  are  of  value,  and 
by  tlic  same  act  prevent  others  from  claiming  a  property  right 
in  them. 

THE  RIGHT  TO  PROPERTY  IN  DISCOVERIES  AND  INVENTIONS. 

The  right  to  property  justly  adheres  to  the  acquisitions  of 
close  observations  resulting  in  the  discovery  of  gems,  precious 
metals,  useful  natural  materials  and  mechanical  principles; 
and  in  the  invention  of  devices  for  controlling  and  utilizing  the 

resources  and  forces  of  nature.  In  every  department  of 
tiioiight  a  mind  may  project  itself  beyond  the  boundary  of  the 
disco\ered  and  broaden  the  sphere  of  knowledge  by  making 
clear  that  which  had  not  previously  been  understood,  or  bring- 
ing to  view  the  hitherto  unknown.  The  right  to  property  in 
ideas  that  lead  to  such  results,  and  to  the  results  obtained  by 
them,  is  as  just  as  the  right  to  property  in  the  things  produced 
by  manual  labor  employed  to  mould  the  idea  into  a  concrete 
form  that  can  be  oflFered  for  sale  as  a  new  creation.  It  is  the 
duty  of  society  to  do  justice  by  protecting  every  author,  dis- 
coverer, and  in\  cntor  in  his  right  to  property  in  his  ideas  as 
well  as  in  the  products  of  his  physical  labor. 

AUTHORS  MUST  PAY  THEIR  DEBTS. 

While  every  person  should  be  protected  in  the  ownership 
of  all  that  is  justly  his  own,  no  person  should  be  protected  in 
the  ownership  of  more  than  his  own.  Every  useful  idea,  dis- 
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covery  or  invention  is  based  upon  the  work  of  those  who  lived 

before.  Every  person  who  now  makes  a  tool  or  writes  a  phil- 
osophical statement  is  assisted  by  the  work  of  those  who  have 
passed  to  a  sphere  where  rig^hts  to  property  are  unknown,  and 
also  by  the  labor  of  his  contcmijoraries.  By  that  order  of  na- 
ture which  sets  a  limit  to  the  life  of  the  body,  the  results  of  the 
work  done  by  those  who  once  Hved,  and  which  they  once  right- 
fully owned  as  their  property,  become  the  common  heritage 
of  all  the  living.  The  dead  cannot  own  property. 

Improvements,  additional  adaptations,  new  ideas  and  in- 
ventions, are  suggested  to  the  minds  of  careful  observers.  In 
this  manner  arc  induced  all  inipruvenients  in  industry;  facilities 
of  ever)'  kind;  comforts  of  every  descrijition ;  enteriainnients 
of  every  class,  and  the  power  more  perfectly  to  utilize  the  re- 
sources and  forces  of  nature.  Out  of  the  stock  of  common 
knowledge  ideas  spring.  The  known  suggests  that  which  may 
be  known. 

If  ideas,  discoveries  and  inventions  are  suggested  by  ob- 
servation of  what  others  have  done,  what  is  due  to  society  from 
authors,  discoverers,  inventors,  in  fact,  from  all  ow'ners  of 
property?  If  society  had  failed  to  protect  the  laborer  in  his 
right  to  own  the  results  of  his  labor;  if  the  author,  discoverer  or 
inventor  had  been  denied  an  opportunity  to  observe  existing 
things,  to  draw  upon  the  resources  and  forces  of  nature  which 
are  the  property  of  no  one,  but  are  a  part  of  the  common  inheri- 
tance; or,  if  they  had  been  debarred  from  all  access  to  the  stock 
of  common  knowledge,  is  it  conceivable  that  the  product  of 
labor  would  have  been  saved,  or  that  the  idea,  discovery,  or 
invention  would  have  been  his? 

The  principles  of  justice  operate  with  impartial  force  upon 
the  conduct  of  individuals'  towards  society,  as  u])on  the 
conduct  of  society  toward  individuals.  The  requirements  of 
justice  which  confirm  to  each  person  all  that  is  right- 
fully his  own,  require  that  he  shall  have  no  more  than  his  own. 
More  than  is  rightfully  his  own  no  one  can  have  without  doing 
an  injustice  to  another.  To  do  justice  every  person  must  give 
to  society  full  compensation  for  the  benefits  he  receives  from 
society,  not  only  for  its  protection  of  his  right  to  property,  but 
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for  the  assistance  he  obtains  from  existing  things,  from  natural 
resources  and  forces,  and  from  the  stock  ui  common  knowl- 
edge. The  man  who  causes  two  blades  of  grass  to  grow  where 
but  one  grew  before,  and  keeps  both  blades  for  himself,  to- 
gether with  all  knowledge  of  how  he  accomplished  such  a 
result,  is  not  a  benefactor  of  his  race.  His  benefaction,  if  any, 
is  in  proportion  to  the  division  he  makes  with  others  of  his 
extraordinary  increase,  and  the  extent  to  which  he  permits  his 
valuable  knowledge  to  be  diffused,  without  coinj)eiisation. 
through  the  stock  of  common  knowledge,  thus  making  it  a  free 
heritage  of  ail. 

The  reimbursement  to  society,  voluntarily  or  exacted,  for 
benefits  received,  intangible  or  tangible,  is  a  requirement  that 
cannot  be  determined  with  exact  justice.  The  human  mind  is 

not  yet  sufHciently  endowed  with  the  power  of  intelligent  judg- 
ment and  honest  action  to  enable  it  to  do  complete  justice 
under  all  conditions.  It  must  be  content  with  doing  sub- 
stantial justice,  being  glided  thereto  by  the  demands  of  equity. 

COPYRIGUT  AND  PATENT  LAWS. 

Copyright  and  patent  laws  are  framed  on  the  principles  of 

equity.  They  should  give  equal  recognition  to  the  rights  of 
individuals  and  of  society.  They  sliould  divide  an  accruing 
benefit  for  a  brief  period  between  an  author  and  society,  and 
beyond  that  transfer  the  entire  increment  of  information  to 
the  stock  of  common  knowledge  from  which  all  may  take 
freely.  The  life  of  an  individual  is  brief.  The  life  of  society  is 
continuous.  It  is  good  policy  to  offer  a  proper  inducement 
for  the  desired  achievement.  The  highest  good  of  society,  of 
any  collective  group,  as  of  individuals,  requires  that  it  shall 
develop  itself  to  the  best  of  which  it  is  capable.  This  is  its  right 
and  its  duty.  If,  by  securing  to  an  author,  discoverer,  or  in- 
ventor of  a  useful  idea  or  thing  an  opportunity  to  realize  for  his 
own  a  profit,  during  a  part  of  his  life,  no  matter  how  large, 
profit  cannot  be  out  of  proportion  to  usefulness,  society  can 
stimulate  all  minds  to  do  their  best,  it  will  not  only  enrich  itself 
by  the  activity  of  the  living,  it  wnll  mlierit  rich  endowments 
from  those  who  pass  beyond  tlie  jurisdiction  of  its  enactments. 
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If  there  were,  however,  never  a  question  as  to  the  riglit  to 
property  in  an  idea,  discovery  or  invention,  there  would  be  a 
necessity  for  copyright  and  patent  laws,  and  for  the  system  of 
administration  founded  upon  them.  On  account  of  the  fact 
that  all  ideas,  discoveries  and  inventions  are  outgrowths  of 
suggestions  from  the  known,  it  is  a  common  occurrence  to 
have  several  persons,  almost  simultaneously,  honestly  claim  to 
be  the  original  and  only  pioneer  10  lead  and  advance  in  litera- 
ture, science,  art  or  industry.  To  make  and  keep  correct 
records  whereby  conflicting^  claims  so  arising  may  he  justly  set- 
tled, is  as  important,  and,  if  the  judgment  of  all  men  were  per- 
fect, would  be  the  only  function  of  government  in  such  cases. 
Founded  and  administered  to  do  justice,  society  can  better 
afford  to  broaden  than  to  restrict  the  application  and  scope  of 
its  copyright  and  patent  laws. 

WHAT  IS  PROPERTY? 

The  inquiry  may  now  be  made  in  its  broadest  sense,  what 
is  property? 

Property  consists  of  ail  things  of  value  which  may  b^ 
owned  by  the  consent  of  society,  given  in  recognition  of  its 
conception  of  the  principles  of  justice,  by  an  individual,  or  by 
any  collective  group.  The  property  quality  of  things  of  value 
is  created  by  the  consent  of  society  practically  expressed 
through  the  means  it  employs  to  protect  owners  in  their  right 
to  possess,  enjoy,  and  dispose  of  that  which  they  may  legally 
own.  I  say  consoit  of  society,  because  there  can  be  no  property 
where  there  is  no  social  consent  or  contract  to  protect  anyone's 
right  to  possession. 

If  no  one  recognizes  a  thing  as  having  value,  no  one  wants 
to  own  it,  therefore,  no  protection  is  required  to  make  posses- 
sion of  it  sure.  It  is  not  property.  A  thing  recognized  as  hav- 
mg  value,  ownership  of  which  is  not  confirmed  by  the  conseht 
of  society,  cannot  be  exchanged  for  other  things  having  value, 
because  all  are  permitted  freely  to  take  it,  therefore  no  protec- 
tion is  granted  to  make  possession  of  it  sure.  It  is  not  prop- 
erty. Things  of  value;  the  owmership  of  which  is  not  con- 
firmed by  the  consent  of  society*  are  those  things  upon  which 
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no  labor  has  beeen  expended.    Justice  requires  that  every 

laborer  shall  be  unmolested  in  the  possession  and  enjoyment 
of  the  products  of  his  toil.  In  recognition  of  this  demand, 
society  grants  protection  for  the  right  to  own  all  things  created 
by  labor.   This  protection  constitutes  such  things  property. 

THE  BASIS  OF  THE  RIGHT  TO  OWN  PROPERTY. 

It  is  now  necessary  to  examine  the  basis  upon  which  the 
right  to  own  property  rests. 

The  consent  of  society  to  the  ownership  of  things  of  value 

is  l)asc(l  ni)on  its  conce|ition  of  the  principles  of  justice.  This 
conception  of  justice  is  expressed  l)y  enacted  law.  The  divine 
law  is  the  moral  and  the  enacted  law  is  the  legal  basis  to  all 
right  to  own  property.  This  right  is  founded  on  the  natural 
right  of  a  creator  to  possess  the  products  of  his  creation,  his 
labor.  This  is  the  demand  of  justice.  This  right  is  conceded 
by  all  who  honestly  and  intelligently  demand  or  seek  to  do  jus- 
tice. This  is  the  basis  of  the  title  to  all  property  whether 
owned  individually  or  collectively  by  two  or  more  persons  for 
their  private  use  and  benefit,  or  by  associations.  niunicipaHties, 
States,  or  nations  for  the  common  use  and  benefit  of  all  mem- 
bers, citizens  or  subjects. 

Protection  is  assured  by  the  operation  of  moral  and  physi- 
cal  forces.  The  most  effective  protection  is  given  by  a  correct 
understanding  of,  and  a  desire  to  obey  moral  law.  Moral  law 
teaches  honesty  as  a  principle.  Economic  law  enforces  honesty 
as  a  practice.  Man  must  understand  and  willingly  obey  the 
principles  of  moral  law  before  he  can  undcr>t;i:id  and  correctly 
apply  the  principles  of  economic  law.  \\  lu  n  no  person  will 
permit  himself  to  be  unjust  there  will  be  no  nijustice.  Barring 
the  factor  of  knowledge,  the  absence  of  which  may  render  one 
unable  to  determine  to  whom  a  thing  of  value  rightly  belongs, 
the  right  to  property  will  be  completely  protected  without  the 
presence  or  the  use  of  enacted  law,  or  of  its  representative 
physical  forces,  when  the  moral  law  is  correctly  understood  and 
universally  obeyed. 

Chice,  when  w.ilkiiig  in  Central  Park,  New  York.  I  chanced 
to  hear  a  few  words  exchanged  between  two  young  girls  who 
were  walking  near  me: 
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"Let's  pick  some  flowers,"  said  one. 

*'Oh!  I  daren't/'  answered  the  other. 

"Come  on,  the  policeman  won't  catch  us,  he  is  around  the 
turn  in  the  walk  behind  the  bushes/'  persisted  the  first 

"I  daren't  catch  myself  stealing,"  replied  the  second,  as  she 
passed  on,  admiring  but  not  touching  the  flowers. 

If  the  high  sense  of  honor,  the  clear-sighted  self-respect  of 
that  little  efirl  controlled  the  actions  of  every  person,  stealing 
would  be  an  unknown  vice,  the  protection  of  property  by  phys- 
ical force  would  be  an  unknown  burden  upon  the  industrious. 

In  proportion  as  self-respect  is  strong  or  weak,  asserting 
and  maintaining  a  high  standard  of  honor  in  individuals  and  in 
society,  is  the  right  to  property  respected  or  disregarded.  Re- 
gard of  the  right  to  property  determines  the  position  of  an 
individual  in  the  scale  of  moral  development, from  vicious  brute 
to  conscientious  man.  In  proportion  as  regard  of  the  right  to 
property  is  strong  or  weak  in  individuals  and  in  society  are  men 
civilized  or  brutal,  and  in  proportion  as  men  are  civilized  or 
brutal,  do  they  recognize  and  respect  the  sacredness  of  life  and 
property. 

A  clear  recognition  of  the  right  to  property  is  necessary 
to  the  protection  of  life.  This  is  illustrated  daily  by  the  acts  of 
men  engaged  in  robbery  or  the  wanton  destruction  of  prop- 
erty. When  so  engaged  they  do  not  hesitate  to  take  life  to 
save  themselves  from  capture.  It  is  conceded  that  the  right 
to  life  is  valued  above  all  other  rights.  It  is  clear  that  protec- 
tion of  the  right  to  life  and  proi)erty  is  based  on  justice,  and  is 
made  most  effectual  by  a  correct  understanding  of  and  dispo- 
sition to  apply  the  principles  of  justice.  The  intelligence  to 
recognize  these  principles,  the  power  to  incarnate  them  and 
to  make  them  a  governing  force  guiding  his  every  action,  raises 
man  above  the  brute  and  constitutes  him  another  and  a  higher 
order  of  being.  There  can  be  no  moral  or  economic  govern- 
ment among  brutes. 

Whenever  a  change  occurs  in  the  i)Opular  conception  of  the 
principles  of  justice,  either  through  a  clearer  understanding 
or  a  misinterpretation  of  moral  law,  and  by  reason  of  such 
change  society  withdraws  its  consent  to  the  ownership  of  any 
Vol.  CXLV.  No.  87a  38 
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class  of  property,  all  things  so  affected  cease  to  be  property. 
Against  the  destruction  of  property  by  such  a  cause  property 
owners  have  no  defense.   When  a  popular  verdict  has  once 

declared  that  liie  ri^ht  to  own  a  certain  thing-  or  class  of  things 
shall  cease,  owners  of  such  property  are  powerless  to  maintain 
the  right  to  ow  ncrship  even  though  they  defend  it  witli  tlieir 
lives.  This  fact  has  an  epoch-making  illustration  in  the  de- 
struction of  property  in  slaves  caused  by  the  withdrawal  of  the 
consent  of  society  to  such  ownership,  voiced  by  the  emancipa- 
tion proclamation  issued  by  Abraham  Lincoln,  President  of  the 
United  States. 

LIMITATIONS  ON  THE  RIGHT  TO  OWN  AND  USE  PROPERTY. 

The  natural  right  of  every  person  to  own  and  use  as  he 
pleases  the  products  of  his  labor,  his  ideas,  discoveries  and  in- 
ventions can  be  fully  exercised  only  when  he  is  isolated.  In  a 
state  of  isolation  there  is  no  property.  As  soon  as  a  man  asso- 
ciates with  another  his  natural  right  to  do  as  he  pleases  with 
his  own  is  modified  by  a  due  regard  for  the  similar  rights  of 
others.  By  association  societ\  is  formed.  The  welfare  of  so- 
ciety requires  that  protection  to  the  right  to  property  it  grants 
for  individual  good  shall  nut  be  used  to  the  injury  of  anyone, 
or  of  societx .  Should  it  be,  it  is  the  duty  of  society,  in  defense 
of  its  welfare,  to  withdraw  consent  and  thus  destroy  the  prop- 
erty. The  fundamental  principles  of  justice  require  that  all 
property  shall  be  owned  and  used  with  a  due  regard  for  the 
similar  rights  of  others.  Rights  to  the  ownership  and  use  of 
property  are  not  vested  rights.  They  are  not  absolute.  They 
are  qualified  by  the  principles  and  conditions  that  give  them 
existence. 

The  expenses  of  government  incurred  in  behalf  of  the  i)r(>- 
tection  it  affords  to  the  ownership  of  property  must  be  col- 
lected from  the  property  it  protects.  Government  frequently  ex- 
ercises its  sovereign  power  and  dispossesses  the  owner  of  prop- 
erty, by  public  sale,  to  satisfy  its  claims  for  taxes,  giving  title  to 
the  buyer.  Rights  to  property  that  can  be  thus  annulled  are 
not  vested  rights.  They  are  not  absolute.  They  arc  created, 
and  may  be  destroyed  by  the  consent  of  society. 
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In  a  final  analysis  it  is  clear  that  the  owiier^liip  of  all  prop- 
erty is  protected,  not  by  constitutions,  enacted  laws  or  deci- 
sions of  courts,  but  by  the  consent  of  society  based  on  its  con- 
ceptiou  of  the  principles  of  justice.  Changes  in  the  popular 
conception  of  these  principles  or  of  their  proper  application 
may  cause  existing  constitutions,  enacted  laws  and  court  deci* 
sions  to  be  out  of  harmony  with  the  popular  belief  as  to  what 
is  just  and  right.  Such  a  change  will  cause  existing  conditions 
to  ap])car  unjust.  A  people  stung  to  the  quick  by  a  sense  of 
injustice,  believing  themselves  to  be  the  victims  of  unjust  laws, 
an  unjust  administration  of  laws,  or  of  an  unjust  industrial, 
commercial  or  financial  system,  will  not  cease  to  agitate, 
nor  ought  they  to  cease  to  agitate,  until  every  change  is  made 
that  is  necessary  to  bring  the  constitutions  and  enacted  laws 
upon  which  court  decisions  arc  based  into  strict  accord  with 
their  conceptions  of  the  j^rinciples  of  justice. 

Such  changes  arc  steps  of  progress  in  civilization  when  in 
the  right  direction.  They  are  steps  oi  retrogression  when  in 
the  wrong  direction.  When  they  come  by  the  peaceful  pro- 
cesses, of  evolution,  the  new  absorbs  and  utilizes  all  of  good 
that  can  be  found  in  the  old  with  injur)'  to  none.  When  they 
come  by  the  destructive  processes  of  revolution  the  suspicions, 
prejudices  and  discontent  of  the  people,  luuing  brewed  an 
anger  that  cannot  he  controlled,  it  bursts  forth  in  a  wild  fury 
and  destroys  the  old  in  order  to  secure  an  opportunity  to  create 
a  new  goveniment  or  an  industrial  system  that  will  accord  with 
their  conceptiojis  of  justice.  It  is  not  in  the  power  of  any 
man  or  class  of  men  permanently  to  prevent  the  oncoming  of 
these  changes.  Delayed  they  may  be.  Directed  they  can  be. 
No  power  can  stop  thetn  absolutely.  The  life  of  nature  finds 
expression  in  change.  When  changes  cease,  humanity  and  all 
nature  will  l>e  dead.  It  is  idle  to  resist  a  tendency  to  change. 
It  is  the  highest  wisdom  to  guide  it  in  a  right  direction. 

These  truths  should  cause  everyone  to  realize  that  all 
rights  to  property,  of  whatever  kind,  depend  upon  the  correct 
moral  and  economic  education  of  the  people.  Every  property 
owner  should  realize  that  the  protection  of  his  right  to  owner- 
ship de])en<ls  primarily  upon  a  correct  conception  of  the  prin- 
ciples ot  justice  by  the  people,  not  upon  the  use  of  force.  When 
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an  appeal  to  force  is  made  sufficiently  drastic  to  arouse  all  of 
the  people,  it  will  be  found  that  millions  who  toil  wield  the  bal- 
ance of  power,  and  that  they  cannot  widd  it  justly  when  they 
are  not  guided  by  a  correct  conception  of  the  principles  of  jus- 
tice. A  state  of  inaction  cannot  be  maintained.  History  is 
repeating  itself.  Condition.-,  are  rapidly  developing-,  such 
as  lead  to  revolution.  Men  can  remain  free  onlv  bv  recocrniz- 
ing  the  correct  principles  of  justice  and  properly  applying  them 
in  every  detail  of  their  affairs.  Happiness  cannot  exist  with- 
out freedom.  Freedom  cannot  live  when  justice  is  not  done. 
The  time  has  come  when  the  American  people  must  make 
progress  by  means  of  correct  moral  and  economic  education 
or  by  revolution. 

THE  ECONOMIC  LAW  OF  LABOR  AND  PROPERTY. 

The  natural  law  of  labor  and  property  is  founded  on  the 
principles  of  moral  and  economic  law.  Being  a  natural  law 
it  is  universal  in  its  application  and  binding  upon  all  men.  In 
discussing  this  subject  elsewhere  I  have  said : 

"In  isolation  a  man  has  undisputed  possession  of  the  sur- 
plus products  of  his  labor.  ♦  *  *  natural  right  of  the 
isolated  to  the  undisputed  possession  of  the  product  of  his  labor 
and  to  be  unrestricted  in  the  use  or  disposition  he  may  make 
of  it  cannot  be  enjoyed  by  associated  men  except  as  it  is  quali- 
fied by  a  due  regard  for  the  similar  right  of  others.  This  is  the 
foundation  of  the  natural  law  of  labor  and  property. 

"If,  prompted  by  an  ignorant  self-interest,  one  man  decides 
to  take  more  than  his  just  share  of  the  joint  product  of  himself 
and  others.  l)ecause  he  is  stront;er  and  has  the  brute  power  to 
do  so,  such  a  violation  of  natural  moral  law  removes  the  trans- 
action from  the  domain  of  economic  science  and  carries  it  back 
to  the  domain  of  moral  science.  The  brute  must  be  taught  the 
moral  law,  and  have  intelligence  enough  to  understand  it  and 
honor  enough  to  obey  it  before  he  can  be  dealt  with  as  an  eco- 
nomic factor."* 

*'*The  Law  of  Incorporated  Companies,  Operating'  Under^  Mtinicipal 
Franciiises."  See  chapter  under  the  title  f)f  "  The  Economic  Law  of  Labor 
and  Property."    Robert  Liark  Compauy,  Cinciuuati,  O.  , 
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The  laborer  and  the  capitalist  must  yield  obedience  to  the 
requirements  of  justice  if  justice  is  to  be  established.  Neither 
can  secure  a  permanent  gain  by  violating  the  economic  law  and 
taking  an  unjust  share  of  their  joint  products.  Justice  cannot 
permit  any  person  to  be  a  permanent  gainer  by  his  own  acts  of 
injustice. 

THE  NATURAL  LAW  OF  JUSTICE. 

The  natural  law  of  justice  is  superior  to  all  constitutions, 
all  enacted  laws,  all  court  decisions.  It  is  unintiuenced  by  the 
opinions  or  actions  of  men.  It  is  the  only  correct  ideal.  It  is 
the  only  changeless  standard.  Rightly  understood  and  obeyed 
it  will  enable  all  men  to  realize  the  highest  attainable  good. 
Disregarded,  whether  through  ignorance  or  through  vicious 
selfisliness,  it  punishes  with  imperious  and  merciless  exactness 
every  step  of  divergence  from  a  true  course.  In  no  age  have 
the  ablest  men  comprehended  all  there  is  of  wisdom.  h\  every 
age  the  toiling  masses  have  failed  to  understand  and  to  utilize 
all  the  wisdom  formulated  for  their  guidance  and  the  better- 
ment of  their  condition.  Slowly  and  painfully  they  have  been 
working  their  way  towards  the  realization  of  higher  and  still 
higher  ideals,  sometiine>  helped  and  many  times  hindered  by 
their  trusted  leaders.  The  entire  experience  of  mankind  con- 
firms the  correctness  of  the  theory  that  man  is  ennobled  or  de- 
graded by  the  truth  or  error  contained  in  his  beliefs.  When- 
ever a  clearer  understanding  of  the  natural  law  detects  an 
error  in  a  conception  of  the  principles  of  justice,  and  the  affairs 
of  men  are  re-aligned  in  accordance  with  the  requirements  of 
the  new  light,  civilization  and  human  happiness  make  a  dis- 
tinct gain.  Whenever  a  conception  of  the  principles  of  justice 
is  clouded  by  suspicion,  prejudice  or  vicious  selfishness,  and 
the  affairs  of  men  are  blindly  aligned  by  false  standards,  civili- 
zation receives  a  disastrous  blow.  Happiness  is  stabbed  in  its 
heart. 

In  this  aspect  of  the  subject  it  is  a  solemn  duty  to  direct 
attention  to  the  fact  that  thousands  of  advocates  are  cease- 
lessly working  to  nhseducatc  the  people.  They  are  poisoning 
the  minds  of  the  people  with  sinister  suggestions  and  preju- 
dices founded  on  falsehoods,  to  which  they  give  currency  in  the 
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gfuise  of  facts.  They  are  creating  a  sense  of  injustice  by  magnt- 
f}  iug  imaginary  wrong's.  They  are  preparing  the  way  for  a 
widespread  destruction  of  property  tlirough  the  dissemina- 
tion of  false  conceptions  of  the  principles  of  justice,  if  their 
work  is  not  promptly  and  thoroughly  counteracted  by  correct 
moral  and  economic  education,  a  disaster,  such  as  the  cause  of 
civilization  has  not  suffered  since  the  dark  ages,  will  come. 
Political  development  has  reached  a  point  at  which  choice 
must  he  made  between  doingf  the  work  of  correctly  educating 
the  people  or  sulYerin^;-  the  (l]>;i^ter  of  a  revolution. 

This  is  neither  the  time  nor  place  to  amplify  this  note  of 
warning.  But  I  beg  to  assure  ever}'one  to  whom  these  words 
may  come  that  they  are  written  with  a  full  knowledge  of 
their  serious  import  based  on  facts  that  admit  of  no  doubting. 
These  facts  have  been  made  possible  by  the  activity  of  the  dis- 
honest and  of  the  misinformed;  and  also  hy  the  apathy  of  those 
who  rely  upon  enacted  law  and  the  use  of  force  to  protect  them 
in  the  possession  of  that  which  they  call  their  property.  Unless 
property  owners  perform  their  civic  duties  far  more  perfectly 
than  they  have  done  in  the  past,  the  day  will  come  when  this 
reliance  will  fail  them.  Millions  of  workmen  are  being  taught 
that  the  property  of  the  wealthy  has  been  acquired  by  robbery, 
and  that,  ''IV lien  a  man  is  robbed,  the  7vay  for  him  to  ^.  t  money 
is  not  to  ti'ork  for  it  but  to  fight  for  it''  When  that  idea  has  taken 
pu.s>essi()n  of  a  snthcient  number,  the  power  of  existing  enacted 
laws  to  protect  the  right  to  such  property  will  fail.  The  de- 
struction of  one  class  of  property  to  satisfy  demands  not  cor- 
rectly based  on  the  natural  law  of  justice  will  not  satisfy,  it  will 
only  stimulate  the  anger  of  the  misguided.  A  well-defined 
movement  in  a  wrong  direction  cannot  be  stopped  until  it  has 
gone  far  be}  ond  the  limits  orign.ally  assigned  for  it  by  those 
through  whose  ill-judged  work  its  inception  and  momentum  are 
due.  On  the  day  when  those  having  false  conceptions  of  the 
principles  of  justice  gain  control  of  the  government,  municipal, 
State  or  national,  calamity  will  come.  The  falsity  or  correct- 
ness of  any  person's  conceptions  may  be  shown  by  his  ability 
or  disposition  to  recognize  the  right  to  property  in  an  idea. 
This  is  the  kind  of  property  most  difticult  to  protect  by  law. 
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therefore  it  is  the  most  easily  stolen.  A  man  who  will  steal 
because  he  safely  can  is  honest  or  just  only  when  he  must  be. 

A  man  who  is  honest  or  just  only  by  compulsiuu  has  not  the 
spirit  of  honesty  or  justice  in  him. 

AN  ECONOMIC  DELUSION. 

AH  men  are  endowed  with  equal  natural  ri«^lits  but  not  with 
eqiKil  natural  conditions  or  capabilities.  The  teaching  that 
**Aii  men  who  do  their  l)est  do  the  same"*  is  an  economic  delu- 
sion. No  one  more  readily  recognizes  differences  in  capabilities 
than  honest-hearted,  clear-headed  men  who  work  under  the 
direction  of  others. 

Whatever  a  person  may  justly  claim  is  his  by  right,  not  by 
favor.  Less  than  this  no  man  should  be  permitted  to  demand 
or  receive.  What  one  cannot  give  in  justice  to  himself  another 
cannot  justly  take  from  him.  Justice  to  self  is  a  true  measure 
of  justice  to  others.  The  Divine  command  is,  **Do  unto  others 
as  yon  would  Jiavc  others  do  loifo  you."  This  command  refjnires 
every  man  to  be  sure  that  his  own  acts  are  just,  rather  than  to 
be  the  judge  of  the  actions  of  others  by  demanding  justice  for 
himself.  No  man  can  comply  with  this  command  without 
doing  justice.  No  man  can  obey  this  command  who  fails  to 
recognize  the  differences  in  natural  or  acquired  capabilities  ex- 
isting between  himself  and  others. 

The  history  of  mankind  presents  a  panorama  of  the  rise  and 
fall  of  civilizations.  .Men  have  ever  been  reaching  after  but 
have  never  fully  p^rasped  and  comprehended  the  e^reat  truth 
which  teaches  tiie  two-fold  character  of  the  ]>rodiicts  of  life — 
character  and  property.  The  greater  always  mcludes  the  lesser  . 
interest,  yet  men  for  ages  have  blindly  sacrificed  character  for 
the  sake  of  property.  Every  feature  of  the  economic  law  of 
labor  and  property  must  be  correctly  understood  and  rightly 
obeyed  before  a  person  can  develop  the  best  possible  character. 
Moral  law  is  the  foundation  of  economic  law.  Economic  law 
completes  moral  law.  One  cannot  be  rightly  observed  while 
the  otlier  is  being  violated. 

Equality."    Eilwarti  Bellamy. 
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THS  TREASURES  OF  WISDOM. 

All  that  has  been  said  pertains  to  ideas  that  may  be  made 
tangible,  imprisoned  in  concrete  forms  and  offered  for  saie 
in  the  market  place.  They  are  of  the  earth.  Beyond  them, 
enveloping  them,  as  the  earth  is  enveloped  by  its  atmosphere, 
is  the  realm  of  thought.  There  the  society  of  mind  exists;  a 
society  in  which  property  is  unknown.  There  the  wise  of  all 
ages  hold  comnuinion.  There  consent  is  given  not  to  own  but 
to  freely  take  all  that  any  one  is  capable  of  receiving".  None 
can  hear  the  conversation  of  the  wise  who  cannot  understand 
them.  In  that  society  the  property  values  for  which  men  so 
earnestly  contend  have  no  meaning.  The  treasures  of  wisdom 
need  no  guarding.  They  elude  destruction.  They  increase  by 
being  shared.  In  the  realm  of  the  society  of  mind  it  is  clearly 
understood  that  the  things  of  greatest  value  are  priceless. 
There  no  one  \s  iil  sacrifice  character  for  property.  There  one 
would  be  known  as  a  loser  who  should  give  his  character,  his 
soul,  in  exchange  for  the  whole  world.  What  infinite  folly  is 
it  then  for  practical  business  men  to  risk  an  impairment  of 
character  to  gain  even  the  largest  wealth  anyone  has  ever  been 
able  to  grasp.  No  man  can  be  unjust  to  a  fellow-man  and 
wrong  him  out  of  the  enjoyment  of  anything  that  is  justly  his 
without  blindly  sacrificing  the  greater  for  the  lesser  good.  All 
so  inclined  should  know  that  it  is  impossible  for  the  justice  of 
God,  which  overrules  the  affairs  of  men,  to  permit  anyone  to 
be  a  permanent  gainer  by  acts  of  his  own  injustice.  In  the 
name  of  all  who  labor,  justice  is  demanded  by  all  who  wisely, 
or  unwisely,  work  for  social  reforms.  For  the  welfare  of  all 
who  toil  with  hands  or  brain  let  everyone  be  taught  to  be  just- 
When  all  are  just,  the  right  to  property  in  ideas,  or  in  any  other 
fonn,  will  need  no  guarding,  no  aliirmation. 
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Siated  Meetings  Wednesday^  April  20^  1898. 
RECENT  IMPROVEMENT  m  X-RAY  TUBES. 

By  H.  LvBCAK  SAYBir. 


The  most  important  considerations  in  the  manufacture  of 
Roentgen-ray  apparatus  are  those  influenced  by  the  value  of 
the  apparatus  to  physicians  and  hospitals.  Now  that  the  sci- 
entific world  has  recovered  from  the  suddenness  of  this  dis- 
covery of  ather-energy,  which  is  so  closely  allied  with  light 
and  electricity  and  yet  without  experimental  proof  of  the 
nature  of  its  energy,  invcsligation  goes  on  with  surer  and  even 
more-rapid  strides  than  it  did  immediately  after  Professor 
Roentgen's  announcement. 

Investigators,  both  physical  and  medical,  have  become 
specific  in  their  lines  of  research,  and  the  large  demand  for 
apparatus  has  caused  such  competition  among  manufacturers 
that  many  useful  improvements  are  the  result.  The  manufac- 
turers themselves,  perhaps,  do  as  much  practical  work  in  this 
direction  as  any  one  else.  They  know  the  faults  of  their  own 
apparatus,  and  these  deficiencies  are  ever  before  them  in  com- 
plaints from  operators,  so  that  it  is  quite  a  problem  to  furnish 
a  good  outfit  capable  of  being  easily  managed  by  a  physician 
or  layman  with  satisfactory  results  for  any  length  of  time. 

An  induction  coil  or  static  machine  will,  with  anv  reasonable 
care,  last  indefuiitely.  The  manipulation  of  the  dry  plate  is  the 
same  as  in  ordinary  photography,  requiring  only  a  knowledge 
of  developing,  fixing,  etc.  The  difficulties  are  chiefly  met  with, 
however,  in  the  operation  of  the  high-vacuum  tube,  in  which 
so  many  factors  are  to  be  considered  in  achieving  satisfactory 
work.  Up  to  the  present  time  I  do  not  believe  that  there  has 
been  discovered  a  more-efficient  generator  of  X-rays  than  a 
piece  of  platinum  l)oml)arded  by  so-called  ''radiant  matter." 

Here  it  may  perhaps  be  interesting  to  indulge  in  a  little 
speculation  on  ''radiant  matter."  Faraday,  who  first  used  the 
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expression,  defines  it  thus,  "If  we  can  conceive  a  change  as  far 
beyond  vaporization  as  that  is  above  fluidity,  and  then  take 
into  account  also  the  proportional  increased  extent  of  altera- 
tion as  the  ch^inges  rise,  we  shall,  perhaps,  if  we  can  form  any 
conception  at  alh  not  fall  far  short  of  radiant  matter,'  and  as 
in  the  last  conversion  many  qualities  were  lost,  so  here  many 
more  would  disappear."  Dr.  WiUiam  Crookes,  in  1876,  made 
public  his  highly-interesting  experiments  with  tubes  carried  to 
such  a  degree  of  exhaustion  that  the  gases  therein  were  in  the 
so-called  ''radiant"  state.  In  his  papers  he  calls  attention  to 
the  fact  that  gases  are  composed  of  an  almost  infinite  number 
of  small  particles  or  molecules,  which  are  constantly  moving 
iii  e\  cry  direction  with  velocities  ui  all  conceivable  magnitudes. 
Owing  to  the  great  number  of  these  molecules  it  is  impossible 
for  them  to  move  an  appreciable  distance  before  they  collide 
with  one  of  their  fellows.  If  the  pressure  of  the  gas  be  dimin- 
ished, the  distance  which  the  molecule  can  move  is  proportion- 
ately increased.  This  average  distance  he  calls  the  mean  free 
path  of  the  molecule.  If  the  pressure  be  so  decreased  that  the 
mean  free  path  is  comparable  with  the  dimensions  of  the  con- 
taining vessel,  the  matter  is  then  in  the  so-called  '^radiant 
state,"  and  the  molecules  are  free  to  bound  forwards  and  back- 
wards across  the  tube.  These  molecules  radiate  from  a  nega- 
tively-excited pole  with  enormous  velocity,  producing  many 
phenomena  wherever  they  strike.  Crookes  constructjed  a 
number  of  very  ingenious  tubes  to  show  the  novel  and  charac- 
teristic properties  of  radiant  matter,  and  he  assigned  the  fol- 
lowing properties  to  it:  Radiant  matter  exerts  a  powerful 
phosporogenic  action  where  it  strikes.  It  proceeds  in  straight 
lines.  When  intercepted  by  solid  mater  it  casts  a  shadow.  It 
exerts  strong  mechanical  action  where  it  strikes.  Radiant 
matter  produces  heat  when  iib  motion  is  arrested. 

To  show  this  last  property,  he  made  a  small  tube  containing 
a  thin  platinum  plate  placed  in  tlie  focus  of  a  converging  stream 
of  radiant  matter.  A  weak  current  from  the  secondan-  of  an 
induction  coil  is  sufficient  to  heat  the  platinum  red  hot.  Had 
Crookes  gone  a  little  further  in  his  experiment  he  would  have 
found  that  not  only  heat  and  phosphorescence  manifest  them- 
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selves,  but  also  that  these  molecular  collisions  ^ve  rise  to  an 
aither  disturbance  of  such  a  character  as  to  excite  phospliores- 
cence  not  only  inside  the  tube  but  also  outside  of  it.  It  would 
also  have  been  demonstrated  that  this  disturbance  radiates  in 
straight  lines,  suffering  no  refraction,  reflection,  or  any  other 
of  the  phenomena  incident  to  ordinary  light,  and  that  all  sub- 
stances are  more  or  less  transparent  to  it.  In  this  way  he 
would  have  antedated  Professor  Roentgen  by  more  than  thirty 
years. 

Whether  the  X-rays  are  simply  the  result  of  the  enormously 
high  temperature  produced  by  the  impact  of  the  molecules, 
whether  they  are  due  to  oscillations  set  up  in  the  charges  on  the 
dischargfing  atoms,  or  whether  they  arise  from  an  entirely  dif- 
ferent cause,  is  yet  to  be  determined. 

The  oricfinal  tube  used  by  Roentgen  was  similar  in  con- 
struction to  one  I  now  show  you.  In  this,  the  bombardment  is 
on  the  glass  at  the  spherical  end  of  the  tube.  The  efficient 
X-rays  resulting  are  few,  because  it  is  impossible  to  bombard 
the  glass  very  hard  without  cracking  or  melting  it;  a  consider- 
able portion  of  the  rays  are  absorbed  in  traveling  through  the 
thick  glass  at  the  end  of  the  tube,  and,  to  get  a  sharp  picture, 
the  light  must  be  considerably  cut  off  by  a  diaphragluu.  Prac- 
tically all  forms  of  tubes  were  tried  by  the  early  investigators, 
the  one  finally  found  most  efficient  was  discovered  at  King's 
College,  London,  in  1892.  It  was  the  Crookes  hot-platinum 
tube.  This  is  the  fundamental  form  of  tube  used  by  various 
makers  throughout  the  world  to-day,  though  with  considerable 
modifications  as  to  detail  anaugement.  It  was  not  long,  how- 
ever, before  a  great  difficulty  manifested  itself  in  the  use  of 
high-vacuum  tubes  for  X-ray  work,  and  that  was  the  rise  in 
vacuum  subsequent  to  their  constant  use.  Many  attempts 
were  made  to  remedy  this  defect,  but  they  all  lacked  success 
from  the  very  fact  that  the  vacuum  was  in  too  a  fickle  a  state 
for  the  human  hand  to  manage.  The  vacuum  in  a  Roentgen- 
ray  tube  can  vary  only  over  very  small  limits,  and,  being  also 
dependent  on  the  temperature  of  the  tube,  it  is  in  a  very  un- 
stable position.  Thus,  if  a  tube  starts  to  heat  when  running, 
the  vacutmi  lowers  and  the  tube  takes  more  current,  due  to  the 
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increased  conductivity  of  the  gas  iherein,  lowering"  the  vacuum 
still  more;  a  reversed  condition  of  affairs  takes  place  if  the  tube 
starts  to  cool.  It  will,  therefore,  be  seen  that  it  is  very  difficult 
and  often  impossible  to  keep  the  temperature  of  a  tube  con- 
stant, and  to  manage  a  non-automatic  regulating  device.  The 
ideal  regulating  device  should  possess  the  following  qualities: 

(1)  It  should  act  immediately. 

(2)  It  should  be  independent  of  the  temperature  of  the 


C,  cathode  tciTiiinal  ;  A,  auode  terminal  ;  JT,  adjustable  spark  point; 
c,  cathode  auxiliary  tube  ;     commuuicatiug  tube  ; 

B,  potailt  tiolb. 

(3)  It  should  maintain  the  desired  vacutmi  unvaryingly. 

Having  these  difficulties  in  mind  and  the  quaHties  desired, 
I  designed  for  Queen  &  Co.  a  tul)e,  which  I  fully  described 
before  the  Electrical  Section  of  the  Institute  about  a  year  ago. 
It  is  unecessary  in  this  connection  to  do  more  than  refer  to  the 
principles  involved  in  its  construction.  Its  operation  depends 
upon  two  phenomena,  viz.,  the  variation  of  the  electrical  re- 


tube. 
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sistance  of  the  gas  in  the  tube  due  to  different  degrees  of 
vacuum,  and  to  the  fact  that  certain  salts  will  give  off  vapor  on 
being  wanned,  re-absorbing  it  on  cooling. 

A  reference  to  the  figure  will  make  the  operation  of  the 
tube  clear.  A  small  bulb  containing  a  substance  which  gives 
off  vapor  on  being  heated  and  re-absorbs  it  as  it  cools  is  di- 
rectly connected  to  the  main  tube  and  surrounded  by  an  aux- 
iliary tube,  which  is  exhausted  to  a  low  Crookes  vacuum.  In 
the  auxiliary  tube  the  cathode  is  opposite  the  above-mentioned 
bulb,  so  that  any  discharge  through  it  will  heat  this  bulb.  This 
cathode  is  connected  in  an  adjustable  spark  point»  which  can  be 
set  at  any  desired  distance  from  the  cathode  terminal  of  the 
main  tube.  In  operation,  the  induction  coil  is  connected  as 
usual  to  the  main  bulb.  On  starting  the  coil,  the  vacuum  of  the 
main  tube  being  high,  its  resistance  is  also  high,  and  the  cur- 
rent takes  the  path  of  least  resistance  through  the  auxiliary 
tube,  thereby  heating  the  substance  in  the  small  bulb.  This  will 
continue  for  a  few  seconds,  until  a  sufHcient  amount  of  gas  has 
been  evolved  to  bring  down  the  resistance  of  the  main  tube. 
After  this  only  an  occasional  spark  will  jump  across  the  gap 
sufficient  to  maintain  the  tube  at  the  same  vacuum.  As  the 
spark  point  is  adjust al)le,  the  vacuum  may  be  set  high  or  low 
by  varying  the  distances  between  it  and  the  main  tube. 

Practical  work  has  demonstrated  that  a  tube  must  possess 
the  following  characteristics  in  order  to  secure  efficient  results: 

(1)  The  vacuum  should  be  adjustable  to  permit  the  ready 
employment  of  the  tube  in  various  kinds  of  work. 

In  a  radiograph  of  the  hand,  it  is  desirable  to  use  a  low 
vacuum  in  order  to  «;ecnre  cfood  contrast  between  the  bones 
and  the  flesh,  while  a  Ing  h  vacuum  is  necessary  to  locate  foreign 
metallic  bodies  in  the  denser  muscular  or  bony  tissues. 

(2)  It  should  require  a  minimum  amount  of  attention  from 
the  operator  during  the  operation. 

(3)  It  must  be  able  to  hold  its  vacuum  continuously  for 
an  indefniite  period. 

(4)  It  must  be  able  to  carry  a  lar^e  current  in  order  to 
generate  powerful  X-rays,  thereby  consuming  as  little  time  as 
possible  in  making  the  exposure. 
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(5)  It  should  have  sharp  definition,  t.  e.»  the  aoorce  ol 
X-rays  should  be  as  small  as  poasible  without  interfering  with 
the  efficiency  of  the  tube. 

In  designing  the  tube  shown  in  the  fiprwre,  and  which  I  shall 
now  put  in  operation,  all  the  fore^om^^  points  received  care- 
ful consideration.  Tiie  principle  of  seh'-regulation  is  identical 
with  that  first  employed  in  the  original  desijtm.  This  iui)e  is 
made  in  two  sizes,  one  with  a  larger  bulb  and  lieavier  platinum 
suital)le  for  powerful  currents.  In  the  larger  tube  the  platinum 
is  reinforced  by  welding  an  extra  thickness  underneath,  the 
platinum  being  very  thick  immediately  under  the  local  point  of 
the  cathode  stream.  The  cathode  is  made  of  aluminum,  hand* 
hammered  to  prevent  rapid  deterioration.  It  is  ground  and 
polished  to  a  curve  of  a  radius  of  one  inch.  It  may  seem  curious, 
but  it  is  a  fact,  that  the  rays  focus  at  a  point,  the  distance  of 
which  from  the  cathode  is  dependent  on  the  licight  of  vactmm. 
After  once  having  come  to  a  focus,  they  seem  to  continue  in 
the  form  <  <i  a  jjeiicil  until  they  strike  the  platinum.  The  cathode 
rays  do  not  cross  each  other  at  all.  This  is  not  true,  however, 
for  very  low  vacua  in  which  they  do  cross. 

The  small  bulb  containing  the  gas-producing  substance  is 
made  with  a  conical  side  towards  the  bombarding  cathode,  in 
order  that  the  heat  shall  be  well  and*  evenly  distributed  over 
its  surface.  This  allows  the  substance  to  get  the  full  benefit  of 
the  heat  generated  without  the  liability  of  the  bulb  cracking, 
<hie  tr»  an  excessive  current.  The  conical  ])oini  of  the  l>ulb  is 
l>roiecieil  by  sealing  in  it  a  little  i)iece  ot  platinum  wire  welded 
to  a  piece  of  foil  of  the  same  material 
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By  Fox, 
Asaistant  Prolenor  of  Applied  MathesnAtici. 


{^Comduded  from  vol.  cxh\  p.  jgj.) 


Problem  lo. — Given  (Fig,  j)  points  C,  P,  A,  and  L.  A  line 
through  L  perpendicular  to  A  L  will  cut  the  line  C  P  (pro- 
duced) in  point  E, 

Problem  ir, — Similar  to  Problem  9,  Given  points  L  and 
D.  The  perpendiculars  drawn  to  L  C  and  D  C,  througfh  the 
points  L  and  D  respectively,  will  intersect  at  the  poini  L. 

Problem  J2. — The  Hnes  through  E  B  and  E  D  are  respec- 
tively perpendicular  to  the  lines  C  D  and  C  D. 

Problem  i^. — (Eig.  2)  S  T  is  perpendicular  C  N  at  C.  Any 
two  of  the  indefinite  lines  C  M,  C  E  and  C  K  (Pig.  r)  being 
given,  the  third  one  is  found  by  making  the  angles  MCE  and 
E  C  K  equal.  Lay  off  distance  C  /  =  1  on  C  T.  Through 
point  /  draw  a  line  parallel  to  the  line  C  R  bisecting  the  angle 
a  =  K  C  N.  This  line  intersects  C  E  in  point  F.  Make  C  O 
r=  C  F  and  draw  0  K  perpendicular  to  O  C  and  cutting  C  K 
in  point  K.  Then  will  C  K  =  r. 


Another  solution  may  be  obtained  by  assuming  any  value 
for  r  say  rj. 


For 


sm.  ^ 
2 

 (as  in  Probl.  6.) 


Hence 


C  O  =s  r  sin,  a=:  C  K  stn,  a 


and 


Then 


Hence 
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where  t'l  and  i  are  known,  and  which  can  be  solved  graphi- 
cally in  the  usual  way. 

Problem  14, — From  equations  (i)  and  (2)  we  get 


/  =  r  —  r  cos,  fi  i 

{p  — 1)=  r  {i^cos,fi)  =z2rsif^.t 

2 


or 


Pig.  4. 


Given  the  point  C  and  the  perpendiculars  C  S  and  C  V 
(Fig.  4).  On  C  N  lay  off  C  H  =  p  —  i,  and  draw  through  H 
a  line  H  G  parallel  to  the  (t  line  C  bisect  the  angle  GHCby 
the  line  H  /,  cutting  C  ^  in  point  /.  The  line  /  E  drawn  per- 
pendicular toC  S  will  cutthe  line  in  point  E,  giving  C  E  = 
r.  The  lap  is  found  by  laying  off  the  distance  EP  =  ponC  B. 
From  the  figure  we  see 

J  C^HCtati,/ H  C^CE€9S.EC  / 

or  {p^i)tan.  ^  c  E  sin.  fi 

2 
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Comparing  this  with  equation  (8)  above,  it  is  evident  that 
C£  =  r. 

Prohlan  ij. — This  is  the  bete  nair  corresponding  to  Spang- 
Icr's  Problem  IV. 

I  suggest  the  following  solution  as  being  somewhat  simpler 
than  Professor  Spangler's: 

Draw  the  lines  C  N  and  S  T  {Fig,  5)  as. before. 

OnSTlayoffC/^tand/ y then  KC  =  ^  —  t. 

Draw  the  line  C  K  making  the  angle  K  C  N  =sa,  and  on 
C  K  lay  off  C  1"  =  C  Y.  Project  the  point  F'  on  5  C  to  point 
Q  and  draw  the  arc,  laying  ofi  C  Q'  onC  N  equal  to  C  Q.  At 


r 

Pig.  5* 

Q'  erect  a  perpendicular  and  find  the  point  R  where  a  line  bi- 
secting the  angle  a  intersects  the  perpendicular. 

Join  R  and  /  by  a  line,  cutting  the  circle  Q  Q'  at  the  point 
F,  Then  will  the  line  F  C  make  ihe  angle  /5  with  C  N, 

Proof:  Prolong  the  line  R  Q'  to  the  point  Z  making  Q'  Z 

RQ'  =  Q'  Ctatt.RCQ' 

=i  y  C  sin.  a  tan,  ^ 

2 

=  F  C .  2  sin.''  1 

2 
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Hence,  R  Q'  ^  V  C {i  cos.  a)^(/>^  i)  (i  mo.) 
and  RZ^i^p  —  0    ^         +  * 

and    ^  ^tan.RIZ^  {/>  -  i)  (i  ^  c^.  alf  i 

In  the  triangle  C  F  J 

=      sif^  CFJ       _  SM.{Q  CF  -^  CI  F)  ^ 

f  (9 J.  F I Z  cos,  F  I Z 


Of 


IC-  =  y  Z  cvj.  Q  CF—  sin,  Q'  C F. 


1 

r 
■ 

• 

/ 

1 
1 

/ 

/ 

/ 

/ 

• 

4 
1 

t 

/ 

✓ 

1 
• 

Pig.  6. 

From  previous  equation  (^A),  since  F I Z  =  R  I  Z 

i      _  (/>  -  r I  -    «^ +1'^^^   c/--ji>.  c  (B) 


Now  equation  (5)  is 

r  ^<?x.  /3  —  r  rw.  (a  —  ^)  =  / 
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and  on  combining  (i)  and  (3)  we  have 


AVI 


(9) 


whence  with  (5)  above 

/  €os.  P'^P  COS*  {a  —  /9)  =  I i  cos,  (« 
/  COS.  ^  —  ( /  —  i)  COS.  (a  —  /5)  =  t 
(/  —  #)  t(?s,  /S  —  (/  —  /)  (ffs,  {a^  ft)^i  —  i  cou  ^ 
{p  —  1)  cos,  /9  —  (/  —  0  cos,  a  cos,    —  (/  —  0  sin,  a  sm,  + 

I  cos,     tez  i 

COS.  ^  [(/  —  1)  (I  —  cos,  a)  -t~  /]  —  {p  —  i)  sm.  a  sin,  i 


Fig.  7. 

Dividing  both  members  by  (p  —  t)  sin.  a 

r.—^.  i£z:/Kl^-'-"^-)±i«,./}_^^(,o) 

—  1^  sm.  a  (p  —  /)  sm.  a  \  ' 

This  is  identical  with  Equation  (B),  and  hence  <  Q*  C  F 

The  other  quantities  can  be  found  by  Problem  14. 

Problem  J 6. — W'e  can  readily  derive  similar  to  Equation 
(10): 

 L  =  (A-  OIL-       ^1±L COS.  P  +  sin,  fi  (II) 


[p  —  /)  sin.  jj 


ip     i)  sin,  tf 
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Fig,  6,  similar  to  f  ig.  5,  shows  the  work,  the  scale  being 
twice  the  scale  01  fig.  i. 

It  is  evident  that  <CF       <,FC  A  -f  <Zl  F 

Hence   ==  ««.     C        ZI  F)  ^ 

—  i)  sin,  7j         sin.  (90°  —  ZIF) 

tan,  ZIF  COS.  F  C  A      sin,  F  C  A 

where  tan,  ZIF  ^  [p  -  i){\ —cos,^>i.^  /  ^j^^ 

[p  —  ?)  stn.  rj 

Coiiiparmg  this  with  Equation  (11),  we  find  <,F  C  A  =^fi 
Problem  //, — ^Equation  (9)  gives 

P  _  / 


r  = 


I  —  COS.  (a  —  3)       ^  •  •  «  —  P 
^  2  stn}  


-or  rsm.- — C 


2  SW. 


2 

Draw  circle  with  radius  =  p,  center  C  il'ig.  7). 

Lay  oil  the  given  angles  B  C  A  =     and  D  C  A  =^  a. 

Bisect  the  angle  D  C  B  (=  a  —  ^9)  by  line  E  C. 

Make  F  C  ==  >'2  />  on  a  line  C  A/  perpendicular  to  5  C. 
Draw  the  line  F  E  parallel  to  B  C  and  cutting  £  C  in  point  E, 
^^ake  £'  C  =c  £  and  draw  E'  R  parallel  to  B  C  and  cutting 
£  C  (prolonged)  in  point  R.  Then  will  C  i?  =  r. 

College  of  the  City  of  New  York, 
New  York,  March,  1896. 
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CHEMICAL  SECTION. 

SiaUi  Meeting^  Tuesday^  March  15,  1898, 

SOME    RECENT   DEVELOPMENTS   IN  TEXTILE 

PROCESSES. 

By  Akon  Hambukgeh. 


The  cry  of  the  civilized  world  is,  and  has  always  been,  tor 
novelty.  In  the  imiltitude  of  mechanical  and  industrial  pur- 
suns  which  eugros'i  the  attention  of  the  busy  worker  in  labora- 
tory and  shop,  wonder  succeeds  wonder;  the  world,  astonished 
perhaps  for  a  moment,  looks  on  with  languid  interest,  and 
then  demands  further  proofs  of  the  fact  that  we  are  but  on  the 
threshold  of  industrial  development. 

The  fickleness  of  fashion,  the  demands  of  an  ever-active 
competition,  and  the  various  problems  presented  by  the  inex» 
orable  laws  of  supply  and  dciiiaud,  have  ever  been  a  powerful 
stimulus  to  the  textile  worker,  as  well  as  to  his  co-laborers  in 
other  helds  of  industry. 

A  few  developments  of  comparatively  recent  origin  seem 
to  promise  new  avenues  for  the  skill  of  the  textile  worker,  and 
it  is  my  purpose  to  present  to  you  in  a  few  brief,  practical  notes^ 
a  number  of  new  applications  of  chemistry  to  textile  processes 
which  are  engrossing  the  attention  of  American  and  European 
mills  and  dyehouses. 

On  account  of  its  high  luster,  pfreat  strength  and  elasticity, 
and  its  affinity- for  nearly  all  artificial  and  natural  coloring  mat- 
ters, the  tiber  excreted  by  the  many  species  of  silk  wonzi  has 
always  held  the  highest  place  in  the  estimation  of  textile-manu- 
facturing natipns. 

The  great  demand  for  silk  for  ornamental  and  useful  pur- 
poses, and  its  high  intrinsic  value,  have  been  the  incentives  for 
many  efforts  towards  its  artificial  production. 

\\  hile  nothing  has  yet  been  brought  forward  which  has 
been  capable  of  displacing  silk  in  the  textile  industry,  interest- 
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m%  progress  has  been  made  in  the  art  of  imparting  a  silk  luster 
and  appearance  to  other  and  cheaper  fibers. 

As  early  as  1844  John  Mercer,  a  coiion  printer,  of  Lanca- 
shire, England,  discovered  that,  when  subjected  to  a  strong 
solution  of  caustic  soda  or  caustic  potash,  cotton  fibers  be- 
came t(reatl}-  contracted  in  length,  as  well  as  more  dense,  and 
to  a  high  degree  capable  of  being  directly  dyed  with  basis  dye- 
stuffs. 

He  made  this  discovery  the  basis  of  broad  patents,  which 
were  issued  to  him  in  England  and  in  continental  countries  in 
1850,  and,  to  quote  the  original  patent  application,  his  claims 
were  as  follows: 

"The  iiu  Liuioii  consists  in  subjecting  vegetable  fal>rics  and 
fibrous  materials,  cotton,  flax,  etc.,  either  in  the  raw  or  manu- 
factured stnte.  to  the  action  of  caustic  soda  or  caustic  potash, 
dilute  sulpliuric  acid,  or  chloride  of  zinc,  of  a  strength  and  tem- 
perature sufficient  to  produce  the  new  effects,  and  to  give  the 
new  properties  to  them  which  I  have  hereafter  described. 

mercer's  invention  described. 

'The  mode  I  adopt  of  carrying  into  operation  my  inven- 
tion to  cloth,  made  wholly  or  partially  from  any  vegetable 
fibers,  bleached,  is  as  follows:  I  pass  the  cloth  through  a  pad- 
ding machine  charged  with  caustic  soda,  or  caustic  potash,  at 

60°  or  70  Twaddell's  hydrometer,  at  the  common  temperature, 
at  say  60  F.  or  under,  and.  without  drying  the  cloth,  wash 
it  in  water,  then  pass  throui^h  dilute  sulphuric  acid  and  wash 
again,  or  1  run  the  cloth  over  and  under  a  series  of  rollers  in 
a  cistern  witii  caustic  soda  or  caustic  potash  at  from  40°  to 
50°  of  Twaddeirs  hydrometer,  at  the  common  temperature  of 
the  atmosphere,  the  last  two  rollers  being  set  so  as  to  squeeze 
the  excess  of  potash  back  into  the  cistern;  the  cloth  then  passes 
over  and  under  rollers,  placed  in  a  series  of  cisterns  charged 
at  the  commencement  of  the  operation  with  water  only,  so 
that,  at  the  last  cistern,  the  alkali  has  been  nearly  all  washed 
out  of  the  cloth:  when  the  clnth  has  either  <^one  throuqfh  the 
padding  machine  or  through  the  cisterns  above  described.  I 
wash  the  cloth  in  water,  pass  it  through  dilute  sulphuric  acid, 
and  wash  it  again  in  water. 
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"When  I  adapt  the  invention  to  gray  or  unbleached  cloth, 
made  from  the  fibrous  material  l)efore  mentioned,  I  first  l)oil 
or  steep  the  cloth  in  water,  so  as  to  have  it  thorouo;h1y  wet,  and 
remove  most  of  the  water  by  the  squeezers  or  hydro-extractor, 
and  then  pass  the  cloth  through  the  soda  or  potash  solution, 
etc.,  and  proceed  as  before  described. 

mercer's  invention  applied  to  warps. 

"I  apply  my  invention  in  the  same  way  to  warps,  either 
bleached  or  unbleached.  By  this  process  I  produce  on  cotton 
and  other  vegfetable  fabrics  and  fibers  effects  somewhat  analo- 
gous to  that  which  is  produced  on  woolen  by  the  process  of 
fulling  or  milling-.  It  will  have  acquired  greater  stren^q'th  and 
firmness,  each  iiber  requirmg  greater  force  to  break  it.  It  will 
also  have  become  heavier  than  it  was  before  it  was  acted  on 
by  the  alkali,  if  in  both  cases  it  be  weighed  at  the  temperature 
of  60**  F.  or  under  It  will  have  acquired  greatly  augmented 
and  improved  powers  of  receiving  colors  in  printing  and  dye- 
ing. 

effects  of  the  application. 

"The  cticcts  of  the  application  of  niy  invention  to  the  vi-^c- 
table  fiber  in  any  of  its  various  stag^es  before  it  is  manufactnied 
into  cloth  will  be  readily  understood  by  reference  to  its  effects 
upon  cloth  composed  of  such  fibers. 

''Secondly,  I  employ  sulphuric  acid  diluted  to  105^  Twad- 
dell's  hydrometer,  and  at  60''  F.  or  under.  I  use  this  acid  mix- 
ture instead  of  caustic  potash  or  soda,  and  operate  in  all  re- 
spects the  same  as  when  I  use  soda  or  potash,  except  the  last 
souring,  which  is  here  unnece>sary. 

''Thirdly,  when  1  emj>loy  solution  of  chloride  of  zinc,  in- 
stead of  soda  or  potash,  1  use  the  solution  at  145^  F.,  and  oper- 
ate in  all  respects  the  same  as  when  I  use  soda  or  potash. 

"When  I  operate  on  mixed  fabrics,  partly  of  vegetable  and 
partly  of  silk,  woolen,  or  other  animal  fibers,  such  as  delaines 
or  leans,  etc.,  I  prefer  the  strength  of  the  alkali  not  to  ht  above 
40^  Twaddell's  hydrometer  and  the  heat  nut  above  50  F.,  lest 
the  animal  tibers  should  be  injured. 
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CONCLUDING  REMARKS. 

**I  may,  in  conclusion,  remark  that  the  description  of  the 
apparatus  or  machinery  and  the  streni^tli  and  temperature  of 
the  soda  or  potash,  sulphuric  acid  or  chloride  of  zinc  solution, 
may  be  varied  to  a  considerable  extent,  and  will  produce  pro- 
portionate effects  without  at  all  deviating  from  my  invention. 
For  instance,  caustic  potash  or  soda  may  be  used  even  as  low 
as  20**  Twaddell's  hydrometer,  and  still  give  improved  proper- 
ties to  cotton,  etc.,  in  receiving  colors  in  printing  and  dyeing, 
particularly  if  the  heat  be  low,  for  the  lower  the  temperature 
the  more  effectively  the  soda  or  potash  acts  on  the  fibrous  ma- 
terial above  described.  I,  therefore,  do  not  confine  mvself  to 
any  particular  strength  or  temperature  of  the  substances  I 
employ,  but  the  particular  strength,  heat,  and  processes  here 
described  are  what  I  have  fotmd  the  best,  and  what  I  prefer. 

''And  I  claim  as  of  my  invention  the  subjection  of  cotton, 
Knen  and  other  vegetable  fibrous  material,  either  in  the  fiber 
or  any  stage  of  its  manufacture,  either  alone  or  mixed  with  silk, 
woolen  or  other  animal  fibrous  material  to  the  action  of  caustic 
soda  or  caustic  potash,  dilute  sulphuric  acid,  or  solution  of 
chloride  of  zinc  of  a  temperature  and  strength  sufhcient  to 
produce  the  new  effects,  and  to  give  to  them  the  new  properties 
above  described,  either  by  padding,  printing  or  steeping,  im- 
mersion or  any  other  mode  of  handling." 

Notwithstanding  the  great  expectations  aroused  among 
cotton  manufacturers  by  Mercer's  patents,  so-called  mercer- 
ized cotton  has.  until  recently,  assumed  little  importance  be- 
cause the  contraction  of  the  hber  in  all  directions  made  cotton 
cloth  so  treated  much  more  expcii-ivc.  and  the  advantage 
gained  never  appealed  to  the  handler  as  being  sufficiently 
strong  to  compensate  for  the  increased  cost  of  production. 

Within  the  last  two  years,  however,  an  accidental  discovery 
in  connection  with  mercerizing  cotton  has  opened  a  new  field 
of  usefulness  for  this  process,  and  the  silk-lustering  of  cotton 
yams  or  cloth  by  means  of  solutions  of  caustic  alkalies  or 
similar  reagents,  presents  many  possibilities. 

A  textile  chemist  in  Germany,  whose  name  at  this  writing 
escapes  my  memory,  was  experimenting  with  a  fabric  com- 
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posed  of  equal  parts  of  silk  and  cotton  with  a  veiw  to  the  acqui- 
sition of  some  means  by  whicli  piece  goods  of  this  description 
might  be  colored  evenly  in  one  bath. 

In  one  experiment  he  treated  his  cotton  yarn's  with  a  strong 
solution  of  caustic  soda  while  holding  same  in  a  stretched  con* 
dition,  and,  to  his  great  surprise  and  delight,  noted  the  fact 
that  the  cotton  fiber  had  assumed  a  silky  luster  and  appearance, 
and  coiilcl  l)e  dyed  in  very  fast  and  bright  shades  without  losing 
its  fine  silk-like  appearance. 

As  a  result  of  this  happy  accident,  manufacturers  in  all 
parts  of  the  world  have  been  experimenting  on  similar  lines, 
and,  through  the  courtesy  of  the  J.  R.  Montgomery  Company^ 
of  Windsor  Locks,  Conn.,  which  is  very  successfully  manufac- 
turing tliese  silk-Iustered  cotton  yarns  on  a  large  scale,  1  am 
enabled  to  present  for  your  examination  some  very  handsome 
samples  of  this  yarn,  which  is  easily  dyed  and  may  readily  be 
woven  into  durable  and  handsome  fabrics. 

To  obtain  this  silk  luster  and  finish,  the  best  method  to  be 
pursued  is  as  follows:  Yams,  warps  or  piece  goods  in  a 
stretched  condition  are  immersed  in  a  solution  of  sodium  hy- 
drate (caustic  soda)  for  about  fifteen  minutes,  strength  of  bath 
to  be  al)out  52^  Twaddell. 

The  cotton  goods  thus  treated  are  then  passed  through 
squeeze  rolls,  or  are  hydro-extracted,  to  remove  excess  of 
alkali,  and  are  then  thoroughly  rinsed  with  clear  water. 

A  second  bath  of  dilute  sulphuric  acid  suffices  to  neutralize 
all  remaining  alkali,  when  a  thorough  final  rinsing  leaves  the 
yarn  in  condition  for  either  dyeinjs:  or  bleaching^. 

The  character  of  yarns  employed  for  this  pin  pose  has  a 
marked  influence  on  the  luster  and  finish  obtained,  as  soft- 
twisted  and  double  yarns  made  from  long  staple  Egyptian  or 
Sea  Island  cotton  give  decidedly  the  best  results.  Hard- 
twisted  yarns  and  single  yams  of  ordinary  cotton  acquire  luster 
and  a  greater  affinity  for  dyestuffs,  but  they  are  inferior  in  ap- 
pearance to  those  made  of  soft-twisted  double  yarns  from 
Egj'piian  or  Sea  Island  cotton. 

As  a  result  of  the  uniform  contraction  of  the  fiber,  due  to 
this  process,  these  yarns  have  a  tensile  strength  of  from  25  to 
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40  per  cent,  greater  than  before  treatment,  and  this  property 
adds  greatly  to  the  advantage  to  l)e  derived  from  the  use  oi 
such  material  in  the  manufacture  of  articles  for  ordinary  wear. 

The  silk  touch  and  feel  or  ''scroop,"  as  it  is  called,  may  be 
obtained  on  mercerized  yarns  by  treating  them  after  dyeing 
or  bleaching  with  alternate  baths  of  olive^oil  soap  and  calcium 
chloride,  as  follows: 

The  dyed  or  l)leac]ied  varn>  (or  cloth)  are  first  passed 
through  a  bath  made  up  of  one  pound  neutral  olive-oil  soap 
dissolved  in  twenty-five  gallons  of  water.  The  yarns  are  then 
hydro-extracted  and  passed  through  a  i  per-cent.  solution  of 
calcium  chloride,  and  afterwards  washed  and  steamed  lightly. 

This  precipitation  of  a  lime  soap  (principally  calcium  ole- 
ate)  on  the  fiber  inijiarts  the  peculiar  silky  feeling  so  much  de- 
sired in  the  manufacture  of  dress  goods, hosiery, underwear. etc. 

Where  this  scroop  is  not  of  particular  benefit,  it  is  always 
well  to  soap  the  dyed  or  bleached  yams  or  goods  with  a  good 
neutral  olive-oil  soap,  which  adds  softness  and  improves  the 
luster. 

To  insure  even  lustering  I  have  always  found  that  it  is 
better  to  use  a  weaker  solution  01  aU<ali  and  longer  immei  ^ioii 
therein,  rather  than  a  stronger  caustic  bath  and  a  shorter  treat- 
ment. 

A  52"^  Twaddell  solution  of  caustic  soda  is  as  strong  as 
necessary,  and  the  average  time  of  immersion  should  not  be 
over  fifteen  minutes. 

Stretching  and  twisting  on  suitable  machines  after  the  mer- 
cerizing, also  tend  to  heighten  luster,  and  are  recommended  to 
all  handlers  of  this  material. 

Since  the  first  notes  on  this  method  of  silk-lustering  ap- 
peared, many  other  reagents  have  been  recommended  in  the 
place  of  the  caustic  alkalies,  but  few  if  any  of  them  appear  to 
present  any  practical  advantage. 

One  method,  patented  in  Germany,  calls  for  the  use  of  a 
mercerizing  bath  made  up  of  30  per  cent,  of  sodium  or  |»otas- 
sium  sulphide,  to  which  is  addeil  10  per  cent,  of  any  ut  the  fol- 
lowing fat  solvents  (which  float  on  top  of  the  alkaline  sulphide 
solution,  so  that  the  yarns  or  cloth  pass  first  through  the  sol- 
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vent  and  then  through  tlie  sulphide),  methyl  or  ethyl  alcohol, 
benzol,  aniline  oil,  paraffine  oil,  petroleum  or  turpentine. 

As  the  >'anis  or  goods  treated  with  caustic  soda  or  potash 
art,  as  a  rule,  boiled  out  and  freed  from  impurity  before  enter- 
ing the  bath,  this  method,  which  I  have  carefully  tried,  costs 
more  than  the  other,  and  does  not  seem  to  give  any  better 
results. 

Another  ai)p]ication  of  this  mercerizing  process  to  textile 
fabrics  is  mentioned  in  a  late  number  of  the  Textile  Manufac- 
turer, of  Manchester,  England,  from  which  I  quote: 

GLOSS  ON  COTTON  AND  LINEN  GOODS. 

"Among  the  \  ery  recent  processes  for  obtaining  a  silk-like 
gloss  effect  on  tillers  and  fai)rics  is  one  devised  by  the  Farh- 
werke.  of  Hoechst-am-Main,  and  described  in  the  Textile 
Manufacturer,  of  Manchester,  England. 

'  'The  object  of  this  is  to  produce  durable  effects  on  both 
cotton  and  linen  stuffs.  To  do  this  they  employ  the  modified 
mercerizing  system  of  Thomas  &  Prevost.  by  applying  appro- 
priate resisting  >i  \  le>  caj^able  of  neutralizing^  the  mercerizing 
effects  of  soda  lye  upon  the  fabric  in  the  stale  of  tension.  By 
these  means  they  claim  to  obtani  a  new,  valuable  and  technical 
effect.'  It  is  kno^vn  that  it  has  been  impossible  hitherto  to  pro- 
duce damask-like  gloss  effects  of  perfect  durability  by  means 
of  the  dyeing  or  printing  processes.  The  methods  employed 
until  now  were,  as  a  rule,  limited  to  printing  with  oxide  of 
zinc,  barium  sulphate,  etc..  combined  with  a  fixing  agent  (albu- 
men, caseine,  etc.).  on  tissues  of  sateen-like  weaving  and  gloss 
dressing  in  order  to  thus  neutralize  the  sateen  gloss,  and  of  the 
tissue  by  means  of  this  locally-fixed  white  color.  While  the 
g^loss  produced  by  this  sateen  weaving  cannot  be  compared 
"With  real  silk  gloss  and  with  that  obtained  on  cotton  by 
Thomas  &  Prevost's  system,  and  must  be  regarded  merely  as 
an  effect  of  weaving  and  a  ]>articular  method  of  dressing,  it  is 
to  be  observed  that  the  silk  gloss  01  mercerized  cotton  in  a 
state  of  tension  is  obtained  by  a  chemical  and  physical  change 
of  the  cotton  fiber. 

"It  is  a  fact  that  the  mercerizing  of  the  cotton  in  a  state  of 
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tension  causes  the  lumen  of  the  fiber  to  shrink,  to  become 
transparent,  and  to  undergo  great  changes  on  its  surface  which 
produce  this  lasting  silk-like  gloss.    Also,  from  a  chemical 

point  of  view,  the  fiber  nnflersi-oes  an  advantageous  cliange, 
and  it  is  generally  known  that,  since  Mercer's  experiments,  the 
affinity  of  cotton  fiber  towards  mordants  and  dyestuffs  is  con- 
siderably increased  by  the  influence  of  strong  soda  lyes  and 
agents  acting  in  a  similar  manner  (concentrated  sulphuric  acid, 
solution  of  chloride  of  zinc).  It  is,  therefore,  possible  to  pro- 
duce this  mercerizing  effect  on  fabrics  locally,  under  conditions 
as  specified  by  Thomas  &  Prevost  (tension),  either  by  means  of 
printing  with  coiiccntr.ited  soda  lye  or  by  protection  of  the 
fiber  against  the  mercerizing  ettect  of  tlie  soda  lye,  a  durable 
and  damask-like  effect  being  thus  obtained.  The  substances 
suitable  for  the  resisting  style  are  easily  coagulable  organic 
bodies,  such  as  albumen,  caseine,  etc.,  as  well  as  salts,  acids  or 
oxides,  which  partly  have  a  neutralizing  effect,  or  provide  the 
fiber  with  a  protecting  film  of  an  oxide. 

'The  resisting  action  of  these  bodies  against  soda  lye  is  not 
new.  With  the  help  of  these  bodies  the  most  varied  white  and 
colored  giniping  effects  were  obtained,  while  the  object  of  the 
present  process  is  to  avoid  the  shrinking  of  the  tissue  and  the 
silk  gloss  thus  caused.  * 

"In  the  description  of  a  German  patent  particular  stress  is 
laid  upon  the  circumstance  that  the  printed  resisting  style — 
albumen,  caseine,  etc.,  or  mixtures  of  gum  with  acetates  of  alu- 
minium or  chromium — ^becomes  insoluble  by  previously  steam- 
ing, and  thus  forms  an  inseparable  compound  with  the  fiber. 
In  order  to  obtain  the  intended  effect,  the  applied  resisting 
styles  need  not  l)e  steamed,  and  the  possibility  thus  created 
of  effecting  a  subsefinent  removal  of  the  albumen,  or  the  en- 
crusting protect iui^  suljsiances.  is  in  many  cases  a  great  advan- 
tage. As  the  silk-like  gloss  produced  on  the  tissues  in  form  of 
patterns,  according  to  this  method,  is  ver>'  durable,  such  cloths 
may  be  afterwards  dyed,  printed,  steamed  and  washed  without 
danger  to  the  gloss.  It  is  likewise  possible  to  produce  the  most 
varied  printing  effects  with  durable  silk  gloss  by  the  addition 
of  mordants  or  dyestuffs  to  the  resisting  styles  or  to  the  mer- 
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ceriziiig-  soda  lye.  The  printing^  of  the  resisting  styles  and  the 
mercerizing"  may  be  done  separately  or  in  succession  on  the 
printing  machine;  in  the  latter  case  the  printed  cloth,  on  leav- 
ing the  roller,  is  stretched  by  means  of  an  appropriate  stretch- 
ing apparatus.  The  washing  in  a  stretched  condition  is  con- 
tinued until  the  tension  of  the  inner  fiber  has  ceased. 

"The  following  is  an  example  of  an  appropriate  printing 
color: 

^'Mercerizing  color  for  direct  printing.  70  grams  British 
gum  and  930  grams  soda  lye  (40°  £.),  or  100  grams  wheat 
starch,  200  grams  water,  and  2,000  grams  soda  lye  (40^  B.). 

Resisting  Co/t?r.— ^Albumen  solution,  10**,  700  grams,  and 
dilute  solution  of  gum  tragacanth  300  grams. 

**We  might  add  further  that  the  microscopical  appearance 
of  cotton  mercerized  by  the  process  of  Thomas  &  Prevost  dif- 
fers from  that  of  ordinar\'  cotton  in  a  striking  and  typical  man- 
ner. The  mercerized  fibers  mounted  in  water  generally  appear 
stretched  and  smooth,  only  showing  the  twisted  appearance 
.  in  places,  or  not  at  all.  Those  fibers  which  possess  the  well- 
known  twisted  appearance  have  a  large  lumen  and  are  little 
changed.  The  fibers  from  the  outside  portion  of  the  yam 
show,  in  consequence  of  the  greater  tension,  longitudinal  folds, 
while  those  from  the  inside  frequently  show  transverse  crushed 
folds. 

"The  surface  of  the  fibers  often  shows  an  intermittent 
double  stripe.  The  cuticular  layer  is  generally  completely  de- 
molished. The  lumen  of  the  fibers  in  places  is  greatly  en- 
larged; in  others  it  appears  as  a  dark  line,  while  in  others  it  has 

entirely  vanished.  The  enlarged  portions  of  the  lumen  are 
frequently  filled  with  a  granular  mass,  in  polarized  light  the 
fibers  behave  just  like  ordinary  cotton." 

The  extensive  use  of  mohair  and  lustrous  wools  in  the 
manufacture  of  braid  yarns  and  dress  goods,  etc.,  has  led  to 
many  experiments  with  ordinary  wools  to  secure  silky  appear- 
ance and  luster,  and  while  a  perfectly  satisfactory  i^rocess  has 
not  yet  been  obtained,  some  very  interesting  results  of  a  more 
or  less  practical  valne  have  been  arrived  at  through  the  use  of 
various  oxidizing  agents,  most  promment  of  which  are  chlorine 
and  bromine  in  dilute  solutions. 


Digitized  by  Google 

i 


462 


Hatnburger : 


IJ.  F.  U 


The  combination  of  fatty-acid  precipitation  with  energetic 
oxidation  by  means  of  sodium  or  calcium  hypochlorite  is  the 
basis  of  the  following  formulae,  which  have  given  me  good 
silky  luster,  but  which  have  a  more  or  less  tendering  action  on 
the  fiber. 

For  light  shades  on  20  pounds  of  knitting  yam,  take  the 

soluble  part  of  3  pounds  of  calcium  hypochlorite  (bleaching 
powder)  dissolved  in  150  i^allons  of  water,  with  from  3  to  4 
pounds  of  HCl.  Work  for  from  30  to  45  minutes  at  140"^  to 
158°  Fahr. 

For  dark  shades  use»  for  same  quantity  of  yarn  and  same 
amount  of  water,  6  pounds  hypochlorite  of  calcium  and  3 
pounds  HCl,  working  for  45  minutes  at  122°  Fahr 

For  use  on  either  dark  or  light  shades  take  100  gallons  so- 
dium hypochlorite  liquor,  testing  ' ,  B.,  with  6  pounds  HQ, 
and  treat  for  30  minutes  at  122^  Fahi. 

Another  method,  perhaps  better  on  account  of  lessened 
tendency  to  yellow  the  fiber,  is  to  treat  for  30  minutes  at  86^ 
to  95°  F.  with  a  bromine  solution  of  from  5  to  8  per  cent, 
strength;  but,  while  this  method  has  a  better  effect  on  the 
strength  of  the  fiber  than  chlorine,  the  luster  is  less  brilliant. 

In  all  cases  much  care  is  necessary  that  the  operation  be 
not  prolonged  beyond  the  specified  time,  that  the  temperature 
be  not  permitted  to  rise  too  high,  and  that  the  yarns  be  turned 
constantly  so  as  to  insure  uniform  oxidation. 

As  wool  fiber  is  always  nvjre  or  le>>  (li>col(:»re(I  by  this 
treatment,  it  is  necessary  to  bleach  Ijcfore  dyeing,  aqueous  sul- 
phurous acid  being  best  adapted  for  this  purpose.  Silk  scroop 
is  imparted  by  charging  either  before  or  after  dyeing  with  a 
solution  made  up  of  120  grains  of  olive-oil  soap  per  gallon  of 
water,  to  which  is  added  56  cubic  centimeters  of  10  per  cent. 
HjSO,. 

Temperature  of  this  broken  soap  bath  should  be  about 
122  l*"ahr. 

Anuihcr  l»enutifnl  prmhict  f)f  chemical  industry  is  the  aiti- 
licial  silk  made  under  the  patents  of  Lehner  of  Zurich  and  tl* 
Compte  De  Chardonnet,  of  Bordeaux,  which,  while  not  yet 
demonstrated  practical  value  on  account  of  high  cost  of  pro- 
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duction  compared  to  silk  and  various  mechanical  ilciccts.  yet 
furnish  a  valuable  starting  point  for  what  certainly  should 
be  a  fiourishmg  industry  when  these  defects  arc  overcome. 

If  cottou  be  carefully  cleansed  and  passed  through  a  cold 
bath  of  strong  nitric  acid,  it  is  converted  into  dinitrooeilulose 
without  becoming  particularly  tender  or  inflammable. 

Pyroxylin  or  gun  cotton  of  the  composition  Ci2Hi4(N08) 
6O10  belongs  to  the  same  group  of  nitrated  cellulose  com- 
pounds, and  by  means  of  less  concentrated  acid  we  obtain  a  less 
nitrate<l  trinitrocellul()>e  known  as  soluble  pyroxylin,  which  is 
soluble  in  alcohol  and  ether,  forming  a  heavy  syrupy  tluid 
known  as  collodion. 

But  it  is  the  tetra^nitro  cellulose  of  the  same  group  which 
forms  the  basis  of  the  interesting  results  obtained  at  different 
times  by  Lehner,  Chardonnet  and  others  in  the  artificial  silk 
industry  before  mentioned. 

To  produce  the  remarkable  fiber,  of  which  I  am  able  to 
show  typical  samples,  the  pyroxylin,  in  the  form  of  the  tetra- 
nitrocellulose.  is  dissolved  in  a  mixture  of  38  parts  ether  and 
42  parts  alcohol  to  form  a  6-5  per  cent,  pyroxylin  solution. 

This  solution  is  introduced  into  a  tinned  copper  receptacle, 
from  which  it  is  forced  by  continuous  air  pressure  through  a 
vertical  glass  tube,  ending  in  a  fine  capillary  orifice,  and  sur- 
rounded by  a  second  glass  tube,  through  which  there  is  a 
steady  flow  of  cold  water. 

As  soon  as  the  nitrocellulose  solution  comes  in  contact 
il.c  water  it  solidifies  and  may  be  drawn  from  the  tube 
as  a  contiiuious  thfcad,  which,  however,  is  highly  inflammable, 
and  must  be  dc-niirated  before  it  can  l)e  safelv  used. 

This  is  accomplished  by  hrst  treating  with  diluu  nitric  acid, 
and  afterwards  with  a  solution  of  ammonium  phosphate. 

The  artificial  silk  thus  obtained  may  now  be  colored  in  the 
same  way  as  ordinary  silk,  care  being  taken  to  avoid  boiling, 
which  greatly  injures  its  strength,  the  temperature  of  the  dye 
bath  being  best  fixed  at  or  below  180°  F. 

The  greatest  faults  of  this  cellulose  silk  lie  in  its  lack  of 
ela^tlcitv  and  its  great  loss  of  strength  un  becoming  wet,  to 
which  its  hygroscopic  nature  makes  it  peculiarly  liable. 
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However,  I  am  informed  that  the  use  of  15  per  cent,  of  for- 
maldehyde, acetic  aldehyde,  paraldehyde  or  other  aldehyde 

derivatives  in  the  solvent  used  for  the  p\  roxylm  wih  yield  a 
fi])er  free  from  these  defects,  and  that  the  product  of  the  Char- 
don  net  lac lories  is  now  ^io  treated. 

In  this  connection  it  might  be  added  that  formaldehyde 
presents  to  the  textile  chemist  many  very  useful  characteristics, 
which  are  being  taken  advantage  of  in  several  processes  now  in 
use,  and  which  we  will  briefly  note. 

The  product  formaldehyde  was  first  obtained  b}  Von  Hoff- 
man, in  1867,  by  passing  the  vapor  of  methyl  alcohol,  mixed 
Willi  air,  over  finely-divided  Pt  heated  to  redness. 

It  is  also  formed  in  small  qnantity,  together  with  marsh 
gas  (CH4)  and  formic  acid  HoCOo  =  HCOOH,  by  the  action 
of  silent  electric  discharges  on  a  mixture  of  H  and  CO^*  It 
may  be  abundantly  obtained  at  a. low  cost  by  the  incomplete 
oxidation  of  methyl  alcohol  in  a  combustion  furnace  or  lamp 
suitably  constructed,  and  has  the  formula  CH2O  =  HCOH. 

Commercial  formaldehyde  or  formalin  is  a  solution  of  the 
gas  in  water,  and  has  come  into  great  prominence  througk  its 
wide  ai)i)]!cation  as  a  disinfectant.  To  the  textile  chemist  the 
property  possessed  by  formaldehyde  of  rendering  gelatine  and 
other  bodies  insoluble  in  water  suggests  many  useful  applica- 
tions in  dyeing,  color  printing  and  finishing. 

Besides  its  use  in  adding  to  the  strength  and  durability  of 
cellulose-artificial  silk,  it  may  be  used  in  obtaining  a  silky  fiber 
of  considerable  strength  by  the  following  method: 

Gelatine  is  dissolved  in  water  and  a  syrupy  solution  ob- 
tained. Then,  by  a  device  somewhat  similar  to  that  used  in 
the  Chardonnet  and  Lehner  processes,  it  is  drawn  out  into  a 
tlireacl,  which  is  immediately  passed  into  a  4  per-cent.  solution 
of  formaldehyde,  which  renders  the  fiber  insoluble  and  capable 
of  being  woven  or  knitted  in  with  other  fibers. 

In  this  method  the  dyestuffs  would,  however,  be  better 
added  to  the  gelatine  solution,  as,  after  fixation  by  formalde- 
hyde, the  silky  fiber  obtained  would  be  very  difficultly  pene- 
trated by  the  coloring  matter,  and  unsatisfactor>'  results  would 
follow. 
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A  solution  of  gelatine,  prepared  in  a  dark  place,  with  from 
^  to  I  per  cent,  of  bichromate  of  potash,  has  also  been  sug- 
gested as  a  method  of  obtaining  a  textile  fiber  from  gelatine, 

as,  owing  to  the  well-known  sensitiveness  of  chrome  gelatine 
to  light,  it  becomes  insohil)]e  on  exposure,  and  this  derivative 
has  one  a(l\  antac::e  in  being^  capable  of  absorbing  dyestulTs  after 
fixation.  For  light  colors  it  is  unsuitable,  as  it  always  has  a 
dark  appearance. 

\\^hether  this  fiber  is  destined  to  hold  any  practical  posi- 
tion in  the  textile  arts  is  a  matter  of  mere  conjecture,  as  its 
production  so  far  has  not  passed  beyond  the  purely  experi- 
mental stage. 

In  sizini^  the  backs  of  velvets  and  other  fabrics,  a  i^elatine 
sohition,  colored  with  any  (iesired  dve^tntT,  is  brushed  evenly 
t)\  er  the  surface  to  be  sized,  and  then  the  material  is  either 
sprayed  or  brushed  oyer  with  a  2  per-cent.  formaldehyde  solu- 
tion, giving  a  very  permanent  and  usefnl  size. 

In  color  printing  the  dyestuff  s  are  added  to  a  gelatine  solu- 
tion of  the  desired  density,  and,  after  the  colors  are  steamed 
on,  the  cloth  is  passed  through  a  2  per-cent  formaldehyde  solu- 
tion, with  the  result  of  fixing  the  color  on  the  fiber  in  combina- 
tion with  insoluble  gelatine.  This  reaction  has  suggested  sev- 
eral uses  for  formaldehyde  in  printing  cotton  goods. 

In  waterproofing  it  would  fm  ni^h  a  uniform  ctniiing.  which 
could  be  cleansed  without  injury,  and  capable  of  being  handled 
very  inexpensively.  For  coating  silk  or  other  varieties  of  fish- 
ing Hues,  it  furnishes  an  enamel  which  is  more  permanent  and 
waterproof  than  any  which  have  so  far  been  used,  is  entirely 
without  deleterious  effect  on  the  fiber,  and  is  already  being 
employed  for  that  purpose,  as  the  samples  I  have  here  will 
testify. 

In  Lyons,  formaldehyde  is  being  extensively  experimented 
with  in  the  manufacture  of  so-called  souple  silks,  in  which  the 
sericine  or  silk  gum  is  merely  softened  sufticiently  to  enable 
its  being  handled,  and  is  not  boiled  off,  as  is  the  case  with  tram 
'  and  organzine  silks. 

Formaldehyde  has  the  property  of  fixing  or  rendering  in- 
soluble this  sericine,  and  is  used  after  the  soupling  and  dyeing 
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to  prevent  loss  of  weight  in  the  different  processes  to  which  it 
is  subjected. 

There  are  doubtless  other  applications  in  whicii  this  in- 
sokilile  ^elntine  would  be  very  useful,  and  another  fact,  that 
regfardin^  its  property  of  converting  fuchsine  and  other  anihoc 
reds  into  blues  and  violets,  might  not  be  without  hint  of  possi- 
bilities to  the  colorist. 

Philad£LPBia,  March  15,  1898, 


IN  MEMORIAM. 
JULES  VIENNOT. 

On  March  11,  1898,  the  Franklin  Institute  lost,  by  death, 
a  most  valued  member;  one  who,  though  unable  10  attend 
its  meetings  regularly,  shrank  from  no  sacrifice  of  his  cori- 
venience  and  from  no  expenditure  of  the  best  that  was  ia 
him,  when  the  Institute  had  need  of  his  aid. 

Jules  Viennot  was  born  in  Paris,  in  1825.  His  father 
was  the  owner  of Le  Corsaire,"  one  of  the  leading  Parisian 
political  journals  of  the  day. 

From  1847  to  185 1,  the  son  served  in  the  French  army. 
He  was  wounded  while  attacking  the  barricades  of  the  revo- 
lutionists in  1848.  After  this,  and  during  the  "  Journees  de 
Juin,"  he  was  attached,  as  instructor,  to  the  Garde  Mobile. 
After  leaving"  the  army  he  was  active  in  commercial  life  in 
France  and  Belgium.  In  iiJ53  he  was  married,  in  brussels* 
and  in  the  early  sixties  he  came,  with  his  wife  and  daughter, 
to  America,  where  he  has  since  resided. 

In  1880  he  settled  in  Philadelphia,  which  has  ever  since 
been  his  home.  He  became  a  member  of  the  Franklin 
Institute  in  x  881.  In  1897  he  was  made  a  Director  of  the 
Soci6t^  de  Bienfaisance  Fran9aise,  of  which  he  had  been  a 
member  for  several  years. 

Mr.  VMennot  was  especially  active  in  connection  with 
both  the  Electricril  and  the  Novelties  Exhibitions  of  the 
Institute,  and  his  untiring  activity  in  securing  proper  news- 
paper recognition  contributed,  in  no  small  degree,  to  the 
success  of  the  former  of  those  enterprises. 
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In  1894  he  received  from  the  French  cfovernment  a  deco- 
ration in  recognition  of  his  hospitable  .services  in  behalf  of 
technical  and  other  visitors  from  France,  particularly  during 
the  World's  Fair  in  Chicago  in  1893,  when  he  devoted  him- 
self most  unsparingly  to  the  reception  and  entertainment  of 
a  large  body  of  members  of  the  Soci^t^  des  Ing^iieurs  Civils 
de  France.  Members  of  the  Franklin  Institute  and  of  the 
Engineers'  Club  of  Philadelphia  will  long  bear  in  affectionate 
remembrance  his  untiring  efforts  in  behalf  of  their  g^uests 
at  that  time. 

During  his  latter  years  Mr.  Viennot  was  enc^ag-ed  in 
buiklino-  up  a  prosperous  business,  in  which  he  repiLSL-nitd 
the  advertising  interests  of  his  clients,  placing  their  an- 
nouncements in  the  various  technical  and  trade  papers, 
advising  them  in  their  selection  of  such  journals,  and  attend* 
ing  to  the  accounts  growing  out  of  those  transactions.  Such 
was  his  zeal  and  ability  in  the  interests  of  his  clients,  that 
he  found  himself  entrusted  with  the  advertising  business  of 
the  Baldwin  Locomotive  Works,  the  Southwark  Foiindrv 
and  Machine  Company,  Merchant  &  Co.,  and  many  oUicis 
of  the  most  prominent  engineering  and  mercantile  firms  and 
corporations  in  Philadelphia  and  in  other  cities. 

It  is  easy  thus  to  sketch,  in  brief  outline,  what  Mr.  Vien- 
not was  in  his  outer  life;  but  how  impossible  to  say  what 
he  was  to  his  friends.  Never  was  the  dread  name  of  "Adver- 
tising Agent"  more  richly  graced  than  by  Jules  Viennot, 
gentle  man  and  gentleman,  the  best  conditioned  and  un-  " 
wearied  spirit  in  doing  courtesies.  Combining,  in  exquisite 
harmony,  all  the  delicacy  of  genuine  French  politeness,  with 
a  deep  and  clear  knowledge  of  affairs,  the  perfection  of 
modesty,  and  a  rugged,  old-fashioned,  human  thorough- 
honesty,  his  personality  was  a  thing  apart,  and  not  only  won 
him  friends,  but  endeared  him  to  them  as  it  is  the  lot  of 
but  few  to  be. 

In  his  kindly  smile  shone  the  brightness  and  warmth,  in 
his  delicious  broken  English  sounded  the  truth  and  nobility, 
of  the  French  character.  As  a  compatriot  has  said,  he  was 
one  of  those  Frenchmen  who  make  their  country  beloved 
abroad. 
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For  the  last  time  he  has  brightened  our  threshold.  For 

the  last  time  he  has  icit  us  the  beLicr  for  his  visit.  For  the 
last  time  he  has  said — as  he  was  only  too  ready  to  say— 
"And  now,  I  will  go.    Good-bye."  J.  C.  T.,  Jr. 


JAMES  FOSTER  SMITH. 

James  Foster  Smith,  of  Reading,  Pa.,  one  of  the  oldest  civil 
engineers  in  the  United  States,  entered  into  rest  on  Monday 
morning,  January  3 1 , 1898,  in  his  eighty-fifth  year.  He  sprung 
from  Scotch-Irish  ancestry.     His  grandparents  came  to 

America  al)oiit  the  year  1783,  settling  in  Pittsburgli;  a  portion 
of  that  early  band  of  Covenanters,  the  impress  of  whose  sturdy 
character  is  still  so  plainly  manifest  throughout  Western  Penn- 
sylvania. 

Mr.  Smith  was  bom  in  Pittsburgh,  on  Christmas  Day,  1S13. 
In  1822  his  parents  moved  to  Blairsville,  Pa.,  where  he  received 
a  rudimentary  education  in  the  village  school ;  but  the  necessity 

of  self-support  terminated  even  these  meager  educational  ad- 
vantao^es  at  the  early  a^e  of  twelve  \  ears.  Diirincr  such  leisure 
as  he  was  able  to  spare  from  daily  work  he  devoted  himself  to 
Study.  His  natural  inclination  carried  him  into  the  channels 
of  civil  engineering  just  at  the  time  when  the  Pennsylvania 
Canal  and  other  public  improvements  were  in  course  of  con- 
struction, and  long  before  a  college  of  engineering  was  known 
in  America. 

In  1831,  at  the  age  of  eighteen,  he  entered  the  service  of  the 
Portage  Railroad  Company  as  a  rodnian  under  the  late  Solo- 
mon W.  Roberts.  In  1836  he  became  connected  with  the 
Catawissa  Railroad  as  Assistant  Engineer  under  the  late 
Edward  Miller,  Chief  Engineer,  but,  owing  to  the  financial 
diiiiculties  of  the  company,  this  engagement  was  of  short  dura- 
tion. The  years  1837-183S  he  spent  in  the  service  of  the 
Morris  Canal  Company  as  Engineeer-in-Charge,  during  which 
time  he  designed  and  built,  among  other  works,  the  tide  lock 
at  the  outlet  of  the  canal  in  Jersey  City,  which  is  still  in  use. 

Returning,  in  1839,  Catawissa  Railroad,  he  spent  the 
following  two  years  upon  that  work  as  principal  Assistant 
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Engineer.  In  1840,  he  designed  the  high  trestles  for  which  the 
Catawissa  line  for  years  past  has  been  and  still  is  celebrated. 

The  wooden  trestles,  varviiig-  in  heig^ht  from  53  to  129  feet  and 
in  len^h  from  600  to  t,icx)  feet,  were  the  first  of  the  kind  in 
the  country.  Tlie  plans  were  co{)ic(i  into  the  leading  engineer- 
ing journals  of  the  day,  and  copies  of  the  same  were  also  fur- 
nished to  the  engineers  of  the  New^  York  and  Erie  Railroad, 
and  were  adopted  by  the  late  Silas  Seymour,  C.£.,  as  the  de- 
sign  of  the  original  Portage  Viaduct  over  the  Genesee  River. 
The  model  of  these  trestles,  which  are  believed  to  have  been 
the  beginning  of  high  structural  works  in  timber,  and  essen- 
tially the  same  as  now  followed  in  similar  constructions  of  iron 
and  steel,  is  now  standing  in  the  hall  of  the  Franklin  Institute. 
The  actual  woodwork  of  this  model  was  made  by  Mr.  Smith, 
and  the  bolt  work  by  the  late  EUerslie  Wallace,  M.D.,  Dean  of 
Jefferson  Medical  College,  then  an  Assistant  Engineer  in  the 
Catawissa  Railroad.  The  years  1 841 -1842,  he  spent  with  the 
New  York  and  Erie  Railroad  Company  as  cashier  of  the 
Eastern  Division,  with  headquarters  at  Piermont,  N.  Y.,  dur- 
ing which  service  Mr.  Smith  originated  and  ]>ut  into  use  the 
blank  forms  used  in  the  inward-  and  outward-bound  freight 
business  of  the  road  at  that  time. 

In  1B43,  Mr.  Smith  entered  the  service  of  the  Schuylkill 
Navigation  Company,  first  as  Superintendent  of  the  Lower  Di- 
vision, serving  in  that  capacity,  under  the  presidency  of  Solo- 
mon W.  Roberts,  until  1845,  when  the  enlargement  of  the 
works  was  put  under  contract,  and  Charles  EUet,  C.E.,  having 
assumed  the  presidency  "of  the  company,  he  was  appointed 
Resident  Engineer,  and  hcui  charge  of  the  reconstruction  of  the 
canal  and  slack-water  navigation  between  Philadelphia  and 
Reading,  completing  the  same  in  1846. 

After  the  disastrous  flood  of  September,  1850,  he  was 
elected,  by  the  Board  of  Managers,  Chief  Engineer  of  the  com- 
pany, and  proceeded  to  rebuild  the  damaged  works,  making 
many  changes  and  improvements  to  defend  them  against  future 
floods,  and  to  increase  their  carrying  capacity. 

He  filled  the  position  of  Chief  Engineer  with  the  Schuylkill 
Navigation  Company  under  the  presidency  of  Frederick  Fraley, 
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Esq.,  until  1870,  and  subsequently  with  the  Philadelphia  and 

Reading  Railroad  Company  until  the  year  1875  (the  Susque- 
hanna and  Tidewater  Canals  havinc::  been  added  to  his  charge 
in  the  meantime),  when  lie  relinquished  the  more  active  duties 
of  his  professional  life  hut  still  continued  to  serve  as  Consult- 
ing Engineer  until  1885,  when  he  retired  from  engineering 
work. 

During  the  thirty^two  years  of  active  service  with  the 
Schuylkill  Navigation  Company,  Mr.  Smith  designed  and  con- 
structed many  important  hydraulic  works,  noticeably  most  of 
the  existing  dams  upon  the  Schuylkill  River,  built  with  square 
back  and  ])erpendicular  sheet  piHng  instead  of  the  prevailing 
rafter  shape.  A  type  of  these  structures  is  the  preseru  Fair- 
mount  dam  at  Philadelphia  and  the  great  dam.  6,843  ^^^^  lon<r. 
across  the  Susquehanna  River  at  Columbia.  The  design  has 
been  largely  followed  in  this  country  and  in  Europe  as  being 
the  best  to  successfully  resist  floods  and  the  most  economical 
to  maintain.  Other  important  works  were  the  extensive  ship- 
ping landings  of  the  company  at  Schuylkill  Haven  and  a  system 
of  wharv^es  with  automatic  coal-transferring  machinery  at 
Greenwich  Point,  on  the  Delaware  River,  the  first  of  the  ex- 
tensive wharves  at  that  location. 

He  also  constructed  extensive  aiiueducts  of  stone  and  woo<l 
and  many  works  requiring:  difticult  cofferdammmg  in  such 
situations  as  to  call  for  the  highest  skill  of  the  hydraulic  en- 
gineer. After  his  withdrawal  from  the  engineering  service  of 
the  company,  in  1883,  Mr.  Smith  was  elected  President  of  the 
East  Pennsylvania  Railroad  Company,  serving  for  one  year, 
when  he  retired  to  private  life  and  the  enjoyment  of  well-earned 
rest. 

Mr.  Smith  became  a  member  of  the  Franklin  Institute  in 
1848,  and  maintained  his  membershij)  continu<)Usl\'  until  his 
death.  Although  never  conspicuously  active,  he  manifested 
much  interest  in  the  work  of  the  Institute,  and  was  a  frequent 
attendant  at  its  meetings.  He  contributed  to  its  Journal  a 
valuable  paper  on  "The  Future  Water  Supply  of  the  City  of 
Philadelphia**  (vide  Jour,  Frank,  Inst,,  vol.  cviii,  236,  et  seq.), 
in  which  he  ably  advocated  the  proposition  for  a  gravity  supply 
by  aqueduct  from  the  rerkionicn. 
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In  the  death  of  the  subject  of  this  sketch  the  engineering 
profession  and  the  P rank] in  Institute  lose  a  valued  member 
and  the  community  a  useful  citizen.  W. 

.ERRATUM. 

Art.:  Cr£hor£  and  Squier  Synchronograph. 

Discussion. 

In  Mr.  Delany's  contribution.  May  impression,  page  371, 
1 2th  line,  after  the  word  .    .    .    periods,  it  should  read  : 

"And  sicfnals  may  be  recorded  at  a  higher  speed  pro- 
vided the  ta;)''s  of  ordinary  telegraphic  use  can  hi;  inadc  as 
synchronous  with  the  generator  as  permanently  fastened 
pieces  of  paper  mounted  with  mathematical  precision  on  a 
circuit  wheel,  but  so  far  as  chemical  recording  is  concerned, 
even  with  this  arrangement  and  the  utterly  impracticable 
character  of  received  signals,  there  can  be  no  increase  of 
speed."   

CORRESPONDENCE. 

A  WARM  WINTER. 

The  Commiiiee  on  Publications  : 

GENTI.BMKN  :— It  is  evident  that  we  have  passed  through  an  unusually 
warm  season,  and  it  is  rea'ionablc  to  inquire  how  mncli  llic  temperature  has 
varied  from  that  of  an  avera^^e  winter.  The  Weatiier  Bureau  follows  the 
businessman's  method  by  making  comparisons  between  the  records  for  cal- 
endar periods.  The  seasons,  however,  do  not  correspond  to  months  or  years, 
and,  in  fact,  are  so  indefinite  when  mentioned  In  pcose  or  poetry,  that  the 
days  of  their  beginning  or  ending  cannot  be  stated.  Hence  there  is  no  such 
record  aa  that  of  a  aeason*8  temperature,  though  to  people  generally  the  sub. 
ject  is  one  of  much  interest  and  speculation. 

In  our  latitude  the  seasonal  or  normal  movement  of  temperature  laj^s  be- 
birul  the  sun's  apparent  motion  north  and  south  of  the  equator,  the  extremes 
not  bring  reached  until  about  the  22d  of  January  and  July,  or  in  each  case 
about  one  month  after  the  solstice,  while  midway  between  the  extremes  the 
normal  temperature  of  the  day  crosses  the  nmmsl  of  the  year  about  one 
month  after  the  equinoxes.  These  dates  of  crossing  may  well  be  called  the 
equi*ttormal  dates,  and  mark  the  divisions  of  the  warm  and  cold  halves  of  the 
temperature  year. 

It  is  proposed  to  give  a  measurement  of  these  definite  temperature  periods 

from  the  T'.  S.  Weather  Bureau's  local  weather  reports,  so  familiar  to  the 
readers  of  the  daily  newspapers.  Extracts  from  reports  for  two  equi* normal 
dates  are  given  below  : 
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I  S  vVi  ATHt  R  Bureau*  PhUidelphU,  Pa.,  I  u.s.  u  >  v  i  ker  Blkbav,  PhllBdet^fa.  P»-, 

1  riday.  October  aa,  1897.    i Friday.  April  23.  1898.  _ 

Max.  tern.  (a.ooP.M.)$4  Mln.  tern.  ( Mid.,»>a3)4S  Max.  tern.  (1.00  P.lf .)  65IMI11.  ten.  li  e» 

Mean  temp  .  .  .  .siNomwltemp .  .  .  .  MiMean  tetti|i.  .  .  .  .sjlNonnattciap.  •  •  .M 

Defideocv  of  temperature  to  day,  3,  .Szceu  of  temperature  to^lay.  1. 

Excess  of  temp,  since  Oct.  i,  70.  lAccumulatedaefic'yof  temp,  since  April  i,  ti. 

Accumulated  excess  of  temp-  since  Jan.  i,  248.  Accumulated  excess  of  temp,  since  Jan.  i,  404. 


It  will  be  seen  that  the  sum  of  the  maximum  and  minimum  temperatures 
divided  by  two  is  taken  as  the  mean  of  the  day.  The  average  of  the  daily 
means  for  all  the  days  or  any  particular  date,  alooe  the  atation  was  eatabllahed 
is  considered  as  the  normal  of  that  day.  For  the  daya  selected,  die  nonnala 
were  54^,  or  the  same  as  the  normal  of  the  whole  year.  The  difference  be- 
twccn  the  mean  and  normal  is  the  excess  or  deficiency  of  teinperattire,  and 
the  net  accunuilatton?  of  these  difFerences  since  the  first  day  of  the  year  and 
the'first  day  of  the  nioiiih.  are  stated  in  the  reports. 

On  the  22(1  of  April,  1H97,  the  accunmlation  of  excesses  was  126^,  atid  by 
the  2 2d  of  October,  1897,  the  excesses  had  accumulated,  as  shown  by  the  re-> 
port,  to  249°,  so  that  the  accumulation  for  the  warm  half-year  between  these 
dates  was  1 23^.  By  the  31  st  of  December  there  was  a  further  accunmlation  of 
i4f8^,  and,  this  added  to  the  424°  accumulated  aince  the  ist  of  Jannary,  as 
appears  in  the  report  f  *\|  ril  22,  1898,  gives  a  sum  of  572**  for  the  accamols- 
lion  of  warmth  for  the  cold-half  of  the  year. 

If  we  divide  the  total  for  the  half  year  by  1S2,  tlic  number  of  days  in  the 
period,  we  find  that  there  was  an  average  daily  excess  of  3I  degrees.  The 
further  character  of  this  winter  half-year  is  shown  by  the  figures  for  first 
quarter  to  January  22d,  when  the  accumulation  of  excess  was  255",  while  after 
that  date  there  was  a  farther  accumulation  of  317^.  The  greatest  accumiila- 
tion  was  reached  March  30th,  when  the  total  excess  was  584^. 

If  readers  will  have  in  mind  diat  the  accumulation  of  excesses  on  A]iril 
22dwaB  424'',  they  can  easily  reckon  from  the  daily  reports,  the  progress  of  tbe 
summer  half-year,  and  by  takinj^  bearings  again  on  October  22d  the  prf^^ress 
of  next  winter's  lialf-year  may  also  be  noted  from  day  today.  In  this  latitude 
the  winter  lialf-ycars  are  of  special  interest  to  housekeepers,  for  they  corre- 
spond closely  with  periods  for  heater  fires. 

In  the  table  below  comparison  is  made  between  the  accumulated  tempcia- 
tures  of  the  half-years  for  deven  years. 


Warm  Hall- Year, 
from  A^ril  33  to  Oct.  33. 
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Cold  Half-Year, 
from  Oct.  33  to  April  aa, 
iadurive. 

1 

St 

<!. 

St 

1 

St 

1 

1- 

i 

I 

Accumulated  excess  of 

temperature  .... 

396 

951 

234 

125 

Accumulated  defi* 
ciency  of  tenpentare 

t«7 

»7 

44s 

33B 

As  a  further  standard  of  comparison,  it  may  be  stated  that  the  winter  of 
1SS9  90  was  much  the  warmest  of  *ny  shown  by  the  Philadelphia  records  for 
seventy -two  years  past.  Respectfully, 

Henry  Gawthrop. 


Franklin  Institute* 


il^roeeedings  of  the  stated  meeHi^  held  Wednesday^  May  18,  /S98,} 

HaU  of  TBB  PrANKUN  INSTITUT8, 

PHiM>Bi,pmA,  BCay  iS*  ^B^' 

The  Fiesideiit,  Mr.  Jobn  Birxiiibims,  in  the  chair. 

Presentp  310  mcmbert  and  viAiton. 
Additions  to  membership  since  last  report,  5. 

Mr.  Wm.  F.  Roberts  supplemented  his  communication  of  last  month,  on 
the  carbon  dioxide  engine,  by  a  description  of  a  condeuiing  engine  of  the 
same  type.  An  exhibition  of  th«  operation  of  this  apparatus,  which  had  been 
contemplated,  was  deferred  until  the  June  meeting. 

Mr.  W.  S.  Ryau,  of  the  Philadelphia  Museums,  made  an  extemporaneous 
address  on  the  Philippine  Islands,  giving  some  accouut  of  the  Islands,  their, 
inhabitants,  and  the  administration  of  the  group  by  the  government  of  Spain. 
Prof.  Wm.  P.  Wilson,  Director  of  the  Mnseums,  supplemented  these  remarks 
with  an  account  of  the  productions  of  the  Islands,  and  statistics  of  their  trade 
and  commerce. 

Mr.  K.  D.  Meier,  engineer-in-chicf  of  the  Diesel  Motor  Company,  New 
York,  read  a  paper  on  the  Diesel  Motor,  illustrating  the  subject  with  the  aid 
diagrams.  (  Referred  for  publication.)  The  subject  was  referred,  for  investi- 
gation and  report,  to  the  Committee  on  Science  an<i  the  Arts. 

Adjourned.  Wm.  H.  Wahi,,  Secretary, 


COMMI  X  TEE  ON  SCIENCE  and  the  ARTS. 

[Abstract  0/  proceedings  of  the  stated  meeting  held  Wednesday,  May  /,  iSgS."] 

Prof.  L.  F.  Rondinei,i.a  in  the  chair. 
Reports  on  the  following  subjects  were  considered  : 

Severy  Impression  Process, —llLeX\in  h.  Severy,  Boston,  Mass.  Passed  first 
reading. 
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Hard-drawn  Copper  IVire.—Thos.  B.  Doolittle,  Branford,  Conn.  PMed 
first  reading;. 

Imfirmfements  in  X-ray  Tk^,  —  H,  Lyman  8ay«n,  Pbttadelplila, 
Passed  fitBt  reading. 

Sysitm  of  AiruU  Navigation  ^H.  H.  Fisher,  Corpus  Chrisd,  Tex.  Passed 

first  reading. 

Pneumatic  Balance  Chauncey  N.  Button,  New  York.    Passed  first 

reading. 

Compound  Locomoiive.— Chiton  L.  Reeves,  Trenton,  N.J.  On  the  strength 
of  a  protest  from  ^>p]lcaat,  this  subject  was  reconsidered,  and  the  report  and 
and  protest  were  referred  to  a  new  sub  committee. 

The  following  reports  were  sdopted : 

Imprmfements  in  Tumbuckles.—'B.  W.  Merrill,  Brooklyn,  N.  Y. 

Abstract. — The  claims  of  applicant  are  based  on  a  patented  procedtire 
(see  U.  S.  Letters-patent  No.  462  499,  November  3,  1891),  which  consists  in 
rollintj  the  general  shape  of  the  turnbuckle  from  a  bar  of  steei  in  suitably 
shaped  rolls.  This  operation  leaves  a  liu  in  the  centre  between  the  shanks, 
which  is  subsequently  punched  out.  By  a  third  operation,  the  bosses  are 
swaged  up  in  order  to  bring  up  the  inner  edges  of  the  bosses,  which  had  a 
rounded  contour  after  the  rolling  operation.  This  third  operation,  upcm  which 
the  applicant  lays  special  stress,  is  held  in  the  report  to  be  quite  useless,  as 
the  extra  metal  thereby  incorporated  in  the  turnbuckle  neither  adda  to  its 
strength  nor  improves  its  form. 

The  report  conchules  with  the  statenieul  that  the  operations  described  in 
the  patented  process  of  applicant  present  110  si  ecially  novel  or  valuable  featur<^ 
\Sub-Commiitee. — A.  Falkenau,  Chairman  ;  Wilfred  Lewis. j 

Swivel'Loom.^'OKnnaxL  Willmnnder,  Philadelphia. 
Aa8TRACT.«"TliiB  inv«itiott  is  an  attachment  to  a  loom  adapted  to  the  pur- 
poae  of  weaving  into  the  fabric  small  figures  (such  as  flowers),  without  carry* 
ing  the  material  of  which  they  are  made  entirely  across  the  fabric,  and  with- 
out using  warp  threads  for  the  figures.  Such  an  arrangement  is  knowii  is 
the  art      n  "  swivel -loom. " 

The  report  makes  reference  to  ]irevious  attempts  to  weave  shaded  n>^urcs 
on  the  face  of  cloth,  which  was  done  formerly  by  the  use  of  hand-looms, 
requiring  the  most  skilled  weavers,  and  more  recently  on  power-looms  by  the 
Jacquard  mechaniam.  The  report  concludes  that  this  inirentor  has  consider- 
ably improved  and  simplified  this  last-named  device  for  accomplishing  the 
purpose  intended.  An  intelligible  description  of  the  attachment  in  detail  is 
not  possible  without  the  aid  of  illustrations.  The  Scott  award  is  recommended. 
\Snb- Commit  lee. — O.  Morgan  Eldridge,  Chairman;  John  Shinn.  Robert  fi. 
Goodyear.] 

Alhitement  of  the  Smoke  Nn isa  w .  -  R e Te rr ed  by  the  Institute. 

Abstract. — The  Committee  recommends  certain  conclusions  to  be  recom- 
mended to  the  Board  of  Managers  for  embodiment  In  the  draft  of  an  ordi- 
nance to  be  transmitted  to  the  Bureau  of  Health.  {Smb'Qfmmittee.—'R*  W. 
Spangler,  Chairman ;  Wm.  M.  Barr,  John  Birkinbine,  Alex.  £.  Onterbrtdge, 
Jr.,  Coleman  Sellers.] 

Ejector  for  Fluids.— H.  Hollingshead,  Bronxville,  N.  Y. 

Abstract. — Tliis  invention  has  been  previously  de<;cribed  in  these  abstracts 
(see  XhtfourTia/,  cxliii,  454),  to  which  reference  is  made. 
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The  present  report  is  the  outcome  of  a  reconsideration  of  the  rase  on  an 
appeal  by  applicant,  and  revises  the  conclusions  oi  the  prevnous  one. 

It  is  foumi,  by  practical  tests  for  a  period  of  three  mouths,  uuder  the 
nnftvonble  conditions  of  using  unfiltered  Schuylkill  water,  that  the  device 
was  detnoiHtiated  to  be  reliable. 

Aa  an  inezpeoaiire  and  eaaly-cared<for  apparatus  for  the  atttomatic  dialri- 
bution  of  disinfecting  materials  soluble  in  crater,  the  device  is  apptoyed.  The 
Edward  Longstreth  Medal  of  Merit  is  awaided.  \Sub'CammHi€et  H.  R. 
Heyl,  Chairman  ;  John  G.  Bullock.] 

Arrangement  of  Cylinders  /or  Baittnced  Locomotives,^},  H.  Dunbar, 

Youngstown,  Pa. 

Abstract. — This  device  is  an  arrangement  of  two  cylinders  in  tandem  on 
each  side  of  a  locomotive,  for  the  purpose  of  counterbalancing  the  recipro- 
eating  parts  without  weights  in  the  driving-wheels.  It  consists  of  a  cylinder, 
located  as  nsual  on  each  tide  of  the  engine,  with  its  piston-rod,  croeshead, 
and  connecting-rod  oonnecting  to  the  cnunk-pins.  In  addition,  another  cylin- 
der is  placed  directly  in  front  of  the  first  cylinder,  with  its  piston-rod  con- 
nected with  one  end  of  a  lever  arm,  or  walking-beam,  pivoted  at  or  near  its 
centre,  in  a  support  or  bracket  in  front  of  or  >ielo\v  this  cylinder,  the  opposite 
or  lower  end  of  the  walking-beam  being  connected  by  a  rod  extending  back- 
ward to  the  crosshead  of  the  first  cylinder. 

By  this  arrangement,  the  applicoit  claims  that  the  momentum  of  the 
reciprocating  parts  is  equalized  by  the  moving  of  the  pistons  in  opposite 
directions. 

The  committee  fails  to  discover  this  result,  but  finds  that  the  additional 
parts  would  increase  the  amount  of  counterbalance  needed  in  the  driving* 

wheels,  and,  furthermore,  that  the  mechanical  arrangement  as  set  forth  is 
such  as  to  be  impracticable  for  locomotive  use.    [Sub-Commiiice.—}.  I«ogan 
Fitts,  Chairman  ;  Henry  F.  Colvin,  Arthur  [.  Rowland.] 
Check- Punch.— O.  Brosnaham,  I'ensacula,  Fla. 

Abstract.— The  work  of  this  punch  consists  in  making  a  printed  im- 
pression of  the  figiires  and  symbols  in  the  form  of  a  series  of  dots,' resem- 
bling those  actually  punched  out  of  the  paper  (by  actual  perforation)  in  the 
machines  formerly  in  common  use  by  the  United  States  Government  and  by 
financial  institutions  generally. 

Those  machines  which  perforate  the  paper  by  means  of  round  holes,  how- 
ever, liave  practically  been  discarded  for  tliose  in  which  the  perforation 
of  the  pa])er  includes  the  general  outline  of  the  figures  and  symbols.  In  this 
form  of  perforation  there  appears  to  be  uo  serious  danger  that  the  figures  or 
symbols  can  be  fraudulently  altered  without  detection. 

A  machine  that  simply  prints  what  we  generally  write,  the  mvestigating 
committee  believes,  does  not  present,  in  this  case,  any  advantage,  while  the 
cutting  out  of  the  paper  Is  an  extra  safeguard  against  fraud ;  also,  the  machine 
of  applicant  is  more  costly  and  complex  than  those  in  use  producing  practi- 
cally the  same  result.    [Suk'Commiitec—EA'mzx^  F.  Moody,  Chairman.] 


Digitized  by  Google 


476 


Sections^ 


(J.  F.  I. 


SECTIONS. 


Electric  A  r,  Srction.— .S/m*//  Meeting  held  Tuesday,  March  29.  1898. 
Present  50  members  aud  visitors.  Mr.  W.  E.  Harrington,  President,  iu  the 
chair.  A  paper  on  "  The  Substitntion  of  Blectricity  for  Steam  on  Sulrarban 
Roeda»"  which  bad  been  announced  as  the  apedal  budneas  of  the  rneedng, 
waa  tXMtponed  at  the  xeqneat  of  Z>r.  Louis  Duncan,  the  author. 

The  meeting  thereupon  engaged  in  an  impromptu  discussion  of  the  subject 
of  Rail-botidinj^'  which  was  participated  in  by  Messrs.  Pepper^Reed,  HerUig, 
Brogg,  and  narriiij.:toii 

The  drift  of  opuuoii  was  to  the  effect  that  the  commercial  forms  of 
bonds  making  contacts  through  holes  in  the  web  of  the  rails  were  impractical 
and  the  form  of  bond  consisting  of  copper-plates  making  contact  with  the 
sides  of  the  web  of  the  rail  and  using  flexible  solder  or  other  metallic  con- 
nection appeared  to  be  the  best  adapted,  mechanically  and  electrically,  for. 
the  intended  service.  Wm.  Warr.  Sfcrctaty. 

Mining  and  MKTAi.i.rRGiCAT.  Skction. — Stated  tMet-dng  A\  r(inesday, 
Hay  II,  1898,  Mr.  A.  E.  Outerbridge,  Jr.,  in  the  chair.  Present  29  members 
and  visitofa.  Mr.  William  Tatbam  presented  a  paper  on  "  Gold  Mining  in 
Georgia,"  giving  a  brief  sketch  of  the  character  and  extent  of  the  gold*bearsvg 
deposits  and  of  their  past  and  present  development,  the  proper  methods  of 
treating  the  ores,  etc.  Discussed  by  Messrs.  Outerbridge,  Garrison,  Wahl,  and 
the  author.    (Referred  for  publication.) 

Mr.  Guillaum  H.  Clanier  read  a  paper  entitled  "  On  the  Micro  Struciure 
of  Bearing  Metals."  The  subject  was  very  thoroughly  treated,  and  embodied 
the  results  of  numerous  original  observations  The  paper  waa  illustrated  by 
means  of  lantern  projections  of  photographic  enlargements  of  numerous 
typical  specimens  of  micro  photographs.  The  paper  evoked  an  animated 
discussion,  participated  in  by  Messrs.  Christie,  de  BenneviUe,  Outerbridge  and 
the  author.   (Referred  for  publication  )  Adjourned. 

James  B.  de  Bknnkviu.B,  .SV^r^r/ary- 

Chkntical  Section.— Stated  meeting  held  Tuesday,  May  17,  l897t  Preai- 

dent,  Lee  K.  Frankel,  in  the  chair. 

Dr.  Harry  F.  Keller  presented  a  preliminary  commuuicatiou  on  "The 
Synthetic  Preparation  of  the  Hydroxy- acids."  Discussed  by  Dr.  W.  C.  Day, 
Mr.  C.  J.  Reed,  and  the  author. 

Dr.  Wm.  C.  Day  made  an  informal  communication  on  the  artificial  prepa- 
ration  of  an  asphaltnm-like  substance,  possessing  substantially  the  same  com- 
position a??  gil<M3nite,  and  analogous  physical  properties.  The  metbo<^  followed 
coii'^isted  in  subjecting  to  destructive  <listillatton  a  mixture  of  fish  and  resin- 
ous pine  chips,  aud  passing  the  distillate  through  a  red-hot  iron  tube.  iJia- 
cussed  by  Mr.  Jos.  Richards,  Mr.  C.  J.  Reed,  aud  Llie  author. 
Adjourned.  Lvman  F.  Ksbiab,  Secniary, 
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METAUNED  OR  OILLESS  BEARINGS 

no  oil  oi  T 
.-lart  or  occ.i  .        i   .  ...d 

will  nin  dry  for  years,  as  can  be  demon- 
strated by  use  or  the  testimony  of  our 
many  customers.  There  are  cheap  imi- 
t.itions  on  the  •  called  "  Self-Uil)ri- 

c;iluig,"  "  Anti  1.  ii,  "  etc.,  etc..  which 
look  well  and  apparently  give  satisfaction 
at  the  start,  but  ev  •       'v  inil  1-  test  of  time  and  ser- 

vice, although  claiming  to  be  superior  or  i  Melaliii  .  ,^s. 

Until  Metaline  was  first  introduced  to  the  public,  no  one  had  ever  successfully  run 
a  ?  •  •  for  any  I<  '  f  time  without  the  use  of  oil  or  some  other  lubricant.  We  are 
til  -Aors  of  Ih  il  Company  which  first  placed  this  Oilless  Bearing  on  the 

maxkct.  and  are  now  tin.'  .sole  and  exclusive  m.Tnuf;icturers. 


NORTH  AMERICAN  METALINE  CO. 

16  WEST  AVENUE.  LONG  ISLAN  D  CITY,  N. 


P.  O.  BOX  110. 


Y. 


THIS  CUT  RBPRKSENTS 

ALMOND'S  PATENT 

Quarter-Turn 
^-S^-^Coupling 

To  Replace  Mule  Pulleys 
and  Bevel  Gears 

It  Ib  a  noUeleNM  Ouarter.Tnrn 
('uunt«rHhaft,  Mclf  cwntalnod,  per- 
fect ly  liibricattid,  and  i;iv(*M  no 
trouble.   S«nd  for  particular!*. 

T.  R.  ALMOND 

83  AND  85  WASHINGTON  STREET,  BROOKLYN,  N.  Y. 


Notice! 

The  following  Reports  of  the  Examiners  of  the  International  Electrical  Exhibition 
of  the  Franklin  Institute,  held  in  1884,  have  been  pubUshed  in  pamphlet  form,  and 
will  be  mailed  to  any  address  on  receipt  of  the  price  named.    Address  orders  to 

Actuary  of  the  P'ranklin  Institute, 

Philadelphia,  P». 


SecL  V,  VI  and  VI 11. — Electric  Lamps,  Carbons  tor  Arc  Lamps,  20c. 

**  X.— Boilers,  20c 

"         XI. — Steam  Engines,  25c. 

"        XII. — Gas  Engines,  20c. 

•«       XIV  and  XVI.— Batteries,    20c 

«    XVIII.— Underground  Conduits    20c. 

XIX.— Electric  Telegraphs,  20c 

**       XXI. — Fire  and  Burglar  Alarnis,  etc.,  loc. 

*«     XXII. — Electric  Railway  Signaling  Apparatus,  .  .   50c. 

"    XXIII. — Electro-Medical  Apparatus,   .  20c. 

**    XXIV.— Electro-Dental  Apjjaratus,  20C 

**     XXV  and  XXVI.— Application  of  Electricity  to  Art,  Artistic  EffecU  and 

Music,  soc 

"  XXVII. — Application  of  Electricity  to  Warfare,  20c. 

«*    XXIX. — Educational  Apparatus,  20C 

««      XXX. — Machinery  and  Mechanical  Appliances,  20C. 

Special  Report — Efficiency  and  Duration  of  Incandescent  Lamps,  50c. 

»<  •«     — Dynamo- Electric  Machines,   .         .  50c. 

Report  of  Chairman  on  Exhibition  Committee   25c. 


FRANKLIN  INSTITUTE 


TERMS  AND  PRIVILEGES  OF  MEMBERSHIP 

Any  person  of  legal  age  who  is  interesteti  in  the  objects  of  the  Institute 
is  eligible  to  membership.  It  is  necesaary,  however,  to  be  proposed  by  a 
member  in  good  standing,  and  to  be  elected  by  the  Board  of  Managers. 

Terms, — Contributing  members  pay  kiCHT  Doi,i<ars  anni^ly.  The 
payment  of  Onh  Hundred  Dollars  in  any  one  year  secures  a  Life  Member- 
ship, with  exemption  from  annual  dues. 

Candidates  residing  permanently  at  a  distance  of  50  miles  or  more  from 
Philad  may  \)c  elected  as  Non-resident  Members,  and  are  required  to 

pay  an         nee  fee  of  FivK  Dollars  and  Two  Dollars  annually. 

Privileges. — All  members,  so  long  as  they  are  not  in  default  for  dues, 
are  entitled  to  attend  and_  take  part  in  the  meetings  of  the  Institute,  to  use 
the  library  and  reading  room,  to  vole  at  the  annual  election,  to  receive  tickets 
to  the  lectures  (ladies'  tickets  included),  and  to  receive  one  copy  of  the 
Journal. 

Non-resident  members  receive  the  monthly  bulletins  containing  the 
program  of  events  for  each  month,  a  copy  of  the  Journal  on  or  about  the  first 
of  each  month,  and  a  copy  of  all  special  publications  issued. 

Resignations  must  be  made  in  writing,  and  cannot  be  accepted  unless 
dues  are  paid  to  the  date  of  resignation. 

[The  JouKNAL  of  thk  Franklin  Institute  is  an  illustrated  monthly 
magazine,  80  pages  octavo,  and  contains  the  lectures,  papers,  discussions, 
etc.,  presented  before  the  Institute,  besides  many  articles  of  interest  rclrit- 
iug  to  the  progre.ss  of  science  and  the  industries.] 
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